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PREFACE TO THE THIRD EDITION 

In the seven years since the last edition, much information has become 
Rxailable on the properties and uses of refrai^torie^s. The Second World 
War stimulated many important developments in the field, quite a few of 
which are discussed. 

A chajiter on laboratory furna(‘es has been addl'd with particular em¬ 
phasis on induction heating, as it is felt that this method would be in much 
greater use if details of its operation were better known. A new chaptc'r 
has been added to cover the pure, highly refractory materials now of great 
interest in high-temperature construction. New chapters have been also 
addend on the subjects of refractories for nuclear power and jet propulsion. 
W. D. Stevens of the Babcock & Wilcox Company has gone to great 
pains to complet(3ly rc'vise and bring up to date Chapter XXIII. 

In view of the considerable amount of literature recent ly published in 
the field of crystal chemistry and allied subjects, it was felt wise to omit 
the chapter on fundamc'ntal concepts of matter to make room for the 
added chapters. The reader may con.sult the following books that cover 
(his subject: 

Stillwell, C. W.: “Oystal Chemistry,” McCJraw-Hill Book Ckmipany, Inc., New 
York, 1938. 

Wooster, W. A.: “A Tf^xtbook on Crystal Physics,” C'amhridge University Press, 
London, 1938. 

Slater, J. (U: “Introduction to C^dicmical Physics,” McGraw-Hill Book C'Onipany, Inc., 
New Y"ork, 1939. 

Seitz, F.: “The Modern Theory of Solids,” McGraw-Hill Book Company, Inc., New 
York, 1940. 

Clark, G. L. : “Applied X-rays,” 3d ed., McGraw-Hill Book Chinpany, Inc., N(‘w 
York, 1940. 

Gibb, T. R. P., Jr.: “Optical Methods of Chemical Analysis,” McGraw-Hill Book 
(hmpany, Inc., New York, 1942. 

Buerger, M. J.: “X-ray Crystallography,” John Wiley & Sons, Inc., New York, 1942. 
Bunn, C. W.: “Chemical Crystallography,” Oxford University Press, New Ahrk, 1945. 
Phillips, F. C. : “An Introduction to Crystallography,” Longmans, Green & C^o., Inc., 
New York, 1946. 

The author wishes to thank the many men in the field of refractories 
who have helped him in this revision. In particular, he is indebted to 
Isaac Harter, A. M. Kohler, C. L. Norton, Jr., W. D. Stevens, and others 
of the Babcock & Wilcox Company; S. M. Phelps of the American Re- 


V 



VI 


PREFACE TO THE THIRD EDITION 


fFactories Institute; R. E. Birch of the Harbison-Walker Company; L. H. 
Milligan, G. R. Finlay, and 0. J. Whittemore, Jr., of the Norton Company; 
R. E. Geller of the U.S. Bureau of Standards; R. B. Sosman of Rutgers 
University, and Louis Navias of the General Electric Company. 

Lieutenant Commander F. W. Kinsley and E. G. Schneider have kindly 
reviewed the manuscript of Chapter XXV, and I. Amdur, Chapter X. The 
declassification section of the U.S. Atomic Energy Commission has read 
Chapters XII and XXIV to certify them for release. 

P. D. Johnson, W. E. Hauth, Jr., J. A. Stavrolakis, and J. M. Brownlow 
kindly permitted the use of some data from their theses. 

G. H. Whipple was most helpful in gathering material, but particular 
credit should go to Robert Mainhardt for his painstaking work in assem¬ 
bling data and checking the manuscript, as well as preparing several 
sections of the text, 

F. H. Norton 

Cambruwe, Mass, 

July, 1949 



PREFACE TO THE FIRST EDITION 


This book was written to fulfill the chunand for a modern treatise on 
refractories. In order to keep it within a reasonabl(‘ size it has been found 
necessary to deal mainly with the fundamental processes involved in the 
manufacture and use of refraciories. Furihermore, the descriptions of the 
manufacturing processes have been confined to American practice. The 
important subject of the proper use of nd'ractories in furnace design and 
(amstruction has been omitted, since to do it justice a whole volume would 
be needed. On certain subjects it was found that a great deal of important 
information was lacking, and the attempt has been made in each case to 
indicate the direction in which research should be cairried to provide the 
additional data needed for the understanding of the princii)les involved. 

Although a portion of the material contained in this book has been 
taken from published data, a considerable amount of new material has 
been included. This has been obtained from the extensive work on refrac¬ 
tories carried out in the laboratories of the Babcock & Wilcox Compan3^ 
Unless otherwise stated, nearly all the experimental data in the book were 
derived from this source. In all cases the attempt has been made to indi¬ 
cate by the use of references, where additional information may be obtained 
on any parti(‘ular subject. 

Chapter XVI was prepared by Prof. J. L. Gillson of the Massachusetts 
Institute of Technology, whose experience in the examination of clays and 
ceramic products makes him especially well fitted to write on this subject. 
Chapter XVII was written by Prof. J. T. Norton of the Massachusetts 
Institute of Technology, who has been carrying on X-ray studies of crystals 
for a number of years. Chapter XVIII was prepared by Mr. J. B. Romer, 
chief chemist of the Babcock & Wilcox Company. Mr. Romer has had 
many years of experience in analyzing clays and ceramic products. 

The author wishes to acknowledge the valuable assistance rendered in 
the preparation of this book by a large number of individuals connected 
with the refractories industry. I am particularly indebted to Mr. Isaac 
Harter, vice president of the Babcock & Wilcox Company; Prof. C. L. 
Norton, Prof. G. B. Wilkes, and Prof. C. E. Locke of the Massachusetts 
Institute of Technology; Mr. A. M. Kohler, Mr. J. E. Brinckerhoff, and 
Mr. Robert Richardson of the Babcock & Wilcox Company; and Mr. E. B. 
Powell of Stone & Webster, Inc. 
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A considerable number of industrial concerns connected with the refrac¬ 
tories industry have cooperated most heartily in supplying up-to-date 
illustrations. Separate acknowledgment has been made in each case. 

The numerous photomicrographs throughout the book are due to the 
painstaking work of C. L. Norton, Jr., who is carrying on research in ceram¬ 
ic petrography at the Massachusetts Institute of Technology, under a 
Babcock & Wilcox fellowship. 

F. H. Nohton 

('^AMBRiixJK, Mass. 

August, 1931 
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INTRODUCTION 




CHAPTER I 


SCOPE OF THE REFRACTORIES INDUSTRY IN THE 
UNITED STATES 

1. The Refractories Industry. Although the manufacture of refracto¬ 
ries is not one of the largest industries, it is a particularly important one, 
as all processes using high temperatures are dependent upon it. The refrac¬ 
tories industry in the United States has shown a rapid growth since the 
start of the century, as indicated by the production curve in Fig. 1. 



A more detailed picture of the refractories production in this country 
is shown in Tables 1 to 4, which give the quantities and values of various 
classes of refractories turned out each year. These tables indicate that 
many changes have occurred in refractory production especially if figures 
before and after the Second World War are compared. Fireclay and silica 
brick have about the same production volume, but they have increased in 
price about 60 per cent. High-alumina brick production also shows little 
volume change, but the price has nearly doubled. On the other hand, 
basic brick production has doubled both m volume and in price during the 
Second World War. The most striking change is the great increase in pro¬ 
duction volume of refractory cements (mortars, plastics, and castables), 
however, with only a small increase in price. 

2. Refractories in Relation to Other Industries. Many industries are 
absolutely dependent upon refractories. For example, the power industry 

3 




Refractories Lvdustry Statistics—Clay Refractories Production 
Normal production average based on 1925-1927 = 100 
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♦Table prepared by A. M. Kohler, Babcock and Wilcox Co. up to and including 1939. “Facts for Industry” and “Minerals Yearbook,” U.S. Department of 
mmerce, 1948. 






Table 2. Refractories Industry Statistics—Nonclay Refractories Production' 
Normal production average based on 1925-1927 = 100 
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* Table prei^red by A. M. Kohler, Babcock and Wilcox Co. up to and including 1939. "Facte for Industry" and “Minerals Yearbook," U.S, Department of 
Commerce, 1948. 





Refractories Industry Statistics—Cements and Mortars Production* 
Normal production average based on 1925-1927 = 100 
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♦Table prepared by A. M. Kohler, Babcock and Wilcox Co. up to and including 1939. “Facts for Industry” and “Minerals Yearbook,” U.S. Department of 
Commerce, 1948. 



Table 4. Refractories Industry Statistics—Other Refractories Production* 
Normal average based on 1925-1927 = 100 
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* Table prepared by A. M. Kohler, Babcock and Wilcox Co. up to and including 1939. “Facts for Industry” and “Minerals Yearbook/* U.S. Department of 
Commerce, 1^8. 

t After 1940 Iwile brick, hot tops, sleeves and runners are included, t After 1940 the classification was changed. 
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uses great quantities in boiler furnaces, even though the tendency has been 
in the last few years to employ water-cooled walls in the larger units. The 
use of plastic chrome refractories to line the water walls has become a very 
general practice in powdered-coal and oil-fired boiler furnaces. 

The iron and steel industry is vitally concerned with refractories, as 
evidenced by the large amount of research and development work in this 
field that is being carried out by the large companies. It may be said that 
not only the efficiency of the various units producing steel are vitally 
affected by the properties of the refractories but in some cases better quali¬ 
ties of steel could be produced if improved refrac^tories were available. 

In the nonferrous industry, refractories also play an essential part, both 
for withstanding high temperatures and for resisting various types of slag. 

Refractories are also of vital importance to many other industries such 
as the kilns for ceramic production, glass furnaces, linings of rotary kilns 
for manufacture of Portland cement, incinerators, black-liquor furnaces, 
and even household oil-burner furnaces. 

3. Recent Developments in the Industry. Since the publication of the 
previous edition, there have been some important changes in the manufac¬ 
ture and use of refractories. 

While there still seem to be ample supplies of fireclay, the high-alumina 
clays such as diaspore and bauxite are becoming less available. Magnesite 
is being obtained from sea water and by chemical means from dolomite. 
A high-purity silica brick is being made from washed ganister, and the use 
of mullite and pure alumina brick is increasing. Rotary kilns are finding 
greater use in burning grog to high temperatures, and the firing temperature 
of bricks is gradually being increased, particularly for the super-duty brick, 
which is finding more extended markets. In general, laborsaving devices 
have come into greater use, especially the lift truck. 

In the field of steam-power generation, water-cooled walls are more 
generally used, with plastics and castables replacing many of the fired 
shapes. The super-duty silica brick is finding use in the open-heart^h roof, 
and trials of basic roofs are under way. The possible use of oxygen addi¬ 
tions to combustion air makes refractories with higher use limits of great 
interest. Following European practice, a number of our blast furnaces are 
lined with carbon blocks or a rammed carbon mix, apparently with success. 
Pebble heaters have opened up a new field of high preheating for chemical 
processes and for very high temperature combustion. 

A new and very active field of development is the refractories for 
jet-propulsion engines. Almost no refractory has as yet been used in these 
engines, but the possibilities are there. Then, too, the use of atomic 
energy will certainly require refractories of a very special kind. Neither of 
these fields will need any great volume of material, so the larger refractory 
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manufacturers have not been greatly interested as yet, and most of the 
work has been carried out by specialty manufacturers and government- 
sponsored research laboratories. 

4. Future Trends in the Industry. It is to be expected that concen¬ 
tration methods will be used to a greater extent to produce more uniform 
raw materials, especially from high-alumina clays. On the other hand, we 
must not forget the inexhaustible deposits of pure sedimentary kaolin in the 
South, which will be called on to an increasing extent as the better fireclays 
are exhausted. The high-stability materials such as pure oxides, carbides, 
and nitrides will receive moie attention as the need for higher temperatures 
becomes more acute. This will entail much research of a basic nature, 
which will later on be of the greatest value to the industry as a whole. 
The hot pressing of refractories will receive more attention, and develop¬ 
ments are to be expected in plastics and castables. 



CHAPTER II 


LITERATURE ON REFRACTORIES 

There is a considerable amount of literature dealing with refractories. 
Much of it, however, is scattered throughout books and periodicals, which 
makes it rather inaccessible to the average reader. It is, therefore, con¬ 
sidered advisable to include here some information that will help in finding 
the published works on refractories. 

1, Books. Probably the most complete book on refractories but quite 
out of date is 

Searle, A.B.: “Refractory Materials, Their Manufacture and Uses/’ J. B. Lippincott 
Company, Philadelphia, 1924. 

The following book is up to date and much used in schools and industrial 
plants. It is understood that a completely revised edition will soon be 
published. 

Anon.: “Modern Refractory Practice,” Harbinson-Walkcr Refractories Co., 1937. 

A number of books deal with the use of refractories. They apply, 
however, mainly to the steelworking industry. The principal books deal¬ 
ing with the application of refractories are given herewith. 

Havard, F.T.: “Refractories and Furnaces,” McGraw-Hill Book Company, Inc., 
New York, 1912. 

Johnson, J.E.: “Blast Furnace Construction in America,” McGraw-Hill Book Company, 
Inc., New York, 1917. 

Searle, A.B.: “Refractories for Furnaces, Crucibles, etc.,” Sir Isaac Pitman & Sons, 
Ltd., London, 1923. 

Trinks, W.: “Industrial Furnaces,” John Wiley & Sons, Inc., New York, 1923. 
Mawhinney, M.H.: “Practical Industrial Furnace Designs,” John Wiley <fe Sons, 
Inc., New York, 1928. 

Salmang, H.: “Die physikalischen und Chemischen grundkigen der keramik,” Verlag 
Julius Springer, Berlin, 1933. 

Partridge, J.H.: “Refractory Blocks for Glass Tank Furnaces,” Society of Glass 
Technology, Sheffield, England, 1935. 

Buell, W.C.: “The Open Hearth Furnace,” 3 Vols., Penton Publishing Company, 
Cleveland, 1936-1937. 

Kobppel, C.: “Feuerfeste Baustoffe,” S. Hirzel, Leipzig, 1938. 

Chesters, J.H. : “Steel Plant Refractories,” United States Steel Companies, Ltd., 
Sheffield, England, 1944. 

Perevalov, V.I.: “Tekhnologiyo Ogneuporov,” Metallurgizdat, Moscow, 1944. 

10 
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Letort, Y.: ^'Produits R^fractaires/' Dunod, Paris, 1946. 

Mantell, C.L. : ‘‘Industrial Carbon, Its Elemental, Adsorptive and Manufactured 
Forms,^’ D. Van Nostrand Company, Inc., New York, 1946. 

There are a number of books concerned in part with raw refractory 
materials. The book by Ries is the standard work on clays in the United 
States, and that by Dana is the accepted authority on minerals. Much of 
the recent work on raw materials will be found in the U.S. Geological Survey 
bulletins and reports of state geologists. The following list comprises the 
more important books on the subject: 

Bischof, C.: “Die Fcniorfesten Tone,’’ Quandt, T^eipzig, 1904. 

Ries, H.: “Clays, Their Occurrence, Properties and Uses,” John Wiley & Sons, Inc., 
New York, 1908. 

Dana, E.S. : “A System of Mineralogy,” John Wiley & Sons, Inc., New York, 1914. 
Levy, S.I.: “The Rare Earths,” Edward Arnold & Co., London, 1915. 

Ladoo, R.B.: “Non-metallic Minerals,” McGraw-Hill Book Company, Inc., New 
York, 1925. 

Ryschkewitsch, E. : “Graphite,” S. Hirzel, Leipzig, 1926. 

Wilson, H.: “Ceramics-clay Technology,” McGraw-Hill Book Company, Inc., New 
York, 1928. 

Buss, E.: Properties of Clay, Tonimi.-Ztg., Berlin, 1928. 

Knibbb, N.V.S. : “Industrial Uses of Bauxite,” Ernest Benn, Ltd., London, 1928. 
Banco, R.: “Der Magn(^sit,” SteinkopfT, Dresden, 1932. 

Comber, A.W, : “Magm^site as a Refractory,” Charles Griffin & Co., Ltd., London, 
1936. 

Anon.: “Industrial Minerals and Rocks,” American Institute of Mineral Engineers, 
New York, 1937. 

The manufacture of refractories is treated in a number of books, but 
little material is available on the most modern manufacturing methods; 
however, the books listed below give fairly complete descriptions of the past 
and present methods used in the manufacture of refractories. 

Lovejoy, E. ; “Drying Claywares,” T. A. Randall and Company, Inc., Publishers, 
Indianapolis, 1916. 

Greaves-Walker, A.F. : “Clay Plant Construction and Operation,” Brick & Clay 
Record, Chicago, 1919. 

Searle, A.B. : “Modern Brick Making,” Scott, Greenwood & Sons, London, 1920. 
Lovejoy, E.: “Burning Claywares,” T. A. Randall and Company, Inc., Publishers, 
Indianapolis, 1922. 

Perevalov, V.I.: “Technology of Refractories,” Metallurgizdat, Moscow, 1944. 
Letort, Y. : “Produits R^fractaires,” Dunod, Paris, 1946. 

A few of the many books that deal in whole or in part with the physics 
and chemistry of refractories follow. 

Audley, J.A,: “Silica and the Silicates,” D. Van Nostrand Company, Inc., New York, 
1921. 

Bingham, E.C.: “Fluidity and Plasticity,” McGraw-Hill Book Company, Inc., New 

York, 1922 . 



12 


REFRACTORIES 


Sbarle, A.B.: 'The Chemistry and Physics of Clays and Other Ceramic Materials,” 
D. Van Nostrand Company, Inc., New York, 1924. 

Mellor, J.W.: ''A Comprehensive Treatise on Inorganic and Theoretical Chemistry,” 
Vol. 6, ‘^Silicates,” Longmans, Green & Co., Inc., New York, 1926. 

Washburn, E.W.: ”International Critical Tables,” McGraw-Hill Book Company, 
Inc., New York, 1927. 

SosMAN, R.B.: ”The Properties of Silica,” Reinhold Publishing Corporathm, New 
York, 1927. 

Braoo, W.R. : “The Crystalline State,” George Bell Sons, Ltd., London, 1933. 
Hauser, E.A.: “Colloidal Phenomena,” McGraw-Hill Book Company, Inc., New 
York, 1939. 

P]VANS, R.C.: “An Introduction to Oystal Chemistry,” Cambridge University Press, 
London, 1939. 

Eitel, W. : “Physikalische Chemie der Silikate,” Voss, Leipzig, 1941. 

Pauling, L. : “The Nature of the Chemical Bond,” Cornell University J’ress, Ithaca, 
New York, 1944. 

Books concerned with the measurement of high temperature are noted 
below. 

Burgess, G.K., and H. Le Chatelier: “The Measurement of High Temperatures,” 
John Wiley <fe Sons, Inc., New York, 1912. 

Griffiths, Ezra: “Methods of Measuring Temperatures,” J. B. Lippineott Company, 
Philadelphia, 1926. 

Wood, W.P., and J.M. Cork: “Heat Measurements,” McGraw-Hill Book Company, 
Inc., New York, 1927. 

Fishenden, M., and O.A. Saunders: “The Calculation of Heat Transmission,” His 
Majesty’s Stationery Office, London, 1932. 

Anon.: “Temperature: Its Measurement and Control in Science and Industry,” Rein¬ 
hold Publishing Corporation, New York, 1940. 

Sosman, R.B.: “Pyrometry of Solids and Surfaces,” American Society for Metals, 
Cleveland, 1940. 

The best available work on the history of refractories in the United 
States is 

Rier, H., and H. Leighton; “The History of the Clay Working Industry in the United 
States,” John Wiley & Sons, Inc., New York, 1909. 

There are a number of books dealing with the optical study of crystals, 
a few of which are noted below: 

Larsen, E.S.: “Microscopic Determination of the Non-opaque Minerals,” Govern¬ 
ment Printing Office, Washington, D.C., 1921. 

Winchell, N.H., and A.N. Winchell: “Elements of Optical Mineralogy,” VoLs. I, 
II, III, John Wiley & Sons, Inc., New York, 1927. 

Winchell, A.N.: “Optic and Microscopic Characters of Artificial Minerals,” University 
of Wisconsin, Studies in Science, Vol. 4, 1927. 

2. Periodicals and Other Publications. A great many publications 
contain information on refractories, but only a few of them are devoted 
exclusively to refractories. The majority have only occasional articles 
dealing with this subject. From a scientific and technical point of view 
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the Journal of the American Ceramic Society and the Transactions of the 
British Ceramic Society are of the greatest importance. The periodicals in 
the following list have important or frequent articles on refractories: 

American Ceramic Society, Journalj Bulletin, Abstracts, Columbus, Ohio. 

American Refractories Institute, Technical Bulletin, Pittsburgh, Pennsylvania. 
American Society for Testing MaU^rials, Proceedings, Philadelphia, Pennsylvania. 
Berichie der deutschen keramischen Gesellschafi, Berlin-Halensee, Germany. 

Brick & Clay Record, Chicago, Illinois. 

British Ceramic So(‘iety, Transactions, Stoke-on-Trent, England. 

British Clayworker, London, I^mgland. 

Ceramic Age, The Ceramic l^iblishing Co., Newark, New Jersey. 

Ceramic Industry, Chicago, Illinois. 

Cerarnique, Paris (10*0, France. 

Glastechnische Berichie, Deutschen glastechuischen Ges(?llschaft, Frankfurt am Main, 
Germany. 

Iron and Steel Institute, Publications, Grosvenor Gardens, London. 

National B\ireau of Standards, Circulars, Scientific Papers, Technical Nems Bulletins, 
Technical Papers, Journal of Research, Washington, D.C. 

Ogne u pory, Russia. 

Ohio Ceramic Industries Association, Bulletins, Ohio State Univ<Tsity, Columbus, Ohio. 
Ohio State University Engineering Experiment Station, Bulletins, Ohio State University, 
Columbus, Ohio. 

Refractories Journal, Sheffield, h^ngland. 
i<prechsaal, Muller und Schmidt, (.'oburg, Germany. 

U.S. Bureau of Mines, Bulletins, Circulars, Mineral Resources, Reports of 1 ftvestigaiio7is, 
Technical Papers, Washington, D.C. 

University of Illinois EngineiTing Experiment Station, Bulletins, UnivtTsity of Illinois, 
Urbana, Illinois. 

3. Bibliographies, There are a number of excellent bibliographies 
covering the complete ceramic field as well as limited portions of it pertain¬ 
ing directly to refractories. The following bibliographies cover the com¬ 
plete field of ceramics quite thoroughly up to the time of their publication. 
M. L. Solon gives us critical abstracts of most of the books and also an 
excellent classification. However, he writes mainly from the point of view 
of the artist, and the number of references of value on modern refractories is 
limited. 

Brannek, J.(\: “A Bibliography of (Jays and the Ceramic Arts,” Aim^rican Ceramic 
Soci(‘ty, Columbus, Ohio, 1906. Covers whole ceramic field up to 1906. 

Solon, M.L.: ‘‘A Bibliography on Ceramic Literature,” Charles Griffin & Co., Ltd., 
London, 1910. Critical abstracts are given of most of the books. Well classified. 

In the following list are included a number of up-to-date bibliographies 
dealing with special refractory divisions, which will be found of more direct 
value than the preceding list. 

Mardej^, J.W., and M.N. Rich: Bibliography on Zirconium and Its Compounds, 
U.S. Bur. Mines, Bull. 186, 1921. . 
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McDowell, J.S., and H.S. Robertson: Bibliography of Chrome Refractories, J, 
Am. Ceram. Soc., 5, 865, 1922. Covers the field up to 1922. 

Anon.: ‘^Bibliography of Magnesite Refractories,^^ American Ceramic Society, 1924. 
Covers this field up to 1922. 

Anon.: “Bibliography of Silica Refractories,^^ American Ceramic Society, 1924. 
Covers this field up to 1922. 

Anon.: Literature on Refractories for the Glass Industry, Glass Ind., 7, (11), 275-276, 
1926. 

Norton, F.H.: Bibliography on Thermal Conductivity of Refractories, J. Am. Ceram. 
Soc., 10, 30, 1927. Up to 1927. 

Anon.: Bibliography of Literature on Refractories, J. Am. Ceram. Soc., 10, 2, 1927. 
Ferguson, R.F. : Review of the Literature on Laboratory Slag Tests for Refractories, 
J. Am. Ceram., Soc., 11, 90-99, 1928. 

Cohn, W.M.: Bibliograi)hy of Heat Effects on (^Tamic Materials, J. Am. Ceram. 

Soc., 11, 296, 1928. From 1919 to part of 1928. 

Litinsky, L.: Bibliography on Refractory MaUanals for Iron and Steel Works, Feuerfesi. 
4, (2), 30-32, 1928. 

McVay, T.N.: Bibliography of Ceramic Microscopy, Bidl . Am. Ceram. Soc.y 16, 33, 
1937. 

Anon.: “Refractories Bibliography,” 1928 to 1947 inclusive,” American Iron and 
Steel Institute and American Ceramic Society, 1950. 

4. Abstracts. The most complete abstracts of the literature on refrac¬ 
tories are found in the Journal of the American Ceramic Society and the 
Transactions of the British Ceramic Society. In Science Abstracts and 
Chemical Abstracts will be found quite a few references to the more scientific 
and technical phases of this subject. 

Throughout this book at the end of each chapter have been placed the 
more important references and publications dealing with the subject of that 
particular chapter. The selection of these references was somewhat diffi¬ 
cult because of the tremendous mass of available material. However, the 
choice was guided by the amount of original data included in the reference 
and its accessibility in the average library. Also the more recent articles 
were considered in place of the early orfes except where an early article was 
a particularly valuable or an original contribution to the subject. 



CHAPTER III 

HISTORY OF REFRACTORY DEVELOPMENT IN THE 
UNITED STATES 

The early history of refractories in the United States is shrouded in 
considerable obscurity. A number of references are given here that throw 
new light on the subject, but a tremendous field still remains to be explored. 
A few months spent in examining old publications and records of Boston, 
Baltimore, Philadelphia, and parts of New Jersey would certainly yield 
valuable information. A little archaeological study around the sites of old 
furnaces, kilns, and plants would surely produce specimens of the old 
refractories used. 



Fiq. 2. All old iron furnace standing in Bennington, Vermont. 


1. Furnace Stone. Undoubtedly the earliest type of refractory used 
in this country was mica schist or siliceous rock. All the early iron furnaces 
or forges were constructed mainly of this material. Thus we must study 
the early history of the iron industry. Fortunately this is quite well known, 
for an iron furnace was much more likely to be a subject of comment than a 
brickyard. The first furnaces were built in Virginia, but it is quite cert,ain 
that they were never completed. The first successful furnace was built in 
1645 at Saugus, Massachusetts, and the next year another was operated at 
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Braintree. They were probably made from loeal stone, although there are 
no very satisfactory deposits in this region. The building of furnaces and 
forges spread rapidly in the next hundred years, and considerable stone 
must have been quarried. Samuel Robinsonin 1825 states that furnace 
stone was quarried near Providence, Rhode Island, for forty or fifty years 
and carried long distances in wagons for use in furnace hearths. There 
were probably other famous quarries at this time. 

Stone was used for the building of furnaces and forges late into the nine¬ 
teenth century because of the greater cost of firebrick. Even now, stone is 
used for lining Bessemer converters. A number of the old stone or stone 
and brick furnaces are still standing in various parts of the country. Two 
interesting ones stand on Furnace Brook in Bemnington, Vermont, one of 
which is shown in Fig. 2. 

Records^^^^ show that sandstone was used for the walls of kilns burning 
refractories. Probably many of the early glass furnaces were built of stone. 
In fact Robert Hewes of the Temple Glass Company, Temple, New Hamp¬ 
shire, states in a letter dated 1781: 'T shall have to send sixty miles for 
stones to build my melting furnace, which will take eught teams.^^ It is 
believed that these stones came from Uxbridge, Massachusetts, whi(;h is 
about sixty miles from Temple. Samples from the old furnaces confirm 
this. 

2. Glass Pots and Crucibles. Probably the first clay refractories used 
in this country were glass pots. J. B. Feh/^^ in his ^^Annals of Salem^^ in 
1827 mentions a glass factory in Salem, Massachusetts, in 1638 and again 
as producing in 1641. The only other information I have been able to 
obtain is the names of John and Ananias Conklin as glass blowers. All else 
seems to be lost in the obscurity of time. We may be sure, however, that 
glass pots were used. They were probably made from English or German 
clays as were all the early glass refractories. 

A century later, the Wister glassworks were started in New Jersey. 
Gross Almerode or Klingenberg clay was used for the pots at first, but later 
New Jersey or Maryland clays were probably used to some extent. J. C. 
Booth^^^ in 1841 states that a white, highly plastic clay was wrought only 
in one place, on the Delaware shore below New Castle, and exported for 
crucibles and glass pots. The clay had been wrought for manufacturing 
purposes for some forty years. Porcelain crucibles were made of kaolin 
from New Milford, Connecticut, by a goldsmith in about 1807. 

A number of other early glass plants were operated in this country, 
mainly by Germans. We have the Germantown factory (Braintree, Mas- 

* Numbers thus set in parentheses refer to the bibliographies appearing at the end 
of each chapter. 
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sachusetts) and the factory of Baron Steigel in 1763, as well as a number of 
others. German pot clays were probably extensively used as they are even 
now. In fact, J. F. Amelung, who started a glassworks at Frederick, 
Maryland, in 1784, brought over pot makers and built a pot works in con¬ 
junction with his plant. 

A note in the Gaffield Collection at the Massachusetts Institute of 
Technology library states that the Boston Crown Glass Company, which 
for a number of years had been using imported clays for pots, attempted 
between 1810 and 1812 to replace them with domestic (probably New 
Jersey) clays. The attempt was not successful. 

A recipe book of the Boston Glass Mfg. Co. in the Boston Athenaeum 
Library has an item dated 1791 stating that 200 lumps of clay were received 
from Amsterdam, undoubtedly for making pots. Another item lists fuel 
for keeping the glass pots (green) from freezing. 

The manufacture of glass pots as an industry separate from the glass 
plants was started in 1860 by Thomas Coffin in Pittsburgh/^^^ In 1879, the 
Pittsburgh Clay Pot Company was organized, and after this many other 
con(;erns started in Pennsylvania and Ohio. 

3. Lime. Lime, often made from sh(‘lls galhc^nnl on the shore, was 
used in forge walls from very early times. There are references to a number 
of early lime kilns. 

4. Fireclay Bricks. We are still in doubt as to the location of t he first 
American firebrick manufacturer. It may have been New Jersey, Boston, 
or Baltimore. 

New England. Owing to the early development of iron and glass manu¬ 
facture here, it is to be expected that firebrick would be needed at an early 
date. Stourbridge firebricks (English) are known to have been imported 
to some extent, but bricks were also made from New Jersey clay. The 
recipe book of the Boston Glass Mfg. Co. states that in 1790, two helpers 
were paid to make furnace tile and, in 1791, two men were paid for burning 
brick for the glass furnace. In 1793, an item lists the payment of expenses 
for a man to go to New York to procure clay from South Amboy. This is 
undoubtedly the earliest direct reference to the manufacture of firebrick 
from native clay. According to Professor Rogers,Mr. G. W. Price of 
New Brunswick, New Jersey, stated that his father carried a vessel load of 
fireclay from Woodbridge to Boston in 1816 for use in making firebricks. 
It was thought to be the first shipment for this use. An advertisement in 
the Boston Commercial Gazette of July 6, 1818, by the New England Glass 
Company, read, ^‘Also—Fire Brick Clay, raw and prepared, constantly for 
sale."' This would seem to indicate that firebricks were then being made 
in Boston. In 1820, Jacob Felt of Boston bought 50 tons of clay of Jere- 
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miah Dully, and this was afterward sent regularly from Amboy. Fire¬ 
bricks were made in Boston at this time. 

The following advertisement appeared in the Boston Commercial Gazette 

of Mar. 5,1827. “_fire bricks made to all dimensions. For sale by 

Deming Jarves, No. 88 Water St.'^ (New England Glass Bottle Works.) 
This probably explains where at least part of the New Jersey clay was used. 

In 1835, a patent was taken out by Joseph Putnam of Salem for fire¬ 
bricks and stove linings. We do not know whether or not he manufactured, 
but it is doubtful if he would have applied for a patent for this type of arti¬ 
cle without having previously made it. As early as 1829, L. Hine used the 
kaolin of New Milford, Connecticut, for firebricks and furnace linings. 
He evidently had a considerable business, as $6,000 per year is mentioned as 
the value of his product and six workmen were employed. The bricks sold 
for two-thirds the price of the Stourbridge firebricks and were considered 
nearly as good. 

In 1839, Hiram Harwood of Bennington, Vermont, records in his 
diary, “Visited works of Judge L. Norton—large low buildings in for¬ 
wardness for drying newly invented fire bricks—erected N. old works. 
This business apparently prospered in the next few years and was carried 
on by Norton and Fenton. It is quite possible that the manufacture of 
these bricks was started from information obtained from the New Milford 
enterprise. We are fortunate in having an accurate account of the manu¬ 
facture of these early bricks by Norton and Fenton. C. B. Adams, state 
geologist of Vermont, in his first Annual Report (1845), page 52, states: 

For firebrick, the kaolin is made into paste with water, from which bricks are 
formed and burnt. These bricks, retaining the whiteness of the kaolin, and 
becoming very hard, are called “clay bricks.” They are next broken up by a 
mill and sifted, so as to be of the coarseness of fine gravel. This is mixed with 
unburnt kaolin and arenaceous quartz, pressed in moulds of the required form 
and size, and burnt in the same manner as before. These firebricks are very 
white and hard, and when fractured shew their composition of broken claybrick 
and kaolin. 

C. W. Fenton, in a letter to Mr. Adams at this time, gives more 
particulars: 

The character of our fire-bricks is also well known. They are a composition 
of materials which we find here, consisting of arenaceous quartz and kaolin. 
Being very pure, they make a good fire-brick, which will stand longer in a strong 
heat than any other brick known. They are used for blast furnace hearth, and 
in many places, where no other fire-bricks will endure. 

The value of pottery and firebrick produced then was stated as $20,000 
per year. 
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In 1841 (Feb. 27), the following advertisement appeared in the State 
Banner of Bennington, Vermont: 

Bennington 
Stoneware Factory 
Julius Norton 

Manufactures and keeps constantly for sale 


Also Patent Fire Brick 
(the best in the world) at $50 per thousand 

These kaolin bricks were made in Bennington as late as 1855 or 1856 
and had a very general sale as a good firebrick. But owing to the lack of 
coal and the need of twice burning the highly shrinkable kaolin, they could 
not long compete in cost with bricks of New Jersey and Pennsylvania. 

It is also stated that firebrick of kaolin, New Jersey fireclay, crushed 
brick, and sandstone from Willsboro, New York, were made at Monkton, 
Vermont, in 1846. These bricks were undoubtedly used in the many char¬ 
coal iron furnaces operating in this region, although a large part of the 
lining was quartzite or mica schist. A reddish firebrick taken from an old 
furnace standing on Furnace Brook in Bennington, Vermont, fulfills this 
description quite well. I was also fortunate in finding at the site of the 
United States Pottery in Bennington a white brick made of coarse calcined 
grog bonded with kaolin. This brick is marked: 

Firo Bri(*k C o's. 

No. ] 

Bennington, Vt. 

Considerable space is given to these early kaolin bricks, because we have 
a fairly complete account of their manufacture and because they are the 
first to utilize successfully the pure and refractory but high-shrinking kaolin 
by the method of double burning. For their time, they were really remark¬ 
able bricks and have scarcely been mentioned in histories of refractories. 

Firebricks and retorts were probably being made in Boston regularly 
before 1850. In 1864, the Boston Fire Brick and Clay Retort Manufactur¬ 
ing Company was making bricks and retorts on the site of the present South 
Station. New Jersey fireclay was brought to their own dock. For some 
years at about this time, the Morion Fire Brick Plant on K Street at South 
Boston was in operation. Apparently no firebrick has been made in Boston 
since 1895. 

From the beginning of the nineteenth century, a number of stoneware 
potteries were operating in New England. In every case, firebrick must 
have been used in their kilns. It is reasonable to suppose that the bricks 
were made from stoneware clay, all of which at that time came from New 
Jersey. 
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The manufacture of stove linings and firebricks has been carried on at 
Taunton, Massachusetts, for many years. Now Pennsylvania clays are 
mainly used. 

New Jersey. A stoneware pottery was operated by Coxe at Burlington, 
New Jersey, in 1684. He probably used English firebrick for his kilns, but 
some local clay may have been used. 

Professor Rogers^®^ states that New Jersey clays were used for making 
firebricks soon after 1812. Wc need not necessarily assume, as many have, 
that the bricks were made in New Jersey. The clay may have been taken 
to Boston or Baltimore. In 1825, a firebrick plant (Salamanda Works) 
was started at Woodbridge, New Jersey. In 1836, John R. Watson estab¬ 
lished a factory for making firebricks at Perth Amboy. From 1845 to 1865, 
a number of plants were started in the Woodbridge district, and most of 
them are still operating. Sayer and Fisher, Henry Maurer & Son, and 
Valentine & Bro. are well-known firebrick manufacturers at the present day. 

Delaware and Marykind. In a reporton the state of Maryland, pub¬ 
lished in 1834, occurs a most significant statement: 

Fire brick so far exclusiveh^ made in the United States at Baltimore, has been 
pronounced by competent judges after repeated trials, to be fully equal, if not 
superior to the far-famed Stourbridge brick of the same nature. 

Later it stated that these bricks were used in iron furnaces to replace 
silica stone. 

We may judge from this statement that a high-grade firebrick of the 
“same nature^’ as the well-known Stourbridge firebrick was an established 
industry in Baltimore at this time. The reference to repeated trials would 
indicate its use for a considerable number of years previous. The state¬ 
ment that firebricks were made only in Baltimore at this time is perhaps 
founded on lack of knowledge of the industry in New Jersey and Boston but 
more probably refers to a time some years prior to this date when the Balti¬ 
more industry was started. Further investigation is greatly needed on 
this point. 

As previously mentioned, considerable white refractory clay was 
mined in Delaware mainly for crucible and glass pots, but some may well 
have served for bricks. 

In 1837, the famous Mt. Savage fireclay was discovered, and the Union 
Mining Company soon began operations here. 

Florida. Ries^^^^ states that records show a shipment of firebrick from 
Florida to New Orleans in 1827. No more is known of it. 

Ohio. According to Stout, firebricks were first made in Ohio during 
1841 by Andrew Russell near East Liverpool. They were produced there 
continuously until about 1900 by Russell and later by N. U. Walker. The 
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clay mined behind the plant was plastic and of medium refractoriness. In 
1852, G. and M. Meyers started a firebrick plant near Toronto. A plastic, 
lower Kittanning clay was used. 

The manufacture of firebricks from flint clay was begun during 1863 in 
Scioto County by Reese Thomas. This brick was a high-grade product, 
made in updraft kilns with sandstone walls. 

During 1866, the Diamond Fire Brick Company was opened in Akron 
by J. P. Alexander. At about the same time, a three-kiln plant was built 
at Dover. The Federal C^lay Products Company and a number of other 
plants started about 1872 in this district. J. R. Thomas founded the Niles 
Fire Brick Ck)mpany at Niles in 1872. 

The Oak Hill Fire Brick Company and Aetna Fire Brick Company 
started in the Oak Hill district about 1873. Other plants were opened here 
later. 

Pennsylvania. It has generally been believed that the first firebricks 
were made in Pennsylvania about 1836 at Queens Run. However, the 
following advertising card^^^^ would indicate that they were made in Phila¬ 
delphia before 1832. 

Anu‘ri(*an China Manufartury 
S. W. ('oriH'r of Sclniylkill Sixth CUiest mit Sts., 
or at the Depository 

Where is constantly k(‘[)t o?i hand,. 


also offered for sale 
Fire-brick k Tile 

Of a superior quality, manufactured in part from the materials of which china is com¬ 
posed.—These have been proved, by competent judges, to be equal to the best Stour¬ 
bridge* brick. 

Eight years later the following advertisementappeared. 

Abraham Aliller 
has removed his manufactory 
From Zane Stre(*t to James, near Broad Street, 

Spring Garden 

where his works are now in full operation, conducted by his late Foreman, Mr. J. C. 
Boulter. 


A large Assortment of Portable Furnaces, Stove Cylinders, Fire Bricks and Slabs, 


Philad^a December 22d 1840. 

In 1842, James Glover started the manufacture of refractories at Boli¬ 
var. The clay is of good quality, and refractories are still made there. In 
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1845, Kier Brothers started to manufacture at Salina. In 1859, Soisson 
and Company began manufacturing at Connellsville; and in 1865, the Star 
Fire Brick Works were built at Pittsburgh. 

After this, so many firebrick plants were opened in the state that it 
assumed the leading position in the manufacture of refractories. The fac¬ 
tors contributing to this great development were the excellent deposits of 
clay, especially flint clay; the abundance of coal; and the ease of 
distribution. 

Missouri, In the year 1846, the excellent clay deposits of the St. Louis 
district were opened up. In 1855, the Christy Fire Clay Company was 
started; and in 1855, both the Evans and Howard and the Laclede Fire 
Brick Company followed. The St. Louis district was one of the largest 
producing centers at this time. 

Kentucky. This district was not opened up until about 1871, when 
fireclay from Lewis County was sent to Cincinnati. In 1884, the clays at 
Amanda Furnace and Bellport Furnac^e were worked. Two years later the 
Ashland Fire Brick Company was started at Ashland. 

West Virginia. Firebricks were not produced in this state until 1876, 
when the clays of Marion County were worked. 

Colorado. The first firebricks made in this state were manufactured at 
Golden during 1866. Later clay deposits were opened up at Pueblo and 
Canon City and now have a good reputation in the West. 

The West Coast. Refractory manufacture was rather late in developing 
here, but recently many excellent refractories are being made in both Cali¬ 
fornia and Washington. 

6. Silica Refractories. Probably the first silica bricks made in the 
United States were manufactured by J. P. Alexander of Akron, Ohio, about 
1866, but a patent was granted to Thomas Jamesin 1858 for a lime- 
bonded silica brick, and he may have manufactured before Alexander. Of 
course, in England lime-bonded silica brick was made even before this.^^^^ 
J. R. Thomas made silica brick for the steel industry at Niles, Ohio, about 
1872. He used quartz pebbles and a Sharon conglomerate and called the 
bricks “Dinas Silica,” as they were similar to the European brick of that 
name. A. Hall of Perth Amboy made some silica bricks in 1875, but appar¬ 
ently there was no great demand for them. The modern silica brick of 
lime-bonded ganister is a more recent development. In the year 1899, the 
first silica-brick plant was started at Mt. Union, which later became a great 
center. Silica bricks were made later in the Chicago district. 

6. Chrome Refractories. Chromite, mainly in the form of bricks, 
began to be used by the steel manufacturers about 1896, chiefly as a neutral 
zone between the acid and basic courses. Only a few firms have been man¬ 
ufacturing chrome bricks. 
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7. Magnesite Refractories. Magnesite as a steel-furnace lining was 
suggested in Europe as early as 1860 but did not come into regular use until 
1880, when it was found that the Austrian material could be fritted down 
into a good bottom. Styrian magnesite was imported into this country in 
1885 and was used by the Otis Steel Company in the first open-hearth steel 
plant in the United States. However, it was not a commercial success. In 
1888, magnesite was used successfully by Carnegie, Phipps & Co. at 
Homestead. From this time, the use of magnesite increased rapidly 
because the general advantages of the basic process over the acid process 
became evident to all. 

In the year 1898, 16,000 tons of Austrian dead-burned grain were 
imported. Bricks were at first imported, but later they were made in this 
country by a few companies. 

8. High-alumina Refractories. The first bauxite discovered in the 
United States was found near Rome, Georgia, during 1888.^^^^ The Arkan¬ 
sas bauxite deposits were discovered in 1891. The production from the 
latter source increased rapidly until now it supplies a considerable part of 
the domestic demand. Coastal bauxite of Georgia was discovered and 
described in 1909. A number of small deposits are now being worked. 

Missouri diaspore was recognized in 1917 as a source of material for 
super refractories. This discovery has made Missouri one of the most 
important producing states. 

The imf)ortation of gibbsite from Dutch Guiana in the last few years 
has supplied a very high-grade material to the manufacturers of refractories. 

The deposits of sedimentary kaolin on the southern coastal plain have 
been known from the time of the first settlers. The remarkable beds form 
probably the largest supply of uniform and pure high-grade clay in the 
world. The suitability of kaolin for refractories was known as early as 1837 
in Bennington, but the southern kaolin is of a purer grade and possesses a 
high vitrifying point and a very large shrinkage. These properties for 
many years have prevented its use in a refractory. During the last 
twenty-five years, however, it has been possible to manufacture a success¬ 
ful refractory out of this pure kaolin. 
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CHAPTER IV 

REFRACTORY RAW MATERIALS 

1. Clays. Definitions. It seems impossible to give a definition for a 
clay that is inclusive and yet free from exceptions. Many of the charac¬ 
teristics generally associated with clays, such as plasticity, water of hydra¬ 
tion, and plate structure, are found in other materials. The best that can 
be done is to define a clay broadly as a hydrated earthy material, containing 
a considerable portion of alumina or silica and showing the property of* 
plasticity. 

More specifically the following definitions have been proposed by the 
Committee on Geological Surveys of the American Ceramic Society. 

Bduxitic Clay: A clay consisting of a mixture of bauxitic minerals, such as 
gibbsite and diaspore, with clay minerals, the former constituting not over 50 
l)er cent of the total. (The opposite of this would be an argillaceous bauxite.) 

Burley Clay: A clay containing V)urls, oolites, or nodules, which may be high 
in alumina or iron oxide. As used in Missouri, it refers to a diaspore-bearing clay 
usually averaging 45 to 65 per cent AI 2 O 3 . 

Diaspore Clay: A clay usually containing over 60 per cent alumina with the 
mineral diaspore often in shotlike particles, or ^‘oolites.” There may be some 
gibbsite or (4iachite present. 

Fireclay: A clay either of sedimentary or residual character that has a P.C.E. 
of not less than cone 19, It may vary in its plasticity or other physical properties; 
and while it often fires to a buff color, it does not necessarily do so. It is recom¬ 
mended that clays with a P.C.E. from 19 to 26, inclusive, be called ‘dow heat- 
duty fireclays” and that fireclays with a P.C.E. of cone 27 or higher be designated 
''refractory.” 

The terms "Nos. 1 , 2, and 3 fireclay” as sometimes used do not always refer 
to the same degree of fusibility. 

While some fireclays are found underlying coal beds, many show no association 
with coal; in fact, some clays underlying coal beds do not conform to the descrip¬ 
tion given. 

Flint Clay: A clay, usually refractory and hard, with a dense structure and 
conchoidal fracture. It is difficult to slake and has little plasticity under usual 
working conditions. 

Kaolin: A white-firing clay which, in its beneficiated condition, is made up 
chiefly of minerals of the kaolinite type. Two types of kaolin may be recognized 
as follows: 

1 . Residual kaolin: A kaolin found in the place where it is formed by rock 

weathering. 
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2. Sedimentary kaolin: A kaolin that has been transported from its place of 
origin. Sedimentary kaolins show more pronounced colloidal properties than 
residual kaolins. 

The distinction between kaolin and fireclay is not particularly clear, as 
both contain almost wholly the mineral kaolinite. In this book, kaolin 
will be used for white-burning clays, and fireclay for buff-burning clays. 
Also, bauxite and bauxitic clays will be reserved for those whose gibbsite 
content predominates over the diaspore content. 



3. An electron microscope photograph of kaolinite crystals, the larger ones being just 
over a micron in diameter. {Cauriesy of the Georgia Kaolin Company.) 


The Nature of Clay. During the last twenty years, tremendous 
progress has been made in painting a true picture of the nature of clay. At 
present, although parts of the picture arc indistinct, the framework is 
there and many details are clear. It is now certain that the clay—even to 
its finest particles—is composed of fragments of definite minerals. Because 
of the minute size of these crystals, their identification and description are 
particularly difficult. Great credit is due to mineralogists such as Ross, 
Kerr, Grim, Hendricks, and Gruner in this country; Marshall in England; 
and Endell and Nagelschmidt in Germany. Although additional clay 
minerals will undoubtedly be identified in the future, the classification 
given in Table 6 seems to be the most logical arrangement at present. It 
is known that these minerals occur in the clay over a wide range of sizes 
between 100 and 0.01 g, but a large majority of the clay particles range 
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between 0.2 and 10 No general evidence indicates that the finer fraction 
or colloidal portion (below 0.5 ju) is any different, except in size, from the 
coarser particles. The particles in a clay are mainly platy, although we 
cannot, at present, measure the actual shape of the extremely small 
particles. Fig. 3, showing submicroscopic kaolinite crystals, gives an idea 
of the particles in a sedimentary kaolin. 

The clay particles have attached to their surfaces various adsorbed ions, 
such as Ca, Na or SO3, that markedly affect their physical properties. 
With the clay minerals is often associated organic matter such as lignite 
and humus, which may act as protective colloids and influence the physical 
properties of the clay. Most clays also contain impurities, often of large 
grain size, such as quartz, mica, feldspar, and other nonplastic minerals. 
Also the (^lay minerals themselves can have iron and other metallic atoms 
in the crystal lattice. 

The Origin of Clay. Clay is always an altered product derived by 
weathering or hydrothermal action from rocks rich in feldspar. There is 
still no agreement among geologists as to the exact mecdiaiiism of clay 
formation or why various clay minerals are apparently obtained from the 
same parent rock. In most cases, the action is principally one of removal 
of the alkalies and deciease of the silica, the former being removed as 
soluble salts and the latter as colloidal silica. When silica removal is 
(carried to the end point, as a result of the high j>ermeability of the mass to 
the percolation of ground water, gibbsite or diaspore is the result. We are 
not sure whether a step-by-step process occurs or the reaction goes directly 
from the feldspar to an end point. 

Clay minerals have been produced in the laboratoryunder certain 
conditions of temperature and acidity from feldspars, the reaction taking 
place most rapidly at about 300®C. It would have seemed curious a few 
years ago that under identical reaction conditions, the end product of 
potash feldspar, for example, is sericite whereas from calcium feldspar, 
montmorillonite is produced; the cation in the original rock, the original 
atomic arrangement, or both together seem to have some control over the 
type of end product. Geologists now are beginning to believe that in all 
metamorphic changes, there is some relation between the atomic structure 
of the original material and its product. 

Clays found in the same location as the parent rock from which they 
were formed are called '‘residual clays.Such clays usually contain rock 
fragments and thus require washing, for which reason they are not used to 
any great extent in refractories. The primary kaolins of North Carolina 
are a good example of a residual clay. 

Transported clays are sediments deposited in lakes, swamps, or the 
ocean. They may be considerably altered during and after transporta¬ 
tion. The sedimentary kaolins of Georgia and most fireclays are examples,, 
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The classification of clays according to origin in Table 5, as suggested 
by Stout, will be helpful in understanding the process of clay formation. 

The excellent chart by Chelikowsky^^®^ gives a picture of geologic dis¬ 
tribution of fireclays in the United States, and the maps by Ries^'*^^ are 
complete and up to date. 


Table 5. Classification of Clays as to Origin* 


/Residual 

matter 


No 
movement 
during 
formation 


/Products of 
ordinary 
weathering 


I Same as 
above with 
additional 
chemical 
action 


^From 
crystalline 
rocks 

I !• rom / Impure residual clay 

sedimentary Ii- x* i 
, (Kaolinitic clay 

rocks 

^From 

crystalline Bauxite 
rocks 

I From / Bauxite 


j Impure residual clay 
(Primary kaolin 


sedimentary 
rocks 


f DiaspKjre 


[Deposited in still 
water, little or no 
current action, seas, 
lakes, bogs, etc. 


Products of 
ordinary 
weathering 
Same as above 
with additional 
intensive chem¬ 
ical action 

Products of 
grinding with 
some weather¬ 
ing 

Products of 

abrasion with 

slight 

weathering 

Products of 

abrasion with ^ 

, Loess 

slight 

weathering 

• Lecture on Clays by W. Stout, at Massachusetts Institute of Technology, 1037. 


^ Transported 
matter 


(Deposited by slowly 
moving waters, 
streams, estuaries, 
etc. 

[ Deposited by glacial 
action 


'Deposited by winds 


) Argillaceous shale 
Argillaceous silt 
Sedimentary kaolin 
Ball clay 
Some bauxite 
Coal-formation clay 
Diaspore 

5 Siliceous shale 
Siliceous silt 


Glacial clay or till 


Clay Minerals. The clay minerals may be divided into definite types; 
but since various degrees of isomorphism can occur, there is a variability 
in composition that makes classification and identification difficult. The 
grouping indicated in Table 6 gives a reasonable picture of their rela¬ 
tionship based on our present knowledge. The atomic arrangement 
shown in Fig. 4 is a probable one, but only in the case of dickite is it uni- 
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Fig. 4. Structural data of the clay minerals. First column is schematic drawings (not to 
scale) of the atoms in a unit cell projected into one plane. Second column gives number and 
type of atoms in each lattice plane and third column gives the corresponding valence charges. 
Where (-f) and ( -) charges are egiial, lattice is neutral; where unequal, the charge is equal 
to the algebraic difference. {From E. A, Hauler^ J . Am, Ceram, Soc,) 
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* These minerals are not usually considered among the clay minerals but when finely ground, behave like claj^s in ceramic processes. 
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versally accepted. In refractory clays, clay minerals are seldom found 
other than kaolinite, diaspore, and gibbsite. 

The identification of the clay minerals, in many cases, is difficult 
because of their small size and indefinite composition. Petrographic 
methods can be use*d for the coarser grains. X rays may be used to identif}'^ 
the finer fractions with a considerable degree of certainty, especially if 
specimens are prepared with a preferred orientation of the crystals. 
Another useful method is thermal analysis, which can be made to give 
quantitative valuers, in some (;ases when the mineral is present in amounts 
as low as 1 per (!ent by weight of the total. 

If the clay mineral is placed in a furnace beside a neutral body, such as 
alumina, and heated at a uniform rate per min), a temperature dif¬ 

ference between the two that can be detected by a differential thermo¬ 
couple will occur at different stages of the heating. The temperatures at 
whi(*.h these differences occur are characteristic of the various clay minerals 
and serve as a means of identification even when they are mixed with 
others. A convenient apparatus is shown in Fig. 5 for this purpose. 
Figure 6 gives the differential temperatures for kaolinite, gibbsite, and 
diaspore plotted against the true temperature. The large endothermic 
peaks are caused by the eneigy recpiired to expel the chemically combined 
water (the OH groups). The area under th(^s(' peaks can be used as a 
quantitative measure of the amount of that particailai* clay mineral. The 
areas for a 0.4-g sample are as follows: 


Mineral Area, "'C X Sec'onds 

Kaolinite.11,700 

Diaspore.11,150 

Gibbsite.21,800 


As an example, consider the thermal curve for a Dutch Guiana clay in 
Fig. 6. It will be noted that the peaks corresponding to kaolinite and 
diaspore, which are of small magnitude, occur at the temperatures of the 
initial parts of their respective reactions and not at the maxima. The 
area of kaolinite reaction is 700, for the diaspore 700, and for the gibbsite 
19,200. This represents 6 per cent kaolinite, 6 per cent diaspore, and 88 
per cent gibbsite. When these are converted to silica and alumina, 2.8 
and 64.6 per cent are obtained, respectively, as compared with 4.5 and 58.4 
per cent from a chemical analysis. If the 3.2 per cent Fe 203 in the chemical 
analysis is counted as AI2O3, the agreement is good. Recent work has 
indicated that in some cases where the minerals are fine and intimately 
mixed, quantitative analysis by this method is difficult. Howie and 
Lakin^^®^^ show that this method is also applicable to the analysis of limes, 
dolomites, and magnesites. Some recent work indicates that thermal 
analysis may also be used to identify the type of organic matter in a clay. 
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The Exchangeable Bases. Attached to the broken corners and perhaps 
faces of all clays are ions that are not really part of the crystal structure 
but are held in place by unsatisfied bonds in the unbalanced lattice and 
thus can be replaced by other ions. The finer the particle size of the clay 
the more area is present for the attachment of these cations and iha 
greater the so-called ‘'base-exchange capacity/^ which is expressed in 
milliequivalents per 100 g of dry clay. The ex(diange ions can be replaced 



^C/ay suspension 

Fig. 7. 'I'liree-compartmeiit dialysis cell. 


by H'*’ and OH“" on a clay by a number of methods, one being the treatment 
in a dialysis cell shown in Fig, 7. The clay slip, containing 5 per cent 
solids, is treated for about two weeks, the liquid in the end cells being 
replaced with distilled water at frequent intervals until a constant value 
of current is reached. FJven with this long treatment there is reason to 
believe that many adsorbed ions 'or groups cannot be entirely removed. 
To produce a really clean clay calls for a more elaborate procedure. The 
liquid from the end cell can be evaporated and analyzed for the elements 
extracted. The exchangeable metallic bases reported by Graham and 
Sullivan for several clays are shown below. 


Exchangeable metallic bases 


Qay 

Ca 

Mg 

Na 

K 

Total 

Cleorgia kaolin. 

0.4 

0.6 

0.1 

Trace 

1.1 

Pennsylvania flint clay. 

2.5 

1.8 

0.5 

0.4 

5.2 

Kentucky flint clay. 

3.4 

2.0 

0.9 

0.8 

7.1 

Kentucky ball clay. 

7.1 

3.8 

0.5 

0.4 

11.8 
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The total base-exchange capacity is believed in general to be as follows: 

Milliequiva- 
lents per 100 g 

Kaolin. 2-6 

Ball clay. 10-20 

Bentonite. 50-100 


After a hydrogen clay is produced by dialysis, ions in any amount up 
to the saturation point can replace the hydrogen and hydroxyl group to 
give a clay with controlled adsorbed ions. The type of ion present in the 
clay profoundly influences its physical properties, producing a variable that 
has not generally been taken into account in the past. Just one example 
will bring this out for a fine-grained kaolin. 


Milliequivalents of Na^ 
per 100 g of Clay 
0 (hydrogen clay) 

7.' . 

14 . 


Dry Strength Modulus 
of Rupture, lb psi 

. 430 

. 700 

.1,000 


The control of exchangeable bases is particularly important when using 
clays in casting slips. 

Organic Matter. Many clays contain appreciable amounts of organic 
matter, such as lignite or humic acid. Dark ball clays and less pure bog 
clays contain especially large amounts. Although little scientific work has 
been carried out to determine the influence of this matter on the properties 
of the clay, it is generally agreed that it does influence the plasticity, dry 
strength, and slip-forming properties, either because of an organic colloid 
or because of the organic acid. This is an important field for research; 
the ceramist, the organic chemist, and the soil chemist should cooperate 
more closely along these lines in the future. Nearly all organic matter can 
be removed by long digestion with 30 per cent hydrogen peroxide. The 
only paper treating this subject thoroughly is by Sharratt and Francis. 

The aging of clays, though little practiced in the refractories industry, 
is connected to some extent with bacterial action in the clay mass, which 
produces substances acting much like the organic acids. 

Accessory Minerals. All clays contain mineral fragments of a nonclay 
type that have an important influence on the properties of the clay. The 
minerals commonly found are as follows: 

Quart;Z 

Feldspars (orthoclase, plagioclase) 

Micas (muscovite and biotite) 

Iron minerals (hematite, magnetite, limonite, pyrite, siderite) 

Titanium minerals (rutile, anatase) 

Limestone (calcite, dolomite) 
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Magnesite 

Gypsum 

Garnet 

Tourmaline 

A few of these minerals, such as quartz, act as a refractory nonplastic, 
whereas the others act more or less as fluxes and reduce the refractoriness 
of the clay. 

Physical Properties. Only within the last few years has it been possible 
to measure the full range of particle sizes in clays with assurance. The 
size distributions for a few typical clays are shown in Fig. 8. It will be 



Fig. 8. Particle size distribution for various clays. 

noticed, first, that there are few particles below 0.1 m but a large portion 
are below 10 y. As the surface area increases enormously with even a 
slight increase in the proportions of fines, careful measurements are needed 
in this range. It will be noted that the plastic fireclays, though coarser 
than the kaolin in the larger size range, have more very fine particles, 
which accounts for their relatively greater plasticity. 

In order to study the influence of grain size on the physical properties, 
it is most convenient to split a clay up into a number of nearly monodis- 
perse fractions for which the mean size can be accurately determined. It 
will be found that most of the physical properties vary with the particle 
size, as shown by Whittaker<®7> in Table 7 for a clay containing wholly 
kaolinite. 

The plasticity, or workability, varies greatly among clays. In general, 
the finer grained clays, free from nonplastics, are most plastic. The plas¬ 
ticity of most clays can be increased by fine grinding, aging, adding organic 
matter, or mixing in another clay of fine-grain size, such as bentonite. 

Whereas some clays readily slake in water, others will remain under 
water indefinitely without breaking down. The flint clays and shales 
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Table 7. Variation of PhyvSical Properties with Particle Size 


Mean 

diameter, 

mieroiis 

Surface area 
per 100 g, 
sq cm 

Drying 
shrinkage, 
per cent 

Dry strength, 
psi 

Relative 

plasticity 

8.50 

13 X 10^ 

0.0 

4.6 

None 

2.20 

392 

0.0 

14.0 

None 

1.10 

794 

0.6 

1 64.0 

4,400 

0.55 

1,750 

7.8 

47.0 

6,300 

0.45 

2,710 

10.0 

130.0 

7,600 

0.28 

3,880 

23.0 

458.0 

8,200 

0.14 

7,100 

30.5 

296.0 

10,200 


consolidated by chemical action cannot be broken down without consider¬ 
able grinding, but a plastic fireclay will quickly diKsperse into its ultimate 
particles when added to water. Undoubtedly the adsorbed ions have an 
important influen(‘e on the slaking. For example, a hard and a soft kaolin 
of the same chemical composition, both containing wholly kaolinite, show, 
in the first case, ten times as much exchangeable calcium ions as in the 
latter. 

In general, the fine-grained plastic clays have a high shrinkage, because 
they have huge numbers per unit distance of interpartii^le water films, 
whose elimination causes the shrinkage. Montmorillonite, the mineral in 
bentonite, inca-eases in the distance between the atomic planes of a single 
crystal by water molecules entering the crystal structure. This is the 
reason for the great swelling power of some bentonites. 

The finer grained clays generally have high dry strengths, but other 
factors such as adsorbed ions and organic matter are important. As yet, 
we have little explanation of the forces holding the particles together in a 
dry clay. This is a field for interesting research. 

The color of clay is of no great importance in refractories manufacture, 
except as an indication of impurities. 

Kaolin ( 0 H) 4 Al 2 (Si 205 ). Pure kaolin has a fusion point of 1785®C 
(3245°F), although this may drop a few degrees if any impurities are 
present. The residual or true kaolin occurs in many localities in rather 
small deposits in the Southeastern United States. There are also a few 
deposits in Vermont and Massachusetts, and Wilson^^^^ describes some 
producing deposits in the Pacific Northwest. The most workable deposits 
are the sedimentary or plastic kaolins, which are rather widely distributed 
in this country in the Southeastern states, where the beds are of great 
extent, averaging from about 15 to 30 ft in thickness with about the same 
thickness of overburden. The kaolin is usually mined by stripping off the 
overburden and taking out the clay by hand or with a power shovel. There 
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are considerable deposits of kaolin in England, which are mined as English 
china clay. Excellent deposits also occur in Czechoslovakia and 
Germany. Typical analyses of some kaolins are given in Table 8, and 
deposits are shown in the maps of Figs. 9 and 10. 


Table 8. Analyses of Typical Kaolins 


Constituent 

Georgia 
kaolin, 
per ^ 
cent(‘"‘> 

English 
china clay 
(washed), 
per cent 

Vermont 

residual 

kaolin, 

per 

cent(22) 

North 
Carolina 
kaolin 
(washed), 
per cent 

Silica, Si 02 . 

45.8 

48.3 

58.0 

46.8 

Alumina, Al-^Os. 

38.5 

37.6 

26.9 

36.6 

Titanium oxide, TiOa. 

1.4 


1.4 


Ferric oxide, Fo^Oa . 

0.7 

0.6 

1.5 

1.4 

Calcium oxide, CaO. 

Trace 

0.1 

0.4) 


Magnesium oxide, MgO. 

Trace 


0.9f 


Alkalies. 


1.6 

2.2 


Combined water. 

13.6 

12.0 

8.9 

' 13.4 

Total. 

100.0 

ioo!i 

_ 

100.2 

97.9 


Clay a and Minerals Related to Kaolin. TIkmh* are a number of other 
hydrated aluminum silicates of the kaolin group, most of which are rare. 

Halloysite, (0H)4Al2(Si20f,), occurs as a fine-grained, soapy, whiter 
clay. Tliis mineral has often been confused with fine-grained kaolinite but 
can be distinguished by its thermal curve/^-*^ or by an electron microscope 
photograph, as the very fine particles are latlilike. A typical analysis is 
shown in Table 9. 


Table 9. Anai.yses of INFinerals Rflati^d to Kaoijnite 


Constituent 

1 

North 
Carolina 
halloysite, 
per cent 

Allophane 
I, per 

cent^^®-^ 

Allophane 
II, per 

cent<«2) 

Silica, SiOa. 

44.3 

43.3 

32.6 

Alumina, AI 2 O 3 . 

37.4 

39.9 

46.5 

Ferric oxide, FeaO*. 

0.4 


0.7 

Lime, CaO. 

0.2 

0.7 

0.4 

Magnesia, MgO. 

0.1 


0.6 

Alkalies. 

0.2 

0.6 


Water of constitution. 

15.1 

15.5 

19.4 

Total. 

97.7 

100.0 

100.0 
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Allophane, or indianaite, is a waxy white clay found in Indiana and 
Kentucky with the composition shown in Table 9. It is so fine grained 
as to be amorphous. 

Several other members of the kaolinite group of rare occurrence are 
mentioned in the tables at the end of the chapter. 

Ball Clays. Ball clays are distinguished by their fine grain, lignite con¬ 
tent, and high plasticity but are not usually so refractory as kaolins, the 
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fusion point being around 1675°C (about 3050°F). They are sometimes 
used in refractories as a bond for harder and less plastic clays, but their 
greatest use is in whiteware. The analyses of two typical ball clays are 
given in Table 10. They are found almost exclusively in Kentucky and 
Tennessee as shown in Fig. 9. 

Fireclays. The so-called '^fireclays^' include nearly all clays that have 
a fusion point above approximately 1600°C (about 2900°F) and are not 
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white burning. Fireclays are widely distributed and vary greatly in their 
characteristics. They may be roughly divided into the following types: 
flint clays, which (owing to great pressure encountered since they were 
deposited) are compressed into a hard, rocklike mass and require fine grind- 


Table 10. Analyses of Ball Clays 


Constituent 

Mayfield, Ky., 
per cent^^® 2 ) 

Tennessee, 
per cent 

Silica, Si02. 

56.4 

46.9 

Alumina, AI 2 O*. 

30.0 

33.2 

Ferric oxide, Fe-Da. 

2.1 

Lime, CaO. 

0.4? 

0.8 

Magnesia, MgO. 

Trace) 

Potash, K 2 O. 

3.3> 

0.7 

Soda, Na20. 

2.o( 

Titanium oxide, TiO^. 


Water (combined). 

7.9 

16.5 


Total. 

100.0 

100.2 


Table 11. Analyses of Fireclays 
(Analyses by Downs Shaaf) 



Plastic, 

Law¬ 

rence, 

Ohio 

Flint, 

Cam¬ 

bria, 

Pa. 

Flint, 

Carter, 

Ky. 

Semi¬ 

flint, 

Jackson, 

Ohio 

Semi- 
flint, 
Clear¬ 
field, Pa. 

Plastic, 

Vinton, 

Ohio 

Flint, 

1 Mont¬ 
gomery, 
Mo. 

SiOi 


44.43 

44.78 

50.32 

43.04 

46.72 

44.04 

AUO* 

23.11 


35.11 

31,53 

36.49 


38.03 

FeaOa 

1.73 

0.46 

1.18 

mm 

1.37 

0.68 


FeO 

mm 

0.55 

0.74 



0.55 

0.22 

FeSa 


0.22 

0.14 

■13 

0.24 

0.34 


MgO 


0,19 

0.55 

■13 

0.54 

0,19 

0.12 

CaO 



0.77 



0.61 


NaaO 



0.29 



0.42 

0.10 

K2O 


0.55 

0.44 



1.53 

0.22 

H. 2 O- 

2.27 


0.84 

2.47 

0.82 

2.21 

0.78 

H 2 O+ 

7.95 

12.95 

13.07 

11.25 

12.44 


13.55 

CO 2 


0.11 

0.07 


0.05 



TiOa 


1.84 

2.22 

1.45 

1.79 

2.20 

1.82 

P 2 O 5 

0.17 

0.21 

0.02 



0.12 


SO, 



0.01 




0.01 

MnO 

■ 


0.02 




0.01 

ZrOa 

I 





0.01 

0.01 

Org. C 
Org. H 

m 

^RR9 

0.10 

0.11 



0.04 

0.01 
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ing to develop plasticity; plastic clays, which are soft and easily tempered 
into a plastic mass; and refractory shales, which can usually be made 
directly into brick without the addition of bonding clay. 

Analyses of a number of types of fireclays are given in Table 11, and 
the distribution in the United States on the map of Fig. 9. 

Super-duty fireclay brick are usually made from pure Missouri flint 
clays with approximately the composition in Table 11. They have a low 
porosity and show little or no reheat shrinkage. 

2. Clays and Minerals High in Alumina. Hydrated Alumina. Some 


of the most important refractory ma¬ 
terials are those containing the mineral 
diaspore, (HAIO 2 ) usually occurring 
with kaolinite in varying proportions. 
The clays vary from nearly pure dias¬ 
pore to mixtures containing nearly all 
kaolinite. Most of them occur in 
Missouri, although there are a few 
other minor locations. From these 
clays are made the high-alumina brick 
having alumina contents of 50, 60, 70, 
and 80 per cent according to the clas¬ 
sification. They may also have some 
corundum added. 



There are other high-alumina clays Fig. 11. A gibbsite noduio cut in half; 
containing gibbsite [AKOH),,! or mix- one-fourth natural size. 

tures of gibbsite and kaolinite. The purer materials, such as those 
from Dutch Guiana (Fig. 11), contain almost all gibbsite, but the alumi¬ 
nous clays from the South have more or less kaolinite mixed with them. 
The term ^‘bauxite'' is used here for clays containing a mixture mainly of 
kaolinite and gibbsite. The bauxitic clays have not been used for refrac¬ 
tories to any extent because of their less favorable shrinkage properties, 
but may come into use as the diaspore becomes exhausted. 

The locations of the principal deposits of high-alumina clays are shown 
in Figs. 9 and 10. Both the chemical and mineral analyses of some 
typical high-alumina clays are shown in Table 12. The thermal method 
is particularly valuable in studying these clays because it readily dis¬ 
tinguishes between diaspore and gibbsite. 

Sillimanite Types of Minerals. There are a number of minerals having 
a composition AhSiOs, which gives a silica content of 37 per cent and 
an alumina content of 63 per cent. Sillimanite occurs in a number of small 
deposits in this country, such as California, North and South Carolina, 
and Georgia, but the largest source of supply is in India. Andalusite has 
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a different crystal form from sillimanite and is found in small deposits in 
California and in considerable quantities in Spain. Kyanite occurs in 
India, in some of the Southern states, and on the West Coast of the 
United States. All these minerals are decomposed to mullite and silica on 
heating above 1555®C (about 2830®F) when pure and at a lower tempera¬ 
ture when fluxes arc present. These materials are being used to a con¬ 
siderable extent as refract oiies at the present time but commercially are 


Tahi,k 12. 

HIGH-.\LTIMIN .\ Cl.\YK 


Clay 

Dutch 

Guiana 

gibbsite 

First- 

grade 

diaspore, 

Mo. 

Bauxite, 

Ga. 

Burley, 

Flint, 

Mo. 

Second- 

grade 

diaspore, 

Mo. 

Chemical Analyses 

Silica. 

4.5 

10.9 

26.0 

33.8 

29.2 

Alumina. 

58.4 

72.4 

54.0 

49.4 

53 3 

Titanium oxide. 

2.9 

3.2 

2.1 

2.6 

2.7 

Iron oxide. 

3.2 

1.1 

1.0 

1.8 

1.9 

Lime. 

0.4 





Magnesia. 






Alkalies. 






Combined water. 

30.6 

13.5 

16.1 

12.0 

12 0 

Total. 

100.0 

101.1 

99.2 

99.6 

99.1 

Thermal Analyses 

Kaolinite. 

6 

None 

67 

71 

18 

Diaspore. 

6 

90 

None 

26 

53 

Gibbsite. 

• 

88 

None 

38 

None 

None 


often confused one with another. The great problem is to concentrate 
the ore efficiently and at the same time provide fairly coarse grains. Thin 
sections of these minerals are shown in Figs. 12, 13 and 14. 

Topaz. This mineral has been found in India in some quantity, and 
recently an important deposit has been discovered in South Carolina. 
Topaz has the composition Al 2 Si 04 (F, 0 H )2 and thus will readily transform 
to mullite on firing, hence offering attractive possibilities as a raw material. 

Pyrophyllite. This talclike mineral is found in a number of deposits 
in the South and has been used in some refractories in place of clay. Its 
formula of ( 0 H) 2 Al 2 (Si 206)2 does not give so high an alumina content as 
kaolin. However, it has been successful in some cements and plastics. 

Forms of Alumina. Alumina occurs in a number of forms. The 
a-alumina is identical with the natural mineral corundum (Fig. 15), which 
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is a trigonal crystal with a specific gravity of 4.0. This mineral apparently 
is very stable and is almost always produced from cooling fusions. 
7 -alumina is hexagonal but has a spinellike structure and a specific gravity/ 
of 3.31 and is generally formed by the heating of hydrous alumina materials 
such as kaolin or gibbsite. At higher temperatures, it slowly inverts to 
the a-form. An isometric form of alumina has been desciribed having a 
specific gravity (jf 3.47 and is found in some quickly cooled melts. Appar¬ 
ently this form is not found to any extcmt in refractories. 



Fig. 12. Thin section of sillimanite. (25()x) 


The so-called ^^/5-aIumina^^ has been found by Beevers and Ross^^^®^ 
to be not a form of alumina but a compound consisting of 11 molecules 
of AI 2 O 3 and 1 molecule of soda or potash. A “f-alumina^^ has been 
described as occurring only in melts containing lithium. Probably this 
is similar to the /^-alumina, being a compound of lithium oxide and 
alumina. 

Corundum, Corundum, or emery, AI2O3, is found in many small 
deposits, the most important being in Asia Minor, South Africa, Greece, 
Ontario, and North Carolina. It has not been used to any extent for a 
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refractory but would seem to be a material worth more investigation. 
Crystalline alumina made in electric furnaces is used to a considerable 
extent as a refractory. 

3. Silica Minerals. Ganister. The most commonly used silica mineral 
for refractories is ganister, a common name for true quartzite. Not all 
quartzites are suitable for making refractories, as they must be of high 
purity and have good mechanical strength. The principal deposits of 



Fia. 13. Thin section of andalusite; 250X, with crossed Nicoi prisms and gypsum plate. 


ganister in this country are the Medina sandstone of Pennsylvania, the 
Baraboo quartzite of the Devil's Lake region, Wisconsin, and the quartz¬ 
ites of Alabama and Colorado. A quartzite is usually mined from the 
bodies of talus, or slide rock, occurring on the mountain slopes. A few 
typical analyses of quartzites are given in the following table, and a thin 
section is shown in Fig. 16. 

The fusion point of quartzite^^^^ is very close to 1700®C (about 3090®F); 
and like mullite, it shows little softening below its melting point. This 
is its chief value when used as a refractory, as it retains its resistance to 
load at higher temperatures than fireclay materials. Owing, however. 
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to their high thermal expansion, silica materials are very sensitive to 
temperature changes in the low-temperature ranges. Most silica refrac¬ 
tories are made in the form of bricks or special shapes, but some ganister 


Table 13. Analyses op Quartzites 


Constituent 1 

Medina 

quartzite, 

Baraboo 
quartzite, 
per cent^*24) 

Alabama 
quartziU% 
per cent ^ 

Sharon 

conglomer¬ 

ate^ 

■| 

Silica, Si02. 

97.8 

98.2 

97.7 

98.0 

Alumina, AhOj.' 

0.9 

1.1 

1.0 

0.9 

Ferric oxide, Fe208. 

0.9 

0.2 

0.8 

0.9 

Lime, CaO. 

0 1 

0.0 

0.1 

0.3 

Magnesia, MgO. 

0.2 

Trace 

0.3 

Trace 

Alkalies, K 2 O, Na20. 

0.4 

0 1 

0.3 

0.2 

Total. 

100.3 

99.6 

100.2 

1 100.3 



Fig. 14. Thin section of kyanite. The large crystal on the left border is kyanite which 
shows pronounced cleavage and numerous inclusions. The rest of the field shows a grain of 
stauralite, three smaller garnet crystals with muscovite, biotite, quartz, feldspar, and 
magnetite; 40 X • with ordinary transmitted light. 
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is used in rammed furnace bottoms. Recently quartzites have been 
washed to bring the total impurities below 0.5 per cent for super-duty 
silica brick. 

Firestone, Natural stone refractories are still used to some extent. 
They consist of an easily cut sandstoneor a mica schist. In 
either case, the stone must have a certain flexibility of structure to reduce 
the tendency to spall. Firestone is rather wide in occiirrenc^e, working 



Fio. 15. Thin section showing appearance of corundum crystals formed in the electric 
furnace; 80 X, with crossed Nicol prisms. 


deposits being found in Pennsylvania, Tennessee, Ohio, and several other 
states. 

Sand, A small amount of beach sand is used for furnace bottoms, as, 
for example, in the hearth of malleable-iron melting furnaces, but the 
volume used is very small compared with the refractories made from 
quartzite. In Europe, glass sand is ground and added to quartzite in 
the making of silica brick, mainly to increase the purity. 

Diatomaceous Earth, Another type of siliceous mineral, used mainly 
as a heat insulator, is diatomaceous earth (infusorial earth or kieselguhr), 
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a widely distributed material. It is composed of the skeletons of diatoms, 
which are microscopic organisms (Fig. 17). The desirable characteristics 
of this material are its closed cells and high porosity, which gives a low 



Fig. 16. Thin section of (juiirtzite. The light and dark areas in this photomicrograph show 
(juartz grains at different orientation with respect to the plane of polarization of the Nicol 
prisms; 80 X, with crossed Nicol prisms. 


Table 14. Analybf^s of Diatomace>oits Earths 


Constituent 

Oberhole, 
(Germany, 
per cent 

California, 
per cent 

Silica (Si02). 

87.9 

85.3 

Alumina (AUOa). 

0.1 

6.4 

Ferric oxide (FeaOg). 

0.7 

1.1 

Calcium carbonate (CaCOa). 

0.7 

1.1 

Organic matter. 

Water. 

2.3 

8.4 

6.6 

Total. 

100.1 

98.6 
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density and a low thermal conductivity. Analyses of two typical samples 
of infusorial earth are given in Table 14. 

4. Magnesite and Lime. Magnesite refractories are of great impor¬ 
tance in the metallurgy of steel and nonferrous metals, as they are used 
almost exclusively for the part of the furnace that comes in contact with 
the molten metal and slag, a large volume being used in the bottoms of 
the basic open-hearth furnaces in the form of lumps and brick. 



Fiq. 17. Photomicrograph of a single diatom showing fine cell structure. This structure is 
the reason for the excellent heat insulating properties which diatomaceous earth possesses; 
8(K) X. with ordinary transmitted light. 


Magnesite, Magnesite occurs in nature as the carbonate, and two 
types have generally been recognized, the crystalline and the dense, the 
latter usually being of greater purity. The crystalline material is found 
in considerable quantity in Austria, Russia, Manchukuo, Quebec, and 
the state of Washington. Figures 10 and 9 show the important deposits. 
The Austrian material usually runs rather high in iron and has been in 
great demand for metallurgical work because it will frit together into a 
solid mass at available temperatures. The magnesite from Quebec runs 
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higher in lime. The Washington magnesite occurs in large quantities 
and is relatively pure. 

The dense type of magnesite usually occurs in veins and lenses, the 
most important deposits being found on the island of Euboea ofif the 
coast of Greece. The purity of this deposit, if carefully selected, is high, 
running between 94 and 98 per cent magnesium cajbonate. Several 
C^alifornia deposits have been operating for a number of years and give 
a pure material. Magnesite from sea water in California and Texas 
( 148 . 149 . 160 ) ig assuming importance. Magnesia can also be produced 
from dolomite such as by the Pike process. 


Table If) 


Constituent 

-i 

Austrian 

Austrian 

1 

Manchu- 

kuo 

-^- 1 

Washing¬ 

ton 

- 1 

Orceco 

California 
sea water 

SiOa 

5.8 

1.0 

3.7 

4.9 

6.6 

5.1 

AUOs 

1.7 

1.0 

1.0 

1.5 

1 4.4 

0.5 

Fe^Oa 

4.0 

6.9 

1.5 

3.4 

j 0.2 


5.0 

2.1 

1.6 

2.8 

2.4 

1.8 

MgO 

83.0 

88.6 

92.0 

87.1 

86.4 

91.7 

Ignition loss 

0.2 

0.3 

0.1 

0.1 

0.2 

0.3_ 

"'otal 

99.7 

99.9 

99.9 

99.8 

100.0 

1 

99.6 


Several analyses of burned magnesite are given in Table 15, and a 
thin section is shown in Fig. 18. 

Magnesite is produced as caustic-burned and dead-burned material. 
The latter is used for refractories and is fired at 1550 to 1750°C (about 
2820 to 3180°F) to drive off practically all the CO 2 and form crystals of 
periclase. An excellent description of the production of dead-burned 
magnesite is contained in P.B. 37804.^^^^^ The high-iron magnesites are 
sufficiently magnetic to make concentration by magnetic separators an 
efficient process. Some of the purer magnesites have iron added by the 
Alterra^^®^^ process, where calcium ferrite is made and combined with the 
magnesite in a rotary kiln at 1500®C (about 2732°F). Magnesite can be 
fused in the electric furnace and, on cooling slowly, forms relatively large 
periclase crystals. 

Dolomite, Dolomite is a solid solution of calcium and magnesium 
carbonate and, when pure, has an equal number of molecules of both, 
although all ratios occur in nature. Dolomites are very widely distributed. 
They have been used to some extent to replace magnesite in open-hearth 
bottoms but, because of their slaking properties, are not so good as magne¬ 
site. Although many experiments have been made on the production of 
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a successful dolomite brick, as yet all the difficulties have not been 
overcome. 

Lime. Lime, next to magnesite, is believed to be the most refractory 
commercial oxide and is very widely distributed in deposits of great 
purity. However, little success has been had with this material as a 
refractory, for it slakes readily in both air and water. However, if lime 
is heated to 1800°C (about 3270°F) in an oxidizing atmosphere, it can be 
crystallized and in this form has a considerable resistance to slaking. 



Fig. 18. Thin section of crystalline magnesite. This section shows the high relief and 
cleavage which this mineral possesses; 80 X, with crossed Nicol prisms. 

OUviney Mg 2 Si 03 . This magnesium silicate usually has 5 to 8 per 
cent of the MgO replaced by FeO in the theoretical formula. By mixing 
with the correct amount of magnesite, this material has been used in the 
last few years to make forsterite refractories. Olivine deposits are wide¬ 
spread, but excellent material occurs in the dunite rock of North Carolina. 

6. Chromite. The commercial chrome ore contains a solid solution of 
spinels closely approximating 

Cr208 FeO 

AUOs MgO 
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In most cases, the spinel is balanced, but some cases have been reported 
where either the R2O3 or the RO is somewhat in excess; however, this 
may be due to difficulty in obtaining uncontaminated chromite grains for 
analysis. The chromite is always associated with a gangue chiefly of 
serpentine but also containing small amounts of feldspars, silica, car¬ 
bonates, etc. Chrome ores are believed to originate both from magmatic 



Fig. 19. Fliis photomicrograph i.s a thin sec'tioii of rhiomitc with some Mcr pontine associated 
with it. The chromite is the darker-colored areas, whicli show very irregular cleavage. 
C/hromite is nearly opacjue, and the thin section must be very thin to render it transparent; 
250 diameters and wave plate to give second order green, and photographed through a “B” 
Wratten filter (deep red). 


crystallization and by formation from hydrothermal solutions. Concen¬ 
tration methods have not been used much in separating the gangue from 
the ore, but the addition of MgO will cause the formation of forsterite on 
firing and thus remove the low-softening siliceous compounds. A thin 
section of a typical chrome ore is shown in Fig. 19. The outstanding 
papers by A. T. Green and his associates on chrome ores in Special 
Report 32 of the Iron and Steel Institute should be consulted for more 
detailed information on this subject. 
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The largest supplies of chrome ore come from Rhodesia and New 
Caledonia. There are, however, considerable deposits in Turkey, Cuba, 
the Philippines, Russia, and Greece and small deposits in Canada, Cali¬ 
fornia, Oregon, and Alaska. The analyses of several chrome ores are 
given in Table 16. 


Table 16 


Constituent 

Turkey 

Rhode¬ 

sia 

Philip¬ 

pines 

New 

Caledonia 

Russia 

Cuba'* 

CuOt 

46.6 

45.4 

32.1 ; 

54.5 

46.2 

30.5 

SiOa 

6.7 

7.5 

5.3 

3.1 

4.0 

6.1 

AbO, 

12.5 

13.8 

27.6 

11.0 

14.6 

27.5 

FeO 

12.9 1 

15.1 

13.0 

19.5 

15.6 

14.2 

CaO 

1.2 

0.5 

1.1 

1.5 

0.3 

0.9 

MgO 

17.3 

13.6 

18.2 

8.0 

15.4 

18.3 

Total 

97.2 

95.9 

97.3 

97.6 

96.1 

97.5 


6. Less Common Refractory Oxides. Many of the so-calle(i '‘rare 
elements^’ may occur in larger percentages than some of our useful metals 
but, as they are not concentrated at any one place, cannot be so readily 
extracted. The relative abundance of the refractory elements is shown 
in the chart of Fig. 20 plotted from the article of Pannelb^^®^ with some 
additions. It will be seen that thorium and cerium, for example, are as 
plentiful as copper, and beryllium is as plentiful as cobalt. 



I'lG. 20. Relative abundance of the refractory-forming elements in the earth’s crust. 
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Zirconia, The most common minerals are zircite and baddeleyite 
with the formula Zr02. They are found in considerable deposits in Brazil 
and Ceylon with a Zr02 content of 50 to 80 per cent. An analysis of 
Brazilian baddeleyite is shown in Table 17. 

Zircon^ ZrSi 04 , is widely distributed, large deposits being found in 
India, Madagascar, and New South Wales. It is also plentiful in some 
beach sands of Florida and Australia from which it can be concentrated 
by tabling. An analysis of a typical sample is shown in Table 17. Both 
zirconia and zircon have been used for special refractories, their properties 
being discussed in Chap. XII. 


Table 17. Analyses of Zircontitm Minerals 


Constituent 

Baddeleyite, 
per cent 

Zircon, 
per cent 

Ferric oxide, Fe 203 . 

1.6 

0.1 

Alumina, AI 2 O 3 . 

7.8 

1.4 

Lime, CaO. 

0.0 


Silica, SiOa.! 

27.3 

40.4 

Zirconium oxide, Zr02. 

60.4 

51.6 

Undetermined. 

2.9 

6.5 

Total. 

100.0 

100.0 


Titania is widely distributed as rutiU^ ('ri02) or ilmenite (FeTiOs). 
Titanium is really one of our abundant elements but is so dispersed that 
it seems rare. 

Thoria. This is our most refractory oxide, occurring in the monazite 
sands and in some other deposits as shown in the map in Fig. 369, Chap. 
XXIV. The important producers are India, Brazil, Australia, and Ceylon. 
It has been used for crucibles in the melting of platinum metals. It is 
slightly radioactive and is a fissionable material, which will undoubte^dly 
be restricted in the future. 

Beryllia, This highly refractory oxide is produced mainly from the 
mineral beryl found in many pegmatites. The chief source of supply is 
Argentina, Brazil, and India. The extraction of the oxide from the 
ore is discussed by Motock^^®^^ and in references of Chap. XII. 

Uranium Oxide. This is a fissionable material and will probably not 
be available as a refractory, but it is of interest in nuclear powder develop¬ 
ment as discussed in Chap. XXIV. The published sources^^®®^ of the ore 
are shown on the map in Fig. 369, Chap. XXIV. 

The Rare Earths. These oxides are not so scarce as the name implies, 
as indicated in the chart in Fig. 20, but their separation, one from another, 
presents great difficulties. The only commercial ore for these materials 
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is monazite containing 6 to 9 per cent of ceria and lesser per¬ 

centages of the other rare earths. Many of the rare earth oxides are quite 
refractory and may be of use in special cases. 

7. Carbon. Graphite, Carbon in the form of graphite occurs naturally 
in many localities. In this country, the deposits are usually too small to 
make it practical to work them commercially. Large deposits occur in 
Ceylon, Madagascar, Korea, and Czechoslovakia. Artificial graphite is 
also manufactured to some extent by heating coke to a high temperature 
in an electric furnace. Graphite is mainly used in crucibles for melting 
metals. 

Coal. Coal of both the anthracite and tlie bituminous varieties is 
widely distributed. Before use as a refra(*,tory or insulator in electric 
furnaces, it is coked to drive off the volatile matter. Petroleum coke 
is used for high-purity purposes. 

8. Production and Price of Minerals in the Refractories Industry. In 

Table 18 are given the production figures and pri(^es of many materials 
used for refractories as taken from the ^^Minerals Yearbook.Most of 
these figures are rounded off, and it should be realized that in some cases, 
restrictions prevent public.ation of complete values. In other cases, it is 
impossible to separate the figures into refractory and nonrefractory uses. 
Nevertheless some interesting deductions may be drawn from these data. 

One of the most striking facts is the very small increase in price of 
many of the products between the years 1920 and 1945. For example, 
bauxite, dolomite, magnesite, fireclay, kaolin, and talc show very little 
variation in price ov(‘r this period. This is accounted for by more efficient 
mining methods, offsetting the higher labor costs. On the other hand, 
products of more limited occurrence show some price increases, such as 
chromite, beryl, and tantalum concentrates. 

Bauxite, a large part of which goes into the manufacture of aluminum, 
has shown increased production and importation in the last few years, 
and the same may be said of fireclay. On the other hand, the consump¬ 
tion of kaolin, partly used in the paper trade, has held rather constant, 
with domestic production increasing to take the place of the greatly 
decreased importation. 

Magnesite is now largely from domestic sources, only small amounts 
being imported after 1922. On the other hand, except for the years 
1942 and 1943, when shipping space was very scarce, most of the chromite 
was imported. Most of the tantalum ore, zirconium concentrates, and 
monazite sand is also imported. 

The next generation may find many of our natural resources exhausted, 
and restrictions of others for military purposes may be expected. 

9. Summary. In Table 19 there are assembled all the refractory 
minerals known. The fusion points and occurrence are shown wherever 
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possible to indicate their suitability for any specific purpose. Many of 
the minerals are far too rare and costly for commercial use, but it is not 
improbable that some of these may be of use in the laboratory. Many 
instances have also occurred where a rare mineral became relatively plenti¬ 
ful through the discovery of a new source of supply. 
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CHAPTER V 


THE MINING AND PRELIMINARY TREATMENT OF 
REFRACTORY MATERIALS 

1. Mining of Clays. Open-pit Methods. Many refractory clays are 
mined by open-pit methods. Usually the bed of clay is covered by an 
overburden of gravel or earth, which may run as thick as 10 to 20 It. If 



Fig. 2i. A rubber-tired bulldozer for clay stripping. {Courtesy of the Lc Tourneau 
Company.) 

the thickness of overburden is much greater than 20 ft, it is seldom eco¬ 
nomical to mine a low-cost clay by this method. 

The first process consists in stripping off the overburden in the most 
economical manner. In small workings where the overburden is thin, 
this was done by horse-drawn scrapers; but in larger operations, the over¬ 
burden is stripped by power shovels, tractor-pulled wheel scrapers, bull¬ 
dozers, or shovel dozers. In other workings, it is found economical to 
strip the overburden with dragline scrapers with a capacity of 3^ to 4 
cu yd. This type of scraper is very flexible and can be made to cover a 
large area by using a movable cable anchor. Lines as long as 500 ft are 
used; and with a 1 cu yd bucket, 20 to 75 cu yd per hr can be moved, 
depending upon the length of the haul. A modem bulldozer for stripping 
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the overburden from a kaolin deposit is shown in Fig. 21, and in Fig. 22 
is shown a self-powered scraper of large capacity. 

The method of removing the clay itself varies with the conditions. If 
the clay is fairly soft, the face can be broken with picks or bars and the 
broken material loaded by hand into carts or cars. In the larger plants, 
however, this method is not economical, and power shovels aie generally 
used. The shovel capacity varies from to 2 cu yd. The larger shovels 
are chosen not only for their greater capacity but also for their greater 
strength and longer reach. Caterpillar treads are almost universally used. 
A 1 cu yd shovel will load, under good conditions, 500 tons of clay in an 
8-hr day. Recently, lighten- and more agile shovels are being favored. 



Fig. 22. A sell-powei ed acraper for stripping clay. {Courtesy of the Le Tourneau Company,) 


The softer clays can be taken out with dragline scrapers or bucket 
excavators. Often wheel scrapers are used, as shown in Fig. 23. 

Provided the clay is not too hard and yet is firm enough to hold a 
permanent face, as in the case of many shales, it has been found eco¬ 
nomical to remove the materials by a planer, which is an endless chain 
with cutting knives working vertically on the whole face as shown in 
Fig. 24. This machine has the advantage of removing the material in 
small pieces and of giving a good average composition by taking the 
material from the whole face. The cost of removing the material with a 
machine of this type is comparatively low, as one man can usually operate 
it and obtain a production of 200 to 400 tons a day. 

In Europe, the endless-chain excavator working from the top of the 
bank is often used. Although the initial investment is large, the low 



78 


REFRACTORimf! 



Fig. 23. Mining olay with a C'aterpillar tractor and scraper. {Courtesy of the Allis- 
Chalmers Manufacturing Company.) 


labor and maintenance cost justifies it on large operations. One man 
can remove 100 tons per hr with an average-sized machine. 

In the case of hard clay, it is generally necessary to drill and blast 
the face in order to obtain small enough pieces to be readily handled. The 



Fig. 24. Removing kaolin with a shale planer made by the Eagle Iron Works at the Georgia 
Kaolin Company. {Courtesy of the Georgia KoLolin Company,) 
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drilling is done in the smaller pits with hand drills of 1 to 13 ^ in. in diam¬ 
eter. In the larger mines, however, electric and air drills are used. 
Recently, portable well drills have been used to a considerable extent to 
drill deep holes behind the working face so that larger and deeper charges 
of explosives can be set off. These drills will produce holes from 3 to 
in. in diameter, which will allow the use of a considerable quantity of 
explosive. 

When the clay has been loosened from the face, it is loaded into cars 
or trucks by hand or power shovels as shown in Fig. 25. 



Fia. 25. Mining with a power shovel. {Courtesy of The I'hew Shovel Company.) 


Underground Methods. When the clay deposit is too deep for stripping, 
underground mining is used. Most of the productive clay veins are from 
5 to 15 ft thick. The room-and-pillar method is generally used, with 
advance from the entrance, which consists of cutting a mine entry and 
advancing galleries from that out to the edge of the property. This 
method has the advantage of not requiring extensive entry development 
when the mine is started, but it is not so economical as the retreating 
method, which consists of cutting an entry to the boundary line and then 
starting the galleries at the farther end. Work is then carried toward the 
entrance. The pillars can be drawn only where the subsidence of the 
ground is unimportant. Whenever underground mining is used, it is 
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important to plan out the workings carefully and have a systematic method 
before starting to mine. 

Practically all underground clay is taken out by drilling and blasting. 
Hand, electric, or pneumatic drills are used, and the lumps of clay are 
loaded on the car by hand or, in more modern mines, by car loaders. 

The same factors of economical mining apply to clay mines as to other 
mines. In the first place, drainage must be well cared for, as muddy 



Fig. 26. A tractor loader filling a dump car. (Courtesy of the Oliver Tractor Company.) 


floors and tracks increase the haulage costs as well as make the timbering 
difficult. Next, the timbering should be well done with generous posts. 
The tracks should also be graded and kept in good condition, as the haulage 
cost mounts up when dirty, poorly laid tracks are used. 

Clay is usually transferred to the plant on rails with dump cars ranging 
in capacity from 3^ to 6 cu yd (Fig. 26). The cars are propelled by steam, 
oil, or gasoline locomotives or sometimes by cable haulage. In a few cases 
where the distance from the mines to the plant is considerable and the 
country is rough, it has been found economical to transfer the clay by 
aerial cableways. Trucks are coming into more general use than formerly. 

It is hard to give any definite figures on the cost of mining clay; but in 
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general, clay can be loaded on cars or trucks from the open pit under the 
best conditions for 50 cents a ton. Where the overburden is heavy or 
where hand selection is used, the cost may run as high as $1 per ton at the 
plant. In the case of special high-grade clays, the cost may run even 
higher. It may be said, however, that a great number of plants are getting 
out their refractory clays for around 50 cents per ton. In underground 
mining, the cost varies according to the thickness of the vein, the hardness 
of the clay, the amount of timbering required, and the distance to the 
plant—the varialion in most cases being from $1.50 to $2.50 per ton on 



Fia. 27. Mining ganisiter rock, {Courtesy of the Harbison-Walker Refractories Company.) 


cars. It may be mentioned that in many of the underground clay mines, 
coal is obtained at the same time as clay, which, of course, reduces the 
total cost considerably. 

2. The Mining of Ganister. Since the mining of ganister is rather 
different from clay mining, it will be described separately. The ganister 
is usually found in flows of loose rock on the mountain sides (Fig. 27). 
Where the rocks are large, they are broken up by mud capping and blasting; 
in only a few cases is drilling necessary. The smaller rocks are broken up 
by sledges into sizes that can be lifted by hand. The broken rock is loaded 
into dump cars by hand, as some sorting is necessary. One man will 
load from 15 to 20 tons of rock a day. 

The dump cars are trammed either by hand or by locomotive, as the 
case may be, to a gravity plane and dumped into cars to be lowered down 
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the plane. In a few cases, ganister is carried long distances by railroad to 
reach the plant. 

In some localities, the ganister is obtained from bedrock, because the 
flows have been used up or because the rock is more uniform. The ledge 
rock, however, is usually not thought to be so satisfactory as the flow rock, 
because the soluble constituents have not been leached out by weathering. 
Others claim that bedrock gives superior bricks. Regular quarrying 
methods are used in removing this rock from the hillside. This material 
will cost 75 cents to $1.50 a ton on cars. 

3. Crushing and Grinding. Practically all clay must be crushed 
before it is taken to the tempering and brickmaking machinery. The 



Fig. 28. A roll crusher, {Courtesy of the W, A. Riddell Corporation.) 


softer lump clays are usually passed through single or double roll crushers, 
which rapidly break down the lumps to sizes small enough for wet pans or 
pug mills. The wear and tear on rolls of this type is very small, so the 
cost of breaking up the softer types of clays is not great. 

Jaw or gyratory crushers are usually used for the harder clays, rocks, 
and grog. They will crush down to 1 in. with capacities of }/% to 500 tons 
an hour. These crushers cannot be used for the softer clays containing 
moisture because of packing in the jaws. 

Roll crushers (Fig. 28) are used for crushing hard materials from 1 in, 
down to 34 or 3^ in. For materials like grog, the rolls should be supplied 
with tires of manganese steel, as the wear is considerable. In order to 
obtain fine grinding, it is necessary to keep the rolls fairly true cylinders, 
as flanges tend to form on the ends and the material will be passed through 
the center uncrushed. Plain rolls should never be used for crushing clays 
with any moisture, because the material builds up on the rolls and there 
will be no crushing action. 


Company,) 
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Gyratory crushers (Fig. 29) are often used for crushing magnesite and 
ganister. These crushers have a large capacity but will not take such 
large rocks as jaw crushers. 

Dry pans (Fig. 30) consist of a heavy revolving bed in a horizontal 
position on which the material is fed; two heavy rolls (mullers) rest on this 
bed with their own weight, crushing the material underneath. The por¬ 
tion of the bed not directly under the mullers is usually supplied with 
screens or slits so that crushed material can pass through, permitting con- 
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Fig. 31. Babcock and Wilcox pulverizer. (Courtesy of Babcock and Wilcox Company.) 


tinuous operation. The dry pan is used for grinding flint clay, gani.ster, 
and burned grog. Wet pans are similar machipes with a solid bottom so 
that the mix can be ground wet. 

For finer grinding, it is often desirable to use crushers of the B and W, 
ring-roll, or hammer-mill type, as shown in Figs. 31, 32, and 33. Machines 
of these types will pulverize down to 100 or 150 mesh and can be used for 
clays with some degree of moisture. 

Ball mills are much used for fine grinding. For large production, the 
continuous type of mill should be selected. The fine material is removed 
with an air separator, and the oversize is automatically returned to the 
mill. A production of several tons per hour of 200-mesh material can be 
obtained with this type of installation. Even when coarser material is 
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Fig. 32. Croab bectioii of a ring roll crusher. {Courtesy of tfie American Pulverizer Company.) 



Fig. 33. Ctoss section of a hammer mill for fine grinding. {Courtesy of Dixie Hammermill 
Manufacturing Company.) 
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required, the continuous ball mill is often found suitable. In Fig, 34 is 
shown a typical closed-circuit, ball-mill installation for continuous grind¬ 
ing. The capacities of some ball mills are shown in Table 20. An inter¬ 
esting development in Germany^®^^ described by Dr. Ryschkewitsch is the 



Fig. 34. Cross section of a continuous ball mill. {C&uHesy of Patterson Fmindry and 
Machine Company.) 

vibrating ball mill. Here there is no rotation but a vibration of live per 
second, which causes the balls to flow around in a continuous motion. It is 
claimed that a 2 /x size can be reached by this method in the same time that 
12 ju can be reached by conventional grinding. 



Fig. 36. A revolving screen for classifying coarse material. (Courtesy of Gruendler Hock 
and Gravel Crushing Equipment Company.) 
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4. Screening. It is usually necessary to screen the materials being 
crushed so that the required product can be passed on to the brickmaking 
machinery and the coarser material returned to the crushers. Various 
types of screens are used. A revolving screen or trommel is often used for 
classifying coarser materials (Fig. 35), and screens of several sizes can be 



Fig. 36. An open-type shaking screen. {Courtesy of the Universal Vibrating Screen 
Company.) 


Table 20 
(From G. F. Metz) 


Material 

j 

Siie and type 

Tons 

P(>r 

hour 

Circuit 

Horse¬ 

power 

1 

Siie of feed 

Fineness 
of product 

Pebble 

load, 

lb. 

Silica (dry). 

7 X 22 ft. tube 

3 

Closed 

1 

210 

—20 mesh 

98 per cent minus 
200 mesh 

42,000 

Sillimanite. 

8 X 2 ft. conical 

H 

Closed 

IS 

— J4-in. mesh 

80 per cent minus 
100 mesh 

14,000 

Gro*. 

8 X 22 ft. conical 


Closed 

40 

—mesh 

100 per cent minus 
4 mesh 

6,000 

Feldapar. 

m X 10 ft. cylindri¬ 
cal 

1.05 

Closed 

85 

—H-in. mesh 

90 per cent minus 
325 mesh 







88 


REFRACTORIES 


applied to the cylinder in order to obtain a product having the desired 
combination of sizes. 

Another type of screen is the shaking screen operated by a weight 
(Fig. 36). Often several layers of screens of various sizes can be superim¬ 
posed in order to classify a product into a number of different sizes. 
Closed-in screens (Fig. 37) are used with dusty materials. For screening 
materials below 60 mesh, it has been found desirable to use air separators 
rather than screens, and very satisfactory classification devices can now be 
obtained to produ(‘-e material down to 200 mesh or c'ven finer. 



Fig. 37. A clos-ed-type screen, {('ourtesy of the Deisicr oncentrator Company.) 

6. Mineral-dressing Methods, Many refractory raw materials can be 
purified by simple mineral-dressing methods. As the demand for refrac¬ 
tories becomes more exacting and our supplies of the better raw materials 
less plentiful, concentration methods will be increasingly used. 

Tabling, Minerals of a different specific gravity from the unwanted 
material with which they are mixed can often be efficiently separated by 
an air or water table. The raw material is ground fine enough to unlock 
the individual grains and then passed over an inclined vibrating table, 
which will give a more or less clean separation. Although this method has 
been used in the past mainly for the treatment of ore minerals, it has been 
quite successful in the concentration of kyanite from our North Carolina 
deposits. 

Settling, Door-type thickeners and centrifuges are used to remove 
coarse particles from clay slips as well as to dewater these slips. 

Magnetic Separation. Powerful magnetic separators are now available 
that will remove all minerals containing even small amounts of iron. 
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These include the iron oxides, sulfides, and more complex minerals such as 
garnet, hornblende, and micas. 

The magnetic method of purification is used quite generally with feld¬ 
spars and other materials for whitewares, but it has not as yet been used 
extensively for refractory materials. However, there is opportunity of 
employing it with some refractories, such as those used in melting glass 
or enamel frits. 

Flotation. Froth-flotation methods have been developing with such 
rapidity since 1920 that many separations can now be made that would 
have been thought impossible a generation ago. The method, in general, 
consists in stirring the finely crushed mineral in water with a frothing 
agent, which provides a multitude of fine bubbles. By selecting the proper 
agents, it is possible to get a selective action of the bubbles so that they 
adhere to certain types of particles and float them to the top of the water 
where they are carried off. Although considerable progress has been made 
with flotation methods in purification of minerals like feldspar, little has 
been done yet on refractory materials, but it would seem quite possible 
that this method would be well adapted to the concentration of chrome ores. 

A little laboratory work has been done by flotation methods in removing 
iron minerals from fireclays, but as yet the results have not been shown to 
be economically feasible. Nevertheless, there is certainly promise that 
with further development along this line, second-grade clays can be so 
beneficiated that first-grade refractories can be made from them. Kel- 
logg( 28 ) describes a method of removing quartz from kaolin by flotation 
methods. 

Electrostatic Separation. The electrostatic separator has been used to 
purify both feldspar and kyanite. The method consists in separating one 
type of mineral from another by virtue of the different attractive forces in 
a high-voltage field. This is a dry method and should not be particularly 
expensive except that the particles must be fairly fine before treatment. A 
patent by Weis^^*^^ describes a method for removing quartz from kyanite. 

Chemical Methods. Chemical methods can be used for the higher 
priced refractories. For example pure alumina refractories are produced 
from Al(OH) obtained from bauxite by the Bayer or other of the many 
processesproposed for this purpose. Magnesium, with other chemicals, 
is being extracted from sea water in considerable amounts and also is 
separated from dolomite. Beryllia is remo’ved from the ore by chemical 
treatmentto give highly pure materials. The rarer materials such 
as zirconia, ceria, and the rare earths are all extracted by chemical means. 

6. Storage of Clay. It is usually necessary to store a certain amount 
of clay to provide for interruptions in mining due to cold or rainy weather 
or holidays. The amount of needed storage depends on the length of 
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shutdown in the mining operation. To provide sufficient storage for a 
large clay plant is rather costly, and it is unusual to store more than a few 
days’ supply. 

In many of the ceramic industries, the practice is to weather, or age, the 
clay supply for a considerable length of time to develop plasticity and dis- 


UNLOAOeA 


BELT CONVEYCn 



TO BRICn 
MAKING 
MACHINE 


MOTOR' 

SLEy/ATOa 

Fig. 38. A method of handling clay in storage bins. 
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integrate the lumps; but in the case of refractories, the amount of clay 
used is so large that this cannot be done economically, and only in the case 
of special high-grade clays can aging be resorted to. 

Some of the high-grade refractory clays must be shipped a considerable 
distance by railroad. In these cases, it is desirable to dry the clay partially 
in order to reduce the shipping weight. This can be done by storing in 



Fig. 39. Baffles for the prevention of segregation in bine. 
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open sheds or racks, where the moisture in good weather can be reduced to 
5 or 10 per cent, or by passing it through a rotary drier. 

Storage bins are made in various styles. Some are cylindrical bins 
having conical bottoms; others are of a rectangular shape with a V bottom 
with provision for removing the clay from any portion desired (Fig. 38). 
The clay is usually put in the bin with a bucket elevator, but other han¬ 
dling methods such as grab buckets are occasionally used. 



Fig. 40. An overhead crane and grab bucket for handling clay in storage. 


When crushed materials such as clay or grog are to be stored, precau¬ 
tions must be taken to prevcmt segregation of the material in the bin. In 
nearly all manufacturing processes, it is highly desirable to have the 
crushed materials of a proper and uniform screen analysis. When the 
material from the crusher falls into the bin, the larger particles roll to the 
outside and the finer ones build up into a central cone. The material 
drawn from the bottom of the bin will contain at first mostly fine and later 



Fig. 41. A modern storage system. {Courieay of A. P, Oreen Fire Brick Company,) 
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mostly coarse material. This segregation can be minimized by a number 
of methods. One consists in moving the point of supply over the surface 
of the bin so that no cone can form. Another consists in a number of 
vertical vanes in the bin to prevent the heavy particles rolling to the 
outside of the bin (Fig. 39). 

In some cases, clay is stored in open pits or on floors, from which it is 
handled with a locomotive crane and grab bucket, a dragline scraper, or, in 
more recent installations, by a tractor loader. In other cases, the clay is 
stored in sheds, and the handling is done by an overhead crane and grab 
bucket (Fig. 40). This gives a very flexible arrangement, as the clay can 
be dropped onto a conveyor to be taken directl^^ to the crushing or mixing 
machinery. The cla^^-storage system of a modern refractory plant is 
shown in Fig. 41. 
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CHAPTER VI 

MOLDING METHODS 

1. Workability of Clay. Types of Flow. Before entering into the 
discussion of workability of clays, it will be well to review a few definitions 
as adopted by the Society of Rheology. 

Fluid: A substance that undergoes continuous deformation when subjected to any 
system of finite shearing stress. 

Solid: A substance that undergoes permanent deformation or rupture only when 
subjected to a system of shearing stresses that exceed a certain minimum value. 

Simple (Newtonian) Liquid: A liquid in which the rate of shear is proportional 
to the shearing stress (for laminar flow). 

Elasfico-plastic Solid (the Clay^water System): A solid that obeys the law of an 
elastic solid for values of the shearing stress below the critical stress corresponding to 
the elastic limit in shear and that deforms plastically when the shearing stress exceeds 
that value. 

Viscosity: In a simple liquid, the constant ratio of shearing stress to rate of shear. 
Plasticity: That property of a body by virtue of whii^h it retains a fraction of its 
deformation after the deforming stress is zero. 

Elasticity: That propt^rty of a body by virtue of which it recovers its original size 
and shape after deformation. 

Thixotropy: That property of a body which causes a decrease in shearing stress 
with time at a constant rate of shear. 

Rheopecsy: That property of a body which permits agitation to accelerate the setting 
up of a gel. 

Dilateucy: That property of a body which causes an increase in shciaring stress with 
time at a constant rate of shear. 

Tbe following symbols are generally used in flow problems: 

Fo = tbe yield stress in shear, dynes/sq cm 
F = tbe shearing stress, dynes/sq cm 
do/dr = the rate of shear strain, cm/sec/cm 

y, = tbe coefficient of apparent viscosity of a suspension (dynes, 
sec, cm"*) (ML~‘T~“) (Poise) 

Hi = the coefficient of viscosity of suspending medium 
i> = the basic viscosity of suspension (at infinite rate of sheer 
strain) 

C = the volume concentration of solid in relation to total volume 

V = the volume flow, cc/sec 

V = the velocity of flow, cm/sec 

T = the time 
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In considering the clay-water system it is usual to separate it into two 
parts: the slips of low clay content and the plastic masses of high clay con¬ 
tent. This is done because the sticky region between is incapable of 
accurate measurement at present and also because this region is not used 
industrially, but a more fundamental reason is that different laws seem to 
apply to the two cases. The slips will be (!on.sidered first. 



0 0.4 O.e 1.2 1.6 2.0 


RECIPROCAL SHEAR 

Fig. 42. Apparent viscosity of slips at different rates of shear. (/. Am. Ceram. Soc.) 

Clay Slips. A simple liquid like water obeys the following relation in 
the viscous flow region 



The quantity y can be measured in many ways, but the revolving cup 
viscosimeter, as shown in Fig. 49, is very satisfactory for ceramic work. 
Here the viscosity is determined by the twist of calibrated wires, and thus 
a wide range of values can be covered. The rate of shear can also be varied 
over a wide range for the measurement of thixotropy in suspensions. 
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The viscosity of a suspension of spherical particles seems to show no 
change in apparent viscosity with varying rate of shear strain, but more 
work needs to be done to confirm this similarity to a liquid. Suspensions 
of anisotropic particles, such as clay particles, show a pronounced change 
in apparent viscosity with change in shear strain rate as shown in Fig. 42, 
and the coefficient of thixotropy 6 is determined from the slope A/B of 
the curve at infinite shear rate. 



Ol I i 10 
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Fia. 43. Relation between viscoaity and center-to-ceiiter distance of particles of six fractions 
containing Na kaolinite. {J, Am. Ceram. Soc.) 

The apparent viscosity of a suspension is due to the sum of 

1 . The viscosity of the suspending medium 

2 . The energy absorbed by the individual particles revolving in the 
velocity gradient of the sheared fluid 

3. The energy absorbed by the interference of the particles with each 
other 

It is found that suspensions of monodisperse kaolinite in either water or 
a dispersing electrol 3 rte solution obey the following law: 

rfs = — + kiC + k<2,C^ 

where ki and are constants varying with the particle size and electrolyte 
in the susp)ending medium. The first and second terms predominate at 
low values of C, while the last term increases rapidly at higher concentra- 
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tions where the particles interfere. In Fig. 43 is shown the apparent 
viscosity of several deflocculated (Na-kaolinite) monodisperse suspensions 
on a basis of center-to-center distance of the particles, and it is clearly 
evident that as each fraction reaches a concentration such that the center 
to center distance is equal to the mean diameter of the particle, the viscosity 
increases rapidly. As a visual guide to the suspension, there are shown to 
scale in Figs. 44 and 45 two suspensions represented in Fig. 43. 

The thixotropy of a suspension is given by 

e = kzC + 

In the monodisperse kaolinite fractions, the value of 6 is eighteen times 
the value of the corresponding viscosity. The units of viscosity divided 



Fio. 44. C'ross section of particles of No. 5 fraction containing Na Kaolinite at a viscosity 
of 0.017 poise and a volume concentration of 0.05 solid. (/. Am. Ceram. Soc.) 

by the units of thixotropy give T~^j or in this case T = 0.05 sec, which 
probably corresponds to the gelation interval. As yet no completely 
satisfactory explanation of the mechanism of thixotropy has been advanced, 
but it is probably due to a scaffold structure formed by the anisotropic 
particles. 

The yield point of suspensions in water (H-kaolinite) may be shown to 
follow 

Fo = k^C^ 

over a wide range of concentration, fts varying with particle size. Well- 
deflocculated suspensions (Na-kaolinite), even in high concentration, show 
no measurable yield point. 

Figure 46 shows the influence of particle size and amount of ions added 
to a slip of constant solid content. The various-size fractions were 
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separated from a kaolin with a centrifuge and cleaned. Then definite 
amounts of sodium hydroxide were added in milliequivalents per 100 g of 
dry clay. The enormous and sudden reduction in apparent coefficient of 
viscosity on adding sodium hydroxide is evident in all cases. This is the 
principle of deflocculation, which permits fluid slips with low water content. 
The exact mechanism of deflocculation is not clearly understood at present, 
but it is believed that free OH ions over and above those absorbed on the 
clay are required to lower the particle charge and thus minimize the 
attraction forces between the particles, as discussed by Johnson and 
Norton. These OH ions can be produced by the ionization of bases like 
NaOH or by the hydrolysis of salts like Na 2 Si 03 . The positive ion accom- 



Fiq. 45. Cross section of particles of No. 5 fraction containing Na kaolinite at a viscosity of 
3 poises and a volume concentration of 0.28 solid. {J. Am, Ceram. Soc.) 


panying the OH ion must be monovalent; therefore calcium or magnesium 
salts will not deflocculate. Some of the recent work in colloidal chem¬ 
istry would indicate that the suspended particles are in equilibrium 
between a repulsion and attractive force and that this equilibrium is varied 
by added ions. Other factors such as organic matter and particle 
shapeare undoubtedly important, but at present there is not enough 
information on which to base any conclusions. 

Plastic Masses, Turning now to the plastic masses with a high 
enough yield point to resist gravity forces, it is well to consider some 
fundamental principles. In general, the three-component system, clay- 
water-air, may be expressed in the somewhat conventionalized volume 
diagram for a low molding pressure shown in Fig. 47. Such a diagram is 
made up by thoroughly mixing and kneading clay and water batches of 
successively increasing water content and molding each in a cylindrical 
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steel die at the given pressure. Provision is made for the escape of excess 
water. The wet and dry volume and the wet and dry weight will readily 
allow the volumes of air, water, and clay to be computed, provided the 
specific gravity of the clay is known. 

As the amount of water is increased, the total volume of the mix, 
which originally consisted of clay and air, shows little change as the pores 
become filled. At the critical point, all the voids in the clay are filled with 



Fig. 46. Viscosity of kaolin slips. 

water and the air phase vanishes. As the water is increased still further, 
the particles are separated by a film of increasing thickness until the 
maximum for stability is reached at that pressure. This may be termed 
the ''saturation point.” If more water than this was originally in the 
clay, it will be squeezed out in permeable pressing. 

The critical point is a very important one^ as above this point the mass 
shrinks on drying owing to the removal of the water films, as discussed in 
Chap. VII. The thicker and more numerous the films per unit length of 
clay specimen the greater the shrinkage. Below the critical point, there is 
little or no drying shrinkage. The critical point also is the dividing point 
between the consistency of a damp powder and a homogeneous plastic mass. 
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At a higher molding pressure such as would be obtained in a dry press, 
for example, the diagram would appear as shown in a, Fig. 47. Both the 
critical and saturation points are moved to low values of water content. 



Fig. 47. The clay-water-air system. 


There are often slight exceptions to the simplified diagrams shown 
here. For example, the total volume sometimes decreases slightly as 

water is added up to the critical 
point, for the water acts as a lubri¬ 
cant and allows closer packing. On 
the other hand, if the clay contains 
bentonite, the particles of which 
swell in water, drying shrinkage 
may occur below the critical point. 

The flow characteristics of plas¬ 
tic masses are shown in Fig. 48 for 
various water contents. The 

flow is elastico-plastic; and as the 
water increases, the yield point becomes lower while the maximum strain 
becomes greater. 

Measurement of Workability, The consistency of slips is best measured 
in a concentric cylinder viscosimeter, such as that developed by Mac- 



Fio. 48. Flow properties of a plastic body. 
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Michael. A modified instrument is shown in Fig. 49. In this instrument, 
an outer cup, which can be revolved on a vertical axis at various speeds, 
holds the slip. An inner cylinder is suspended coaxially with the outer 
cup on a torsion wire that measures the torque. By suitable calibration 
with standard sucrose solutions, the dial on the wire can be made to read 
the apparent viscosity coefficient of the slip in poises. In the case of slips, 
we have only to measure the apparent viscosity coefficient at various rates 
of shear to obtain all the dt^sin^d rheological properties. 



Fig. 49, Modified MaeMichacl-type viscosimeter. 

In the case of plastic masses, not only the deforming force is required 
but also the maximum deformation at fracture. The most useful method 
for evaluating the workability factor is to twist a hollow cylinder and 
obtain the stress-strain diagram in pure shear. A satisfactory machine 
for accomplishing this, which was developed some time ago in the Ceramic 
Laboratory at the Massachusetts Institute of Technology, is shown in 
Fig. 50. 

The specimen B, with its brass end pieces, is clamped in the torsion 
head C by means of a wedge, as shown more clearly in the detailed sketch. 
This offers a simple and secure locking device, which prevents any backlash 
during the test. The torsion head is rotated by the motor D through the 
reduction gear JS/, the flexible couplings F, and the gears G. The motor 
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and reduction unit are mounted on spring suspensions H to prevent any 
vibration from being transmitted to the remainder of the apparatus. This 
drive gives a constant speed with sufficient power for any of the tests with 
plastic materials. The speed of the motor can be altered by the voltage 
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Fig. 50. Apparatus for measuring workability. {Am. Ceram. Soc,) 

regulator I, and its direction is reversed by switches J and K, which 
independently control the separate field coils. In addition, the speed can 
be changed by various sets of gears at G. 

The angle of rotation of the specimen is recorded by the steel tape L, 
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one end of which is wound around a drum on the torque shaft and the 
other attached to the plate-holder arm so that the angular rotation is 
proportional to the movement of the smoked plate Af. This plate is held 
in a spring clip N and is illuminated from the back by the light 0 supplied 
by the 6-volt transformer R. This illumination is necessary for close obser¬ 
vation of the stylus in relation to the zero line, as will be described later. 

The torque on the specimen is measured by the deflection of the light 
aluminum arm S, which is pivoted on the center line of the specimen with 
the flexible steel emery knife edges T. The deflection of the end of the 
arm is, therefore, free from any friction effects and is proportional to the 
torque. In the case of the stiffer materials, the springs V are necessary to 
suppkiment the knife edges. Under these conditions, the vertical movc^- 
ment of the end of the arm S is propor¬ 
tional to the torque for the small angles 
employed. The movement of S is con¬ 
trolled by the dashpot F, filled with a 
light oil of a viscosity to give critical damp- § 
ing. Such damping is necessary wlu^n 2 
rapid movements of the arm occur in the ^ 
initial portion of the stress-strain diagram. 

The recording of the diagram takes 
place on the smoked glass plate M by 
means of a pointed steel stylus W held Fig. 51. Workability of a plastic 
against the plate lightly by the thin steel 

spring X so that very little friction results. The stop Y allows the stylus 
to be removed from the smoked-glass plate after the completion of a record. 

Referring back to Fig. 48, typical stress-strain diagrams of plastic clay 
at various water contents will be seen. The points to be noted are the 
yield point a, the twist at the breaking point, and the maximum torque. 
No one figure wall represent the workability, but a high yield point and 
high deformation will give the best value. Roughly, the product of the 
yield point and the maximum deformation may be taken as the workability. 
If this product is plotted against water content, it will show a maximum 
value at the consistency of best workability,^®®*'*®^ as shown in Fig. 51. 

The stress-strain diagram is altered by changing the rate of shear 
so it is well to perform the tests at a shear rate comparable with that 
encountered in a particular forming process. Clay masses are elastic up 
to the yield point only under rapid deformations. 

Numerous other methods have been mentioned for measuring work¬ 
ability, such as the orifice flow of Stull and Johnson, the tension test of 
Hyslop,®*^ and the cylinder-compression method of Roller, as well as 
the many impression methods similar to the Vicart needle. 
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Mechanism of Workability. A new theory explaining the workability 
of clay masses has recently been proposed by Norton/*®^ which may be 
called the ^'stretched-membrane'^ theory. The yield point exhibited by 
the plastic mass is explained by the compressive force exerted on it by the 
surface layer of water on the outside of the mass. This layer, as repre¬ 
sented in Fig. 52, may be thick in soft masses (a), in which case the surface 
curvature between the particles is of long radius and the surface tension 
forces due to capillarity are low. At the same time the particles are widely 
separated by water films as evidenced by the great drying shrinkage from 
this condition. On the other hand, if some of the water is removed from 
the mass (5), it becomes stiffer due to the surface film^s becoming thinner 



Fig. 52. Enlarged cross section of a plastic mass near the surface with varying amounts of 
water. (J. Am. Ceram. Soc.) 

and drawing down into the capillaries with a smaller radius of curvature. 
This puts the mass of particles under higher compression and thereby forces 
them closer together. Now unless this compressive force is balanced by 
an interparticle repulsion force, the particles will come together until they 
touch. But we know they do not touch, because drying shrinkage occurs, 
indicating that the separation is something of the order of 100 molecular 
layers. 

In Fig. 53 is shown the force field about a hydrogen clay particle as 
postulated by Hauser and Hirshon.^^®^ A flocked suspension settled out of 
water would be represented by point 5, where the attractive and repulsion 
forces just balance. Under the forces of shearing the particles will be sep¬ 
arated slightly, bringing attractive forces into play, which accounts for the 
yield point found in such a system. On the other hand, if a little water 
is removed from the system by compressing between porous pistons 
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(filtering) or by drying, the particles will come closer together, such as at 
point Cj so that interparticle repulsion forces are built up just to compen¬ 
sate for the external compression produced either by the pistons or by the 
surface capillarity. Therefore, it is incorrect to say, as usually stated in 
colloidal literature, that the particles in a flocked system are held together 
by attraction forces; rather there is always an equilibrium between the 
external forces and the interparticle forces, the former compression and the 
latter repulsion. 

It is rather difficult to visualize 
the forces acting in the clay mass as 
produced by the stretched mem¬ 
brane; however, the simple mechani- 
m\ diagrams shown in Fig. 54 should 
make the picture clearer. In diagram 
a there is shown a series of spheres 
held apart by compression springs 
loosely fitting inside of a tube. The 
spheres represent the clay particles, 
the springs the repulsion forces, and 
the water surrounding them, the water 
in the clay mass. If two tightly 
fitting pistons close the ends of the 
tube and Pi forces them together, it 
will readily be seen that the forces 
between the particles are not affected, 
and therefore, because of the incom¬ 
pressibility of the liquid, force Pi is 
resisted entirely by hydrostatic compression forces in the water itself, thus 
allowing no appreciable contraction of the total volume. 

Suppose, however, that we substitute porous pistons as shown in dia¬ 
gram by which represents the case of permeable pressing. In this case, it 
will easily be seen that now the force P 2 is not resisted by the water, as 
this can readily flow through the pistons. The force is consequently taken 
by the springs between the spheres; and if the pressure is large enough, 
these springs will be compressed until the spheres are actually touching. 

Diagram c represents the condition occurring in the free plastic mass. 
Here tight pistons are used; and instead of the force Pi, a capillary force Ps 
acts to put the water in hydrostatic tension. This action on the pistons 
will draw the particles together, compressing the springs, and gives closer 
packing only in so far as water is removed by the capillary. 

Therefore, it can be seen that in the case of the plastic clay mass the 
capillary forces of the stretched membrane act to draw the particles closer 


\urface of 
parf/cle 



Fig. 53. The field of force about a clay 
particle when surrounded by water. 
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together and that this force is balanced by the repulsion forces between the 
particles. 

The high capillary forces in wet clay are clearly brought out in the 
article by Westman/^^ where layers of clay were exposed to water on one 
side and nitrogen pressure on the other to balance the capillary forces. In 
this way, it was unnecessary to have a large column of water in tension, 
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Fig, 54 . Meclianical model of the elay-water system. 


which was a limiting factor in some of the older tests of this type. West- 
man found, as we should expect, rather low capillary forces in the coarser 
grained flint or feldspar but higher ones in kaolin and very high forces in 
fine-grained ball clay. His values in pounds per square inch are shown in 
Table 21: 


Table 21 


Material 

Flint. 

Feldspar. 

Kaolin. 

Ball clay. 


Pounds per 
Square Inch 
... 6 
... 10 
... 263 
... 880 
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This theory will account for the increasing yield point with decreasing 
water content, as well as for the greater workability in finer grained masses 
where the capillary forces are higher. 

A very simple direct proof of this theory is to fill a thin rubber balloon 
with dry, powdered clay. The material then will act like a dry powder; 
but if the balloon is slowly evacuated, so that the atmosphere, pressing on 
the rubber, forces the clay particles together like the water film, then the 
mass assumes the identical plastic properties of wet clay. 

Of course, the particles making up the mass have an important influence 
on workability. They should have a small size to produce small capillaries 
at the surface for a high yield point and numerous water films for good 
extensibility. Of all the natural materials, clay minerals have the smallest 
dimensions, a plate thickness of less than 0.1 Then again an active 
surface to stabilize the water film is necessary, and here again the clay 
minerals seem to be unique in possessing large negative charges. The 
work of Wilsongives some indication of how workability is connected 
with the size, shape, and composition of the particle, but more work of 
this nature is needed. 

2. The Casting Process. Casing Slips and Defloccnlcnts. The casting 
slip is a mixture of clays, nonplastics, and deflocculents proportioned to 
give the proper physical properties. A good slip should have in so far as 
possible the following properties: 

1. A low enough viscosity to flow into the mold readily 

2 . A high enough specific gravity to prevent settling of the nonplastic 

3. Ability to drain cleanly (in drain casting) 

4. Capable of giving sound casts (in solid casting) 

5. Stability of properties with aging 

6 . Quick release from the mold after casting 

7. Rapid casting properties 

8 . Low drying shrinkage after casting 

9. High dry strength after casting 

10 . High extensibility in the partly dried condition 

11 . Freedom from entrapped air 

Considerable experience is needed to make up a good casting slip, as 
the selection and proportioning of the clays are of great importance. How¬ 
ever, the deflocculation, which was formerly an art, can now be approached 
systematically. For example, samples of the dried or nearly dry ingredi¬ 
ents can be mixed with water to make several series of slips, of different 
specific gravity, and to each series can be added various amounts of defloc- 
culent. Viscosity measurements are now made on each sample, and the 
results plotted as shown in Fig. 56. The double minimum is probably 
due, as suggested by Dr. Hall, to the fact that the ball clay reaches a 
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minimum viscosity at a different pH from the kaolin. Point A might be 
selected as the conditions for a solid casting slip, and Point B for a drain 
casting. 

It is well known that NaOH, as used to deflocculate pure clay fractions, 
will not work so well with natural clays containing soluble salts, such as 
calcium and various adsorbed ions. On the other hand, NaaCOs or 
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Fia. 55, Viscosity curves for clay casting slips. 

Na2Si03 do work well. The reason for this is that the latter deflocculents 
produce insoluble products while the former does not. For example 

(Clay-.OH )2 Ca + CaS 04 + NagSiOa-^ 

2 (clay-OH-Na) + CaSiOs + Na 2 S 04 

or 

(Clay-OH )2 Ca + CaS 04 + Na 2 C 03 -^ 

2 (clay-OH-Na) + CaCO^ + Na 2 S 03 

The elimination of the troublesome Ca+ ions is thus accomplished. If 
necessary the SOs" “ can be taken out by adding a barium salt. 

The mechanism of casting has been studied in considerable detail. 

It consists essentially in the removal of the water from the slip next to the 





MOLDING METHODS 


109 


plaster mold surface by capillary suction, and this removal continues 
deeper into the slip with increased time. However, as the water must 
pass through the layer of solidified slip, the rate of casting decreases with 
time. Fine-grained clays such as ball clays form a low permeability layer 
and are thus slow casting. Besides the water removal from the slip, there 
is also a flocculating action caused by the C^a"^ ^ and SO3 ions migrating 
from the mold surface into the slip, thus stiffening the cast layer. 

In casting, there is some selective concentration of the finer materials 
on the mold surface and especially a preferred orientation of the clay plates 
parallel to the surface. This is readily proved by noting that a flat plate 
cast on one surface warps badly in drying and that the drying shrinkage 
parallel to the mold surface is less than normal to it. 

There are many special deflocculents suggested in the literature, though 
not extensively used in practice. For example, sodium tannate,^®®^ salts of 
sulfonic acid,^^'^^ humic acid, and many others have been used. 

The casting of high-grog bodies such as glass pots, are well described 
by Heindl, Massengale, and C-ossc^tte. They emphasize the careful 

sizing of the grog to give close packing and the selection of the clays to 
give the best casting properties. A typical slip composition is given in 
Table 22. 


Table 22. Guog ('asting Slip fob (iLASs Pots 


Mat(Tial P(‘r cent 

North Carolina kaolin.13 

Georgia kaolin. 9 

Tennessee No. 5 ball clay.10 

Kentucky No. 4 ball clay.10 

Maine feldspar. 5 

Grog: 10-20 mesh.18 

20-40 mesh.16 

40-100 mesh.10 

Through 40 mesh. 9 

Silicate of soda (‘^S” brand). 0.025 

Sodium carbonate. 0.012 


There have recently been considerable developments in the art of cast¬ 
ing nonplastics; and under the proper control, slips can be made up having 
casting properties equal to clay slips for either drain or solid casting. To 
illustrate, fused alumina is ground in a steel mill until the particles average 
2 to 5 /X. The slip is acid treated and washed to remove the iron and then 
deflocculated with acid to give a pH of about 3 and a specific gravity of 
3.0. In Fig. 56 are shown viscosity curves of a series of these slips to show 
the minima similar to those for clay slips. Properly made slips are non¬ 
settling, shrink enough to release from the mold, and have fair dry strength 
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but must, of course, be handled more carefully than clay bodies. More 
details of this casting process are given in Chap. XII. 

Molds, Space is not available here to go into the question of mold¬ 
making to any extent, but a few of the essential facts may be stated. 
Practically all the ceramic casting is done in plaster of Paris molds made 
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Fio. 56. Viscosity r-urves for fused alumina casting slips of 2 /i average particle size. 

from a mixture of good pottery plaster and water. In a modem plant, the 
mixing is carried out with a high-speed mechanical mixer, as it is found 
that this method gives a more uniform mold and one freer from bubbles. 
A good average composition for a casting mold would be 36 lb of water and 
40 lb of plaster, which is allowed to soak for 2 min and stirred for 
after which it is poured at once into the case or forms. Of course, the new 
batch of plaster must be prevented from sticking to the solid plaster case 
into which it is poured, and general practice in the ceramic industry is to 
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use a thick solution of soft soap (English Crown soap) and water to coat 
the surface of the solid plaster against which new plaster is to be poured. 
Apparently the soap forms an insoluble calcium compound on the surface 
of the plaster, which gives a polished surface with good wear resistance; 
consequently it is possible to cast a great many hundred molds from one 
case without losing accuracy. 

The molds are made for two types of casting: The first is called a 
'‘drain casting,” and the second a "solid casting.” In the first type, the 
slip is poured into the dry mold until it is completely full and allowed to 
stand for a sufficient length of time to build up on the dry plaster a layer 
of body of the required thickness, as shown in Fig. 57. This may take 
anywhere from five minutes to an hour or 
more, depending on the type of piece. As 
soon as the required wall is built up, the 
liquid slip in the center is drained out, 
leaving a uniform casting. The top edge 
of the mold has to be designed in such a 
way that a true upper edge can be obtained 
readily on the finished piece. As shown in 
Fig. 57, a spare is generally used, so the 
level of the slip is somewhat above the top 
edge. After draining, the body is trimmed 
with a vertically held knife tangent to the 
plaster surface, which should project out 
just to the thickness of the cast wall. 

In this way, a true edge can be quickly 
obtained. 

When the slips contain large particles of grog, it would be obviously 
impractical to make drain castings, because the inner surface would be 
extremely rough. In this case, it is usual to make a solid casting in a 
mold, somewhat as shown in Fig. 58, for casting saggers. Here the slip is 
poured into the center of the mold and fills the annular space, rising up 
into the vent holes. A head of slip must be kept on the mold at all times 
because the solid casting gradually shrinks as the slip becomes solid and 
additional material has to be supplied to take up this shrinkage. In other 
words, the design for a mold for a solid casting is identical in principle with 
the design of molds for casting metal, where the gate has to be of sufficient 
volume to supply metal while the piece is solidifying. 

Plaster molds naturally are comparatively soft and will wear after long 
use. It is a little difficult to give any exact figures on the life of a plaster 
mold, as this will depend on many factors. A mold for casting a fine¬ 
grained slip by the drain method may be made to give a hundred casts quite 
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satisfactorily if no fine detail is involved. Of course, the molds for casting 
grog bodies must take more wear and tear, but here we can afford to have 
considerable wear before the mold is discarded. The alkali used as a 
deflocculent in the slip will cause some deterioration of the mold, due to 
the salts being drawn into the mold where they become concentrated. It 
has been found that some of the organic deflocculents give a considerably 
greater mold life than the sodium carbonab^ and sodium silicate usually 
employed. 



Fia. 58. A mold for solid casting. 


Methods of CoMirig. The casting slip is made up by blunging the solid 
ingredients with water and a deflocculent. The slip is usually agitated for 
a considerable length of time in order to be sure that the (day is thoroughly 
wet and that the air bubbles are well removed. In some cases, the blunging 
is done with a high-speed mixer; in other plants, it is carried out in large 
vats with a slow-speed paddle. The fine-grained bodies for drain casting 
are generally made up in two stages; f.c., the material is blunged up first 
with w^ater to a rather thin consistency, passed through a screen of around 
80 to 120 mesh and over a magnetic separator, and then filter-pressed to 
remove most of the water. The filter cakes are then reblunged with defloc¬ 
culent and some of the screened slip to make up the final slip. 

These steps are taken in order to make a sufficiently fluid slip to screen 
before the deflocculent is added. In the case of coarse-grained bodies, the 
slip is usually made up directly with the deflocculent. 

The slip is often handled by pipe lines so that it can be fed under pres¬ 
sure to each casting bench, allowing the workman to fill his molds rapidly. 
In the case of the heavier slips, this cannot be readily done and the material 
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is handled in hoppers. Sometimes it has been found desirable to deair the 
slip in a vacuum before casting in order to make a more dense structure. 
Some manufacturers prefer to use their slip at an elevated temperature, 
perhaps 90°F. 



>'iG. 00. A wet pan for crushing or mixing, {tourteay of Clearfield Machine Company.) 


The handling of the scrap trimmed from the cast pieces presents quite 
a problem, as it must be mixed back with the original batch in such a way 
as not to disturb the deflocculation. 

3. The Soft-mud Process. The soft-mud process for making bricks, 
one of the oldest of all molding processes, has been used for making all types 



Fig. 61 , A pug mill for preparing clay. {Courtesy of E, M. Freese and Company,) 
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of brick from the earliest times. Although machines are available for 
making soft-mud bricks, they are used very little in the refractories indus¬ 
try, being confined to the manufacture of building brick; consequently 
here we will discuss only the hand-mold process. 

The hand-mold method is used for making brick in both small and 
medium shapes. This process is particularly suitable for making certain 
types of special shapes, particularly intricate ones where the mold cost 
would be prohibitive by other processes. However, the total shrinkage is 
high, running from 6 to 12 per cent. Figure 59 shows a flow sheet of a 
typical hand-mold process. The individual clays are taken from the 
storage piles and crushed in a jaw crusher or dry pan, after which they are 
placed in overhead bins so that they can be removed by gravity. In one 



Fig, 62. Interior of a pug mill. {Courtesy of E, M. Freese and Company.) 

process, the clays are proportioned in a batch and then fed to a wet pan 
(Fig. 60), where the whole mass is ground to the proper degree with water. 
Another method separates the grog into more or less definite-size fractions, 
which are then mixed together dry and the water mixed in either with a 
wet pan or with a pug mill (Figs. 61 and 62). The proper amount of 
water must be added to give a mix of the right consistency. A change of 
as little as 1 per cent can usually be detected by the molders. 

The plastic mix is taken from the mixing machine to the molders’ table 
located near the hot floor. The hand molder rolls a homogeneous slug of 
clay, sometimes called a “walk,” of a little more than the volume of the 
mold. This slug is then lifted over the head and thrown with considerable 
force into the mold, where the inertia forces it into every comer. If more 
than a few pieces are to be made, the mold is usually made of hardwood 
lined with Ke’in- si-®®! sheets. Sometimes loose pieces line the mold, 
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c. Forxniag the ends. 


Fig. 63. Metliod of 
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hand molding shapes. 


f • Dumping. 
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0. Cutting off the eap. 



i. Placing on the hot floor. 


Flo. 63 {continued}. Method 
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of hand molding shapes. 


1. Assembling mold. 


120 


REFRACTORIES 


which may be a single mold or may be divided by partitions to make a 
number of units. 

The clay is prevented from sticking to the mold by dusting the wet 
mold with sand between moldings or oiling it with brush or spray. When 
the mold has been filled, it is violently bumped to consolidate the clay; 
then the excess portion is cut off with a wire, and the top slicked down. 
In the case of the larger shapes, it is necessary to fill the mold with sev¬ 
eral walks of clay, but care must be taken to avoid lamination. The 
mold is then dumped either on the hot floor or on a pallet, and the piece 
is allowed to dry. 



Fig. 64. A hand re-pi esa. {Courtesy of IrUentational Clay Machinery Company.) 

The fine series of photographs in Fig. 63 shows the steps in molding 
a shape by this process. Usually, hand-molded pieces in the standard 
sizes are hand re-pressed; i.e.j the hand-molded piece with a water con¬ 
tent for stiff-mud consistency is placed in an oiled-steel die box (Fig. 64) 
and pressed to give an accurate shape and put on the brand. 

Perhaps 3 per cent of all standard-shape fireclay refractories are now 
made by the soft-mud process, a percentage much lower than it was ten 
or fifteen years ago. In addition, a considerable proportion of the special 
shapes are made by the soft-mud process. A hand molder and a boy 
can mold approximately 400 standard bricks per hour, and a hand re-presser 
and two off-bearers can handle up to 550 bricks per hour, a rate that 
demands very skillful operation of the re-press. In hand molding special 
shapes from soft mud, a molder and helper will turn out about seventy- 
five 9-in. equivalents per hour. 

It should be recalled that in the soft-mud process, the clay contains 
an amount of water somewhere between the critical point and the satura- 
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tion point, which allows the plastic mass to be deformed with a com¬ 
paratively small force without rupture and yet permits it to have a suf¬ 
ficiently high yield value to prevent the shape from slumping after it is 
removed from the mold. However, the yield value is only slightly above 
the gravity forces, as any shock or jar on the freshly molded shape will 
make it deform. 

The handmade bric^k are of open structure, quite resistant to spalling, 
and easily cut by the bricklayer. 



Fig. 66. A machine for molding silica bricks. The mud is dropped from the upper hopper 
into the mold below. {Courtesy of Harhinon-Walker Refractories Company.) 

Silica brick are usually made by the soft-mud process. The ganister 
is given a short treatment in a wet pan, when about 2 per cent milk of 
lime is added. The comparatively nonplastic mix is thrown into molds 
in the same way as for hand-molded clay bricks. However, the molds 
are steel, and push blocks have to be used in stripping because of the low 
strength of the brick. Since the yield point of the mix is very low, care 
must be taken not to jar the finished piece until it becomes dry. 

Machines are now used for molding silica brick. The hydraulic press 
is used to some extent in this country and largely abroad, using about 
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4 per cent water and 5,000 psi pressure, but a dropping machinethat 
simulates hand molding has been quite successful in this country. It 
(Fig. 65) is entirely automatic, dropping slugs of the silica mix into the 
mold on a heavy anvil, slicking, and stripping. In this country lime 
alone is used as a bond, but in Europe sulfite liquor is used in addition. 



Fio. 66. A typical flow diagram for the manufacture of stifl-mud brick. {Courtwy of 
E, H» Van Schoick, American Refractories Institute,) 
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4. The Stiflf-mud Process. The stiff-mud brick are made with a con¬ 
sistency just above the critical point; therefore considerable force is 
required to form the clay. Most of the refractories made by this process 
are formed by forcing the plastic material through a die from which it 
emerges as a more or less homogeneous column that can be cut off into 
definite lengths. This column is generally produced by an auger, con¬ 
sisting of a propeller-shaped screw running in a trough, which forces the 
clay with high pressure through a die. Steam-pressed brick are forced 
through a die with a piston operated by steam pressure, an intermittent 
process. 

A flow sheet of the stiff-mud process is shown in Fig. 66, in which 
the clays are prepared in much the same way as for the handmade bric^ks. 



Fig. 67. An auger for producing a uniform column of clay. {Courtesy of W. A. Riddell 
Company.) 

Water is added to the mixture with either a wet pan or a pug mill. The 
latter is generally preferred because it is a continuous process and better 
adapted to feeding the auger. The pug mill (Figs. 61 and 62) is a long, 
trough-shaped container with one or two horizontal shafts running down 
the center, having attached to them suitable blades for kneading and 
mixing the clay and propelling it gradually toward the exit end. Water 
can be added to the material in the pug mill to bring the mixture to the 
proper consistency. 

The auger, as shown in Fig. 67, must be a well-designed machine in 
order to produce a uniform column. It is important in designing the die 
to assure an even velocity of the clay in all parts of the stream to prevent 
strains. Also the auger must be designed so as to prevent laminations, 
which often occur in the center of the column as an S-shape crack. The 
die itself is generally lubricated with oil to reduce the friction, and often 
it is steam heated for the same purpose. It has been found that if the 
clay is mixed in the auger in a vacuum chamber, the air is readily 

removed and a more dense and homogeneous column is produced in 
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Fig. 68. Section of deairing auger. (Courtesy of The Fate-Root- 
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09. A miiltii)le-wire cutter for dividing the column of clay from the auger into brick.s. 
{('ouriesy of The Bonnot Company.) 



Fig. 70. A machine re-press. {Courtesy of The Bonnot Company.) 
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c. Slicking. 


Fig. 71. Method of air 
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d. Stripping. 



e. Showing loone pieces. 



f. Finished block. 


ramming of stifif-mud shapes. 
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passing through the die. One method of deairing in the auger is shown 
in Fig. 68. Deairing has now become a very common practice in stiff- 
mud operation and enables the produ(dion of sound bricks from clays 
that previously could not be readily handled. It also permits a denser 
structure to be obtained. However, deairing is not necessary for all 
bodies, as many of them can be handled quite satisfactorily without it. 
In fact, deairing seems to make some plastic mixes harder to dry and biu’n. 

The column of clay from the auger is cut into uniform sections with 
a wire cutter, as shown in Fig. 69. Many designs of cutter are avail¬ 
able, but they all operate on the principle of passing one or more stec'l 
wires through the column. It is difficult to operate a wire cutter satis¬ 
factorily if the grog content of the body is very high or if the size of the 
grog is very large. 

There are few cases where the wire-cut brick produced are sufficiently 
uniform in size for use as refrac^tories. Therefore the general practic(^ is 
to pass them through a machine re-press as shown in Fig. 70, where 
they are actually formed to size and the brand put on. After being 
re-pressed, the brick are quite firm and can be readily handled and stached 
on the drier cars. 

Since stiff-mud brick have a strong tough structure, are good bri(*ks 
for cutting, and are quite resistant to abrasion and slag, they can be used 
wherever a dense, strong brick is needed. 

It is estimated that approximately 22 per cent of the fireclay refrac*- 
tories made in this country are produced by the auger and re-pn*ss. 
Inasmuch as an auger will produce as many as 6,000 bricks an hour and 
one machine re-press will turn out from 1,500 to 2,200 bricks per hour, 
four re-presses are generally set up with one auger. 

Small, fine-grained refractories, such as tubes, can be extruded readily. 
If the plastic content is low, binders and lubricants can be added to give 
good flow properties. 

A good many shapes, especially the medium and large ones, are made 
with a stiff-mud mix containing a high grog content because of the small 
total shrinkage and low warpage, even though the labor cost is higher 
than for the soft-mud method. Hard maple molds lined with 
steel are generally used, often with loose pieces. The mix is fed in slowly 
and continuously by one man while the other consolidates it with an air 
hammer having a corrugated foot. The whole process is clearly shown 
in the photographs of Fig. 71. 

6. The Dry-press Process. In the dry-press process of making refrac¬ 
tories, the clay has the consistency of a damp powder containing perhaps 
7 to 10 per cent water. Only by high pressure can it be consolidated 
into a homogeneous mass. The flow sheet for the dry-press method is 
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Flo. 72. Typical flow diagram for the manufacture of dry-press refractories. (Courtcey of 
A. V. Hughes, American Refractories Institute.) 
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shown in Fig. 72, in which the preparation of the clays is very much the 
same as for the preceding processes. In the Missouri district, the clays 
and grogs are often coarsely crushed, stored in bins, and recombined by 
feeders into dry pans, where they are further ground, screened, and 
tempered. The mix is aged for 24 hr and then fed to the presses. Modern 
practice seems to be favoring the more careful control of the sizing of 
the grog and flint clays by screening and recombining in definite propor¬ 
tions. The mixture of dry materials is then moistened in a pan or a pug 
mill and brought up to the proper consistenc^y. Cei tain types of spcn ial 



Fig. 73 , A dry press in operation with the brick set directly on the tunnel kiln car. {Cour¬ 
tesy of the Harbinon-Walker Refractories Comjmny.) 


mixers^®^^ are used to a considerable extent for this purpose. The mixed 
material is delivered to a hopper over the dry press, where the mixing 
action is continued, and permitted to flow into the dry press as needed. 

The dry prt^ss itself (Fig. 73) is usually the toggle type, pressing four 
standard bricks at one time. However, hydraulic presses are used for 
certain types of refractory. The operation of the toggle press will be 
shown clearly by the excellent diagrams, prepared by Dr. G. E. Seil, in 
Fig. 74, which shows the va#ious cycles in the pressing process. In 
order to make uniform brick, it is essential that the mix be uniform, that 
the same weight of the material be always charged into the dies each 
stroke, and that it be evenly distributed in the die box.^®^'^^ For non¬ 
plastic mixes like magnesite and chromite, a small amount, about 34 
of 1 per cent, of organic binder such as dextrine is flsed. 
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Until recently, the exact pressures in the toggle press were not known 
precisely. Now^®®’®^^ they can be determined by the stretch of the side 
arms, which indicate pressures as high as 14,000 psi. With many materi¬ 
als, the maximum pressure is limited by the expansion, which causes 
pressure cracking, of the entrapped air on releasing the pressure. Reciently, 
many presseshave been fitted with vacuum attachments that pull 



Fig. 74a. This figure shows the various cycles in the operation of a dry press when forming 
a brick, (a) Represents position No. 18. The crankshaft R has reached position No. 18 and 
has moved connecting beam A to its most forward position. The toggle pin B and connecting 
beam have now entered the portion of the cycle where they follow the radius of upper toggle 
B to position No. 2, where the lifting shoe C again comes in contact with lifting roller D. The 
side bars E have traveled from their topmost point at position No. 13, to their lowest point at 
No. 18, compressing equalizing spring F and bringing with them the upper toggle B, the lower 
croashead K, and the pressure-adjusting mechanism. They pivot at point (rp, cause point Gf 
to press on saddle bar S and, by the tension placed on saddle rod IF, they bring the lower die M 
to a level predetermined by the setting of point Gp. The charger H remains at rest until 
position No. 14, at No. 18 it has removed the finished brick and has begun to return to rest 
after it has filled the moldiboxes. {Prepared by Dr. G. E. Seil, E. J. Lavino and Company.) 
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the air out of the die box and mix as soon as the top pad enters the box. 
Slots about 0.007 in. wide in the pads connect to the vacuum system. 

The brick discharged from the dry press can usually be set on the 
tunnel kiln cars with little or no drying. The rate of forming dry-press 
brick on the toggle press runs between 1,000 and 2,000 brick per hr. 
The dry-press process is used very extensively in the industry, and it is 



Fig. 745. Repre.sents position No. 24. At position No. 24 the connecting beam A and the 
upper toggle pin Bp are about midway along the arc made by the upper toggle B, The lifting 
shoe C has not yet come in contact with the lifting roller D. The side bars E, the upper 
toggle B, the lower crosshead K, and the pressure-adjusting mechanism G remain in the same 
position as No. 18. The upper die L has moved from its peak position at No. 16 to No. 24, 
where it has come in contact with the loose material and has slightly compressed it. The 
lower die Af, which had been stationary from No. 18 to No. 23, has now moved to a new level 
owing to the pressure of the upper die on the now partly pressed material. This action 
compresses saddle springs J, lowers saddle rod W, and saddle bar *S from point Of on the 
pressure-adjusting mechanism. The equalizing spring F remains as before. The charger H 
has returned to rest at No. 20. 
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estimated that 70 per cent of the fireclay refractories and practically all 
the magnesite and chrome refractories are made by the dry-press process. 

The bricks produced by dry pressing are very uniform in size, with 
strong corners and edges and little tendency to warp. They have good 
spalling resistance and generally good resistance to load. 

The thickness of the dry-pressed piece is limited by the side-wall 
friction to about 4 in. in the conventional press, but numerous attempts 
have been made to improve this condition. In one method developed in 
Germany/^^®^ the bottom platen is vibrated while pressure is applied to 



Fig. 74c. . Represents position No. 2. At position No. 2 the upper toggle pin Dp and connect¬ 
ing beam A have completed the movement along the radius of upper toggle B, and have now 
brought the lifting shoe C in contact with lifting roller D. The side bars E remain in the same 
position as shown in Figs. No. a and No. h. The upper die L has further compressed the 
material, but has not yet pressed the brick to its finished size. The pressure of the top die on 
the material has caused the lower die M to compress fully the saddle springs J to where the 
saddle plate N comes in contact with the lower crosshead K. 
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the top one. In another, the sides of the mold box are oscillated up and 
down, so pressure is maintained between the platens in an effort to mini¬ 
mize the wall friction. Much work has been done by the powder metal¬ 
lurgist in studying the pressure distribution in pressed powders by 



Fio. 74c?. Represents position No. 5-^. At position No. 5-^ the first maximum pressure is 
reached and the material is pressed to its finished thickness. The side bars E, the upper 
toggle B, the lower toggle P, the upper die L, and lower die M, and lower crosshead K have 
continued to rise owing to the action of the connecting beam A and lifting .shoe C on lifting 
roller 1). At this point the side bars have lost contact with equalizing spring F, saddle plate N 
is still in contact with lower crosshead A, while saddle springs J are still fully compressed. The 
pressure-adjusting mechanism G has been rising with the lower crosshead using point (rp as a 
pivot. 

incorporating a lead grid into the mass and later studying its deformation 
by X-ray pictures. Here it was found that the proper wall lubrication 
did much to equalize the pressure. 

When molding small dry-pressed pieces, it is common practice to use 
a lubricant or plasticizer to permit a more even distribution of pressure 
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and to minimize die wear. Some of the lubricants used are waxes, both 
water soluble and emulsions; stearates; fatty oils; polyvinyl alcohol 
and cetyl alcohol. Inorganic binders can also be used to increase plasticity 
and green strength. Commonly used binders are gelatin, dextrin, flour, 
starch, gums, and cellulose. In addition, an antisticking agent is some¬ 
times added, such as a sulfonic acid, to aid removal from the die. The 



P'lG. 74e. Represents position No. 6. Conditions at position No. 6 are changed slightly. 
The side bars have risen a little liigher and the crankshaft R has reached its maximum throw, 
bringing connecting beam A to its extreme horizontal movement and toggle pin Bp over the 
center line of the side bars. 


total amount of additions to the mix will generally run from 0.1 to 10 per 
cent, A good description of these organic additions is discussed in the 
references, tns.no.in.ios) 

The molding of carbon blocks is carried out with a heated mix of coke 
and tar pressed into molds for the smaller pieces and rammed with an 
air hammer for the larger pieces. 

Mixes of the dry-press consistency can be molded by hand ramming 
under special conditions. A patented process known as the Scheidhauer 
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and Giessing process uses a deflocculated slip of clays^^^®^ mulled into 
carefully sized grog. The resultant mix contains about 90 per cent grog 
and 10 per cent clay, with a total water content of 5 to 6 per cent. By 
heavy ramming in rigid steel molds, large shapes can be made with a total 
shrinkage of not more than of 1 per cent. The photographs in Fig. 
75 show clearly hoAv a large tile is made by this process. A modifica- 



P"iQ. 74/. Represents position No. 7-^4. At position No. 7-3'4 maximum pressure is again 
developed as upper toggle B and lower toggle P again pass over the center line of the side bars. 
The saddle plate N is still on contact with the lower cro.sshead K, where it will remain until 
No. 8 is reached. The pressure-adjusting mechanism G is still rising with the side bars E and 
lower crosshead, using Gp as a pivot. 

tion of this method is described in a patent to Singer and Beken,^^^*^^ where 
the coating slip is flocculated before pressing. 

6. Hydrostatic Molding of Refractory Powders. Hydrostatic pressing 
methods have been used quite successfully in the compaction of metal and 
refractory powders not particularly adaptable to slip casting or other 
methods of molding. 

The powder to be pressed is graded by the usual methods in order to 
obtain the correct particle-size distribution offering the best packing 
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densities. As is shown in Fig. 76, a rubber mold is supported by an 
aluminum-segmented container, the latter mounted in the loading jig 
as shown. The steel mandrel, which defines the internal shape of the 
refractory body to be pressed, is located by means of a recess in the top 



Fig. 74^. Represents position No. 11. At position No. 11 the side bars E have almost 
reached their highest point. The saddle springs J have come into action and have begun to 
push the lower die M to table level removing the finished brick. The upper die L has been 
rising slightly faster than the lower crosshead K. The brick is held against its face by the 
pressure of the saddle springs. The lifting shoe C is still in contact with the lifting roller D, 

platen of the jig and held firmly by a stud bolt. The retainer ring, 
which supports the top of the aluminum segmented container, is also 
held in position by a recess in the top platen of the jig. The top platen 
assembly is held securely against the spacer rods by means of large wing 
nuts. 
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The dry powder is fed through slots in the top platen and vibrated to 
obtain good packing. A tamping tool, inserted through the powder- 
loading slots in the top platen, may also be used to ensure this condition. 
After the mold is loaded, the upper platen of the jig is dismantled (the 
steel mandrel is left in the mold) and the rubber retaining cup is slipped 



Fig. 7Ak. RcprcHents position No. 14. The crossliead K at No. 14 has passed its highest 
point. The lower die M has been raised to table level where it is stopped by holts T striking 
mold-box beams V. The charger H at this point has begun to remove the finislied brick. The 
downward motion of the side bars E and crosshead K has lowered the pressure-adjusting 
mechanism G. 

into place. The stud bolt is used to keep the rubber retaining cup in 
position, but the retaining ring and aluminum container are removed. 

The rubber mold assembly consisting of the rubber wall form, the 
refractory powder, the rubber retaining cup, the steel mandrel, and stud 
bolt are now ready for loading into the hydrostatic chamber by a screw 
eye attached to the top of the stud bolt. 

The hydrostatic chamber (Fig. 77) consists of a heavy steel-walled 
cylinder equipped with a self-sealing plunger, as suggested by Dr. 
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Bridgeman at Harvard, consisting of a two-piece plunger and a neoprene 
washer between three triangular-section brass rings. Water, with rust 
inhibitor added, is put in the chamber with the rubber mold assembly, 
and the plunger is inserted. As load is applied to the plunger by a 
hydraulic press, some of the air entrapped in the cavity is allowed to 



Fig. 74i. Represents position No. 16, At position No. 16 the crosshead K has continued to 
move downward taking with it the pressure-adju.sting mechanism G until point Gf comes in 
contact with saddle bar *S and starts to compress saddle springs J. The setting of the pressure¬ 
adjusting mechanism decides the length of movement of the lower die M and allows the mold 
box to be filled to the desired depth. The charger H has further removed the finished brick 
and has started to fill the mold with loose material. 


squeeze out between the plunger and the accurately honed bearing surface 
of the chamber. As more load is applied, the neoprene washer is deformed 
and is forced against the cylinder surface. At a very high pressure the 
brass rings tend to expand and, essentially, reinforce the neoprene seal. 
In general, pressures of 100,000 psi are used for the hydrostatic pressing 
operation. After pressing, the load is released, the plunger disassembled 
and removed, and the rubber mold assembly is lifted from the chamber, 
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c. Finishing the top. 


Fig. 76. Making a large tile 
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with a low water-content mix. 


/. Block ready for drying. 
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dried, and, in turn, dismantled. If the surface of the mandrel is smooth, 
the refractory body can be removed easily and, surprisingly enough, is 
strong for handling even though no bond is used. On firing, the shrinkage 
is very uniform, so that any tendency to crack or distort is minimized, 

7. Molding of Insulating Firebrick. The production of highly porous, 
lightweight refractories requires somewhat different methods from that 
employed for the heavier materials. Therefore, it was thought advisable 
to devote a special section to the molding of this product. An excellent 
review of this subjec^t is given by Foster. 


Powder 


-Top p/a fen 
Pefa/nerring 
SfeeJ mandre/ 
Rubbermo/d 



Fig. 76. Method of charging rubber molds. 


Method of Obtaining Pores. Perhaps the most common method of 
producing pores in a fireclay product is to introduce in the plastic mix an 
organic material that later on can be burned out to leave voids. Some¬ 
times this organic material may be peat, which is naturally mixed with 
the fireclay, but usually it is necessary to add granular organic material 
such as ground wood, cork, or other materials of this type. Of course, 
the properties of the finished product will depend not only on the clay 
but on the size, shape, and amount of the organic particles. 

A somewhat different method of producing pores consists in adding to 
the clay mix granular sublimable material such as flake naphthalene. 
When the ware is dried at high temperature, the naphthalene can be sub¬ 
limed, leaving pores in the dried-clay product. The naphthalene vapor 
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can be cooled and used over again. Although this process has been 
employed industrially, it is not in common use at the present time. 

Still another method of forming the pores in the clayware is to introduce 
into the clay, whi(*.h has been made to the consistency of a thick slip, 
bubbles of gas that are sufficiently stable to remain in the mix until the 



Jransi^erse hofe 
to facilitate hanot/ing 
an(pi remoi^al 


Carefully /loneo! 
surface 


Brace rings 


Neoprene rubber 


gasket 


Scre\i^ eye 

Water with rust 
inhibitor added 

Rubber retainer 
cup 

Hydrostatic 

chamber 


Steel mandrel 
Rubber mold 
Poivder 


Fiq. 77. Hydrostatic chariibcr for molding. 


material is dried and burned. This method seems very attractive, as the 
cost of the organic material is eliminated; but practically, difficulties are 
encountered in stabilizing the bubbles so that they are of uniform fine size 
and evenly distributed throughout the mass. The method patented by 
Eriksson produces bubbles in the clay mix by the addition of powdered 
aluminum or zinc and alkali so that each particle of aluminum is decom¬ 
posed and forms a bubble of hydrogen. Others accomphsh the same effect 
by stirring finely divided lime into the soft mix and then acidifying, witii 
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the result that each particle of lime is decomposed, forming a bubble of 
carbon dioxide. Still another method, such as those patented by Eric- 
son and Roos,^^^^^ consists in making a preformed foam, which is then 
stirred into the clay slip. Such a foam, of course, has to have considerable 
stability in order that this process may be successful. 

All the bubble-structure refractories must have some stabilizing device 
to hold the bubbles as individuals and prevent their coalescing into larger 
ones. In the Husain and Bole^^^^^ patents, this is accomplished by adding 
gypsum plaster to the mix and permitting it to set, thus stabilizing the 
bubbles. In fact, there is probably no suecevssful bubble process that does 
not use some stabilizing method, either plaster or a flocculent;^^^*'^^ and for 
this reason, it is difficult, because of the fluxing elements added, to make 
high-temperature insulating firebrick by the bubble process. 

A high porosity can also be obtained by adding to the mix an inorganic 
refractory material having itself a high porosity. Such materials include 
diatomaceous earth, bloated clay pellets, or porous grog. 

Molding Methods. The molding of the insulating firebrick mixes is not 
particularly difficult, as the mixtures containing organic matter can be 
readily molded by the soft-mud method, whereas the bubble method is 
best carried out by pouring the slip into molds until the mass has set. Use 
of the stiff-mud or dry-press method for these highly porous materials is 
difficult; for if they contain organic matter, they are usually rather elastic 
and difficulties from pressure cracking are troublesome. On the other 
hand, if the bubble process is used, any considerable amount of pressure 
would squeeze the air out of the structure and the density would be too 
high. 

Chesters^^^B) describe the forming of basic insulating brick. 


Taple 23. Use of Wear-resisting Metals 
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8* Abrasion-resisting Metals. In the stiff-mud and dry-press process 
previously mentioned, numerous metal parts receive considerable wear as 
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a result of the abrasive action of the grog particles in the mix. These 
parts include the mullers of the wet and dry pan, the blades of pug mills 
and augers, auger dies, and the die boxes of re-presses and dry presses. 
Table 23 gives a summary of a number of wear-resisting metals that have 
been used.^®^^ There is, however, at present no great uniformity in the 
use of these materials, as some plants will obtain better life with one and 
some plants with another, owing, perhaps, to the differences in their mixes. 
A great deal of development work is still to be done in this field. 

Dry-press and re-press die wear depends greatly on the mix. One 
hundred million bricks can be produced from plastic and flint clay in a set 
of liners; but when high-grog clay bricks or highly l:)urned magnesite or 
chrome are used, the life may drop to as low as 5,000 bricks. 



(a) Cubical Cb) Single stagger (o') Double 5fag9cr 




(d) Pyramidal 


(e) Tetrahedral 


Fig. 78. Various methods of packing spherical particles. 


9. Grog Sizing. The manufacturer of refractories is coming more and 
more to realize the importance of maintaining consistency of particle sizes 
of the grog or flint clay portion of his mix, especially where he has to make 
a low-porosity or low-shrinking refractory or an unburned refractory with 
a chemical bond. It has also been found that proper sizing helps the spall¬ 
ing resistance. Some manufacturers are going so far as to divide their 
particles by screens into a series of size fractions and then are recombining 
them by definite weights to produce the desired distribution. Others 
control size by proper adjustments of screens and crushers. 

If the one-component system is considered first, i.e.^ particles having a 
single diameter, it will be found that the closeness of packing depends on 
the arrangement of particles and their shapes. Taking the simplest case, 
spheres, there are five different methods of packing, which are shown 
in Fig. 78 and the results given in Table 24. 
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In the case of irregular particles as would be obtained from a crusher, 
the packing varies between 40 and 50 per cent, although theoretically, 
with perfectly arranged cubes, the voids would be zero. 

Table 24. Voids with Different Methods of Packing^^^^ 


Type of packing of spheres, Voids, 

in Fig. 78 per cent 

Cubical. 47.64 

Single stagger (cubical tetrahedral). 39.55 

Double stagger. 30.20 

Pyramidal. 25.95 

Tetrahedral. 25.95 


Consider next, the two-component system wherein a coarse grain and a 
fine grain are mixed and shaken down to the minimum volume; the clearest 
picture of the situation can be obtained b}^ referring to the packing dia¬ 
gram of Westman^’“^’^‘^‘‘*^ shown in Fig. 79. Along the base is plotted the 



proportion of coarse and fine in the mix, giving a constant total weight. 
On the vertical scale are plotted volumes. A line AB represents the true 
volume of the mixture. Point C represents the apparent volume of the 
coarse mix, and D the apparent volume of the fine mix, the apparent volume 
being the true volume plus the volume of voids. Now suppose that a 
small proportion of the coarse material is replaced by fine material. It is 
obvious that up to a certain point, the fines will simply fill the voids 
between the larger grains and therefore the total apparent volume will 
decrease in proportion to the amount of fines added. Accordingly, the 
theoretical apparent volume will follow the curve CE. Now starting from 
the other end of the diagram, if a certain amount of the fine material is 
replaced by the coarse, the coarse material will displace, an equal volume 
of fine material and the voids existing in the fines. Therefore the total 
volume will decrease owing to an elimination of a portion of the voids in 
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the finer material. Consequently, the line AD will represent the theo¬ 
retical apparent volumes. Where the lines CE and AD cross will be the 
minimum volume from a mixture of coarse and fine having an infinite ratio 
between the diameters. Actually, however, we have a finite ratio, and the 
actual curve of apparent volume will be indicated by H, The line CD is 
the apparent volume of the fractions before mixing, and the distance G 
represents the shrinkage in volume during the mixing process. 



Fig. 80. Porosity diagram for crushed kaolin grog; individual fractions and binary mixtures. 
{J. Am, Ceram, Soc.) 


Results obtained on crushed kaolin grog are given in Fig. 80 where 
are shown individual s(T(‘ened frat'tions and binary mixtures of these frac¬ 
tions mixed to give the densest packing. 

When we come to systems of three compontmts, the apparent volumt^ 
can be indicated by surfaces. It will be found, howevcT, that from prac- 
ti(*;al considerations, little is gained by using more than two or three 
components in the mixture because of the impossibility of g(‘tting large- 


Coerrse 

40 



Medium 234 56789 Fine 

Fig. 81. Porosity aiagram for crushed kaolin grog; ternary mixtures. {J> Am. Ceram. Soc.) 
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diameter ratios between the successive sizes. Figure 81 shows a 
three-component diagram for the crushed kaolin grog of Fig. 80. The 
densest mix has a proportion of 40 per cent fine, 50 per cent coarse, and 
10 per cent medium, giving a porosity of 22 per cent. 

10. Chemical Bonding. A great deal of interest has been shown 
recently in refractories that are chemically bonded with a setting material, 
which gives to the brick sufficient mechanical strength so that it can be 
used in the furnace without previous burning. In order to do this, it is 
necessary to have a large proportion of well-fired nonplastic material in the 
brick and have it sized in such a way as to give a very dense packing. In 
addition, the bricks must be pressed under high enough pressure to reduce 
the voids as far as possible. Bricks of tliis type have been made of mag¬ 
nesite, chrome, and fireclays. 

One type of bond consists of magnesium chloride or magnesium oxy¬ 
chloride, used generally with a magnesite or (ihrome base. The patent of 
France^^^'*^^^ is typical of this type. Another l^ond is phosphoric acid, 
w}ii(‘.h has been used with a zirconia base according to the patent of Mor- 
gand^i’is^) and with an aluminous material in the patent of Hood.d-’^^) 
Bonds have also been suggested, such as silicate of soda^^^^ and a soluble 
aluminum salt, according to the patent of Betts, However, one dif- 
ficailty with the use of soluble salts is their migration to the surface on 
drying. 

A great many organic types of bonds have been suggested. A synthetic 
resin bond is indicated in the patent of Danc'hower,^^^) and Schwartz- 
walderd^^^ suggests the use of bakelite. Aluminum formate is used for 
bonding silica-alumina materials by Rohde, Methyl silicate has also 
been suggested in a number of occasions as a bond for silica-alumina 
refractories, since a colloidal silica having considerable strength is precipi¬ 
tated. Other organic materials such as lins(‘ed oil and sulfide waste 
liquords9> have been suggested. For lower temperature refractories, it is 
possible to use a high-alumina cement. 

In looking over the list of bonds, it will be noted that many of them are 
at present too expensive for use anywhere except in laboratory-type refrac¬ 
tories. Others have some practical difficulties; e.g., the phosphoric acid is 
so hydroscopic and so hazardous to the health of workmen that it has oper¬ 
ating difficulties. Probably the most useful bonds at present are the magne¬ 
sium oxychloride, sulfate waste, and high-alumina cement. 

The chemically bonded refractories in some types of service give results 
superior to the burned refractories, especially in resistance to spalling; 
consequently, they have definitely taken a place in our refractory produc¬ 
tion. Of course, the first thought on considering this type of refractory 
is the great saving in firing cost; but when the problem is analyzed, it is 
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usually found that with the additional cost of the bond and the necessity 
for carefully sizing the nonplastic, which comprises practically the whole 
brick, the total cost is little, if any, less than for the burned brick. 

11. Hot Molding. The suggestion has been put forth from time to 
time of producing refractories by pressing the heated refractory material in 
the mold so that the bonding would take place by welding together the 
particles while they were sufficiently hot to have a certain amount of glass 
in the viscous condition. Such a method is suggested in the patent of 
Duffield.^^®®^ Many experimenters have shown that a comparatively 
strong brick can be made at a temperature much below the burning tem¬ 
perature if pressure is exerted. However, this attractive process of 
molding refractories has not proved commercially successful because of the 
great difficulty in providing molds that will operate at the high tempera¬ 
tures necessary and still give a reasonable amount of life. Special refrac¬ 
tories such as boron carbide are hot pressed, a process described in 
Chap. VIII. 
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CHAPTER VII 


DRYING 

1. The Mechanism of Drying. The work of Sherwood and his 
collaborators has done much to give a clear picture of the drying process in 
porous solids. It is logical to divide the drying into two periods: the 
constant-rate period and the falling-rate period. 

The Constant-rate Period. At the start of the drying process, when the 
clay contains enough water at least to fill the pores, there will be a continu¬ 
ous film of water over the surface particles, as evidenced by the compara¬ 
tively dark color of the wet clay. It is therefore not unexpected to find 
that the rate of drying per unit area of surface is substantially the same as 
for a free water surface. This rate in terms of temperature, humidity, 
and velocity of the air is shown in Fig. 82. As the drying proceeds at this 
rate, it is obvious that water must travel through the pores toward the sur¬ 
face to supply the evaporation loss. In all but exceptional cases, where the 
drying rate is very high or the clay very fine grained, the water will travel 
by capillary forces as fast as it is carried away. In the case of clay, the 
piece will shrink in volume equivalent to the volume of water lost until the 
particles touch, and thereafter air must enter the pores to take the place of 
the water. Soon after this happens, it will be found that the water cannot 
travel to the surface fast enough to maintain an unbroken surface film; so 
the drying rate starts to decrease. This rather sharply defined point may 
be called the ‘‘critical point^^ and corresponds approximately to cessation 
of shrinkage. 

It might be thought that a nonshrinking material like sand and water 
would not show any constant-rate period because the pores would start to 
empty at once. Experiments show this to be true when the particles are 
fine; but when the particles are coarse, the resistance to flow is so slight that 
even with air in the pores, the surface drying rate is the governing factor. 
This is shown clearly in Fig. 83 for a fine and coarse sand. 

The Falling-rate Period. Beyond the critical point, the drying rate is 
. governed by the rate of transfer of water from the interior to the surface 
and rapidly becomes less as the drying proceeds. It is believed that beyond 
the critical point, the continuous surface film is broken and the water sur¬ 
face recedes into the capillaries, giving the light color to the clay at this 
stage. As the drying proceeds, more and more of the water is converted 
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inside the structure into vapor, making it necessary for this to travel out 
through the nearly empty capillaries to the surface. 

In Fig. 84, an attempt has been made to show how an enlarged secjtion 
of the clay would look at various stages of the drying proc^ess. In Ay the 



Dry Bulb Temperature, Deg.F. 


Fig. 82. Evaporation chart for free water surface. (C. B. Shepherd, C. Hadlock, and H. C. 
Brewer, Industrial and Engineering Chemistj^, 1938.) 

clay particles are well separated by a water film, which also runs continu¬ 
ously over the surface. In B, the amount of water has decreased until the 
particles touch one another, but there is still a continuous surface film. In 



Fig. 83. Drying rates of sand-water mixes. {After Sherwood,) 
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C, the water has decreased until the surface layer is broken and the level 
recedes into the capillaries with some air in the structure. Water is brought 
to the surface by a capillary flow and as vapor. In D, the water has still 
further decreased until it is found only in a few places where the particles 





Fig. 84. Enlarged section drawings of clay at various stages of drying. 


come closest together. Here all the transfer of water is in the form of 
vapor. These four conditions are shown on the typical drying-rate curve 
for a clay in Fig. 85. 



Fia. 86. A typical drymg-rate curve for a clay. 
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The last of the water comes off slowly because it is adsorbed on the sur¬ 
face of the dry particles. Practically, however, it is never necessary to 
remove the last trace of water. In fact, a bone-dry piece is apt to be brittle 
and hard to handle. 



Moisture Gradient in Clay Body. The moisture distribution across a 
slab of drying clay may be shown to follow the lines in Fig. 86. At the 
critical point, the moisture at the surface drops rapidly toward zero. In 
the constant-rate period, however, the curves are parallel and may be 
expressed mathematically by Newton^s law of diffusion 

bM ^ 

~be ^ bx^ 

in the same way as for heat flow. Here 

M = the moisture concentration per unit volume 
6 — the time 

X = the distance from the surface 
X = a constant 

The solution of this equation and its application to the constant-rate 
period has been carried out by Gilliland and Sherwood,which permits 
the calculation of the moisture distribution in a slab after any time interval. 
Reference should be made to the original papers for a full discussion of 
this calculation. 

2. Dr3dng Shrinkage. The drying shrinkage of a clay or body is an 
important characteristic because it largely governs the maximum safe rate 
of drying. The drying-shrinkage curve is also very helpful in studying 
some phases of the clay-water system. 
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Mechanism of Drying Shrinkage. The mechanism of shrinkage is a 
very simple one. If the volume shrinkage is plotted against the volume of 
water in the clay, as in Fig. 87, it will be seen that the shrinkage curve is a 
straight line with a 45-deg slope. In other words, the volume shrinkage is 


just equal to the volume of water lost in 
drying down to the critical point, where 
the interparticle film becomes so thin 
that the particles touch one another 
and shrinkage can go no further. This 
will be made clearer by referring back 
to Fig. 84, which shows the condition 
of the clay and water at the points 
lettered on the curve of Fig. 87. 

The water lost from the clay in dry¬ 
ing between its original condition and 
the critical point is often n^h^rred to as 
der as ‘‘pore water.^’ 



0 10 20 30 40 


cc.of Water7l00 Grams of Clay 
Fkj. 87. Theoretical dri'ing-shrinkuKo 
curve of clay. 

‘shrinkage water,and the remain- 
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The critical point is not usually so sharply defined as shown in Fig. 87, 
nor does the lower end of the shrinkage curve always lie along the axis. 
When clays of the swelling type, such as bentonite, are present, the curve is 
above the axis and only shrinks the final amount just before drjmess, 
because of the fact that the last of the water is more firmly held between the 
crystal layers than on the surface of the particles. Other clays have shrink¬ 
age curves falling below the axis as a result, at the end of the diying process, 
of a slight expansion that has not yet been explained but is perhaps due to 
the o{)ening up of kaolinite books on losing the last tra<'e of water. 



Fig. 89 . Curve for the conversion of volume to linear shrinkage based on initial dimensions. 

Measurement of Drying Shrinkage. Shrinkage can be measured by 
either a length change or a volume change. The former is more useful for 
studying the type of shrinkage curve, whereas the latter gives more accu¬ 
rately the over-all shrinkage. 

The apparatus'*^^ shown ii^ Fig. 88 is a convenient one for obtaining 
shrinkage curves. The test specimen is in the form of a hollow cylinder 
% in. outside diameter, 2 in. long, with a J-^-in. wall. It is placed on an 
automatic balance in a chamber with controlled humidity and temperature; 
accordingly the change in length can be precisely determined with a 
micrometer telescope. 

Volume shrinkage is usually measured by placing the specimen, at vari¬ 
ous stages of drsmess, in a mercury volumeter. Volume shrinkage can be 
converted to linear shrinkage by the curve in Fig. 89 or by Tables 25 
and 26. 
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Table 25 

Four-figure table for converting: 

1. Volume drying shrinkage (percentage of plastic volume) to linear 
drying shrinkage (percentage of plastic length). 

2. Volume of firing shrinkage (percentage of unfired or dry volume) to 
linear firing shrinkage (percentage of unfired or dry length). 

3. Volume of expansion (percentage of final volume) to linear expansion 
(percentage of final length). 

(Courtesy of Dr. A. E. R. Westman, American Ceramic Society) 
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13.96 

14.00 

14.05 

14.09 

14. 

14 

14. 

.18 

14. 

.23 

0.040 

37 

14.27 

14.32 

14.36 

14.41 

14.46 

14.60 

14.55 

14. 

,59 

14. 

.64 

14, 

.68 

0.050 

38 

14.73 

14.78 

14.82 

14.87 

14,91 

14.96 

15.01 

15. 

05 

15, 

. 10 

15. 

, 14 

0.050 

39 

15.19 

15.24 

15.28 

15.33 

15.38 

16.42 

15.47 

15. 

52 

15, 

.56 

15, 

.61 

0.050 

40 

15.66 

15.70 

15.75 

15.80 1 

15,84 1 

15.89 

15.94 

15. 

,99 

16, 

.03 

16. 

,08 

0.050 

41 

16.13 

16.18 

16.23 

16.27 ' 

16.32 

16.37 

16.41 1 

16. 

46 

16, 

,51 

16. 

,66 

0.050 

42 

16.60 

16.65 

16.70 

16.75 

16.80 

16.84 

16.89 ! 

16, 

.94 

16, 

.99 

17. 

.04 

0.050 

43 

17.09 

17.14 

17*. 18 

17.23 

17.28 

17.33 

17.38 

17. 

43 

17, 

.48 

17. 

53 

0.050 

44 

17.57 

17.62 

17.67 

17.72 

17.77 

17.82 

17.87 

17. 

,92 

17, 

.97 

18. 

02 

1 0.050 

45 

18.07 

18.12 

18.17 

18.22 

18.27 

18.32 

18.37 

18. 

,42 

18. 

,47 

18. 

52 

0.050 

46 

18.57 

18.62 

18.67 

18.72 

18.77 

18.82 

18.87 

18. 

92 

18. 

,97 

19. 

02 

0.050 

47 

|l9.07 

19.12 

19.18 

19.23 

19,28 

19.33 

19.38 

19. 

43 

19. 

,48 

19. 

53 

0.050 

48 

119.59 

19.64 

19.69 

19.74 i 

19.79 

19.84 

19.90 

19. 

95 

20 . 

00 

20 . 

05 

0.050 

49 

120.10 

20.16 

20.21 

20.26 

20.31 

20.37 

20.42 

20. 

47 

20 

.52 

20. 

58 

0.060 

50 

20.63 

20.68 

20.74 

20.79 

20.84 

20.90 

20.95 

! 21 . 

00 

21 

06 

21 . 

11 

0.050 
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Table 26 

Four-figure table for converting: 

1. Volume of drying shrinkage (percentage of dry volume') to linear dry¬ 
ing shrinkage (percentage of dry length). 

2. Volume of firing shrinkage (percentage of fired volume) to linear firing 
shrinkage (percentage of fired length). 

3. Volume of expansion (percentage of initial volume) to linear expansion 
(percentage of initial length). 

(Courtesy of Dr. A. E. R. 'Westman, American Ceramic Society) 


'Wr-’ 

centage 

volume 

j Percentage volume change 

Differ¬ 

ences 

i 0.0 

I 0.1 

1 0.2 

1 0.3 

1 0.4 

1 0.5 

1 0.6 

1 0.7 

1 0.8 

To79 

change 

1 Percentage linear change 

0 

O.OOfl 

0.033 

0.067 

0.100 

0.133 

0.166 

0.200 

0.233 

0.266 

0.299 

0.033 

1 

0.332 

0.365 

0.39J 

0.431 

0.464 

0.497 

0.530 

0 .56: 

0.590 

0.629 

0.033 

2 

0.662 

0.695 

0.72J 

0.701 

0.79^ 

0.826 

0.859 

0.892 

0.925 

0.957 

0.033 

3 

0.99C 

1.023 

1.055 

1.08^ 

1.121 

1.153 

1.186 

1.218 

1.251 

1.282 

0.033 

4 

1.316 

1.34g 

1.381 

lAU 

1.446 

1.47S 

1.510 

1.54: 

1.675 

1.607 

0.032 

5 

1.640 

1.672 

1.704 

1.736 

1.769 

1.801 

1.833 

1.865 

1.897 

1.929 

0.032 

6 

1.961 

1.993 

2.025 

2.057 

2.089 

2.121 

2.153 

2.185 

2.217 

2.249 

0.032 

7 

2.281 

2.313 

2.345 

2.376 

2.40J 

2.44C 

2.472 

2.50: 

2.535 

2.567 

0.032 

8 

2.599 

2.630 

2.062 

2.692 

2.725 

2.757 

2.78? 

2.82C 

2.851 

2.883 

0.032 

9 

2.914 

2.946 

2.977 

3.009 

3.04C 

3.071 

3.10S 

3.134 

3.165 

3.196 

0.031 

10 

3.228 

3.259 

3.291 

3.322 

3.353 

3.384 

3.415 

3.446 

3.478 

3.609 

0.031 

11 

3.540 

3.571 

3.602 

3.633 

3.664 

3.695 

3.726 

3.757 

3.788 

3.819 

0.031 

12 

3.850 

3.881 

3.912 

3.943 

3.973 

4.004 

4.035 

4.066 

4.097 

4.127 

0.031 

13 

4.158 

4.189 

4.219 

4.250 

4.281 

4.311 

4.342 

4.373 

4.403 

4.434 

0.031 

14 

4.4G4 

4.495 

4.525 

4.556 

4.586 

4.617 

4.647 

4.678 

4.708 

4.739 

0.030 

15 

4.769 

4.799 

4.830 

4.860 

4.890 

4.921 

4.951 

4.981 

6.011 

5.042 

0.030 

16 

5.072 

5.102 

6.132 

5.102 

5.192 

6.222 

6.253 

5.283 

5.313 

6.343 

0.030 

17 

5.373 

5.403 

5.433 

5.463 

5.493 

5.623 

5.553 

6.583 

5.612 

5.642 

0.030 

18 

5.672 

5.702 

5.732 

5.762 

5.791 

5.821 

5.851 

5.881 

5.910 

5.940 

0.030 

19 

5.970 

6.000 

6.029 

6.059 

6.088 

6.118 

6.148 

6.177 

6.206 

6.236 

0.030 

20 

6.266 

6.295 

6.325 

6.354 

6.384 

6.413 

6.443 

6.472 

6.501 

6.531 

0.029 

21 

6.560 

6.590 

6.619 

6.648 

6.678 

6.707 

6.736 

6.766 

6.795 

6.824 

0.029 

22 

6.853 

6.882 

6.911 

6.940 

6.970 

6.999 

7.028 

7.057 

7.086 

7.115 

0.029 

23 

7.144 

7.173 

7.202 

7.231 

7.260 

7.209 

7.313 

7.347 

7.376 

7.405 

0.029 

24 

7.434 

7.403 

7.491 

7.520 

7.549 

7.578 

7.607 

7,635 

7.664 

7.693 

0.029 

25 

7.722 

7.750 

7.779 

7.808 

7.836 

7.865 

7.894 

7.922 

7.951 

7.980 

0.029 

26 

8.008 

8.037 

8.065 

8.094 

8.122 

8.161 

8.179 

8.208 

8.236 

8,265 

0.028 

27 

8.293 

8.322 

8.350 

8.378 

8.407 

8.435 

8.463 

8.492 

3.520 

8.548 

0.028 

28 

8.577 

8.605 

8.633 

8.661 

8.690 

8.718 

8.746 

8.774 

8.802 

8.831 

0.028 

29 

8.859 

8.887 

8.915 

8.943 

8.971 

8.999 

9.027 

9.055 

9.083 

9.111 

0.028 

30 

9.139 

, 9.167 

9.195 

9.223 

1 9.261 

9.279 

[ 9.307 

9.335 

9.363 

[ 9.391 

0.028 

31 

9.418 

9.446 

9.474 

9.502 

9.530 

9.557 

9.685 

9,613 

9.641 

9.668 

0.028 

32 

9.696 

9.724 

9.751 

9.779 

9.807 

9.834 

9.862 

9.890 

9.917 

9.945 

0.027 

33 

9.972 

10.00 

10.02 

10.05 

|10.08 

10.11 

10.14 

10.16 

10.19 

10.22 

0.030 

34 

10.25 

10.27 

10.30 

10.33 

10.36 

10.38 

10.41 

10.44 

10.47 

10.49 

0.030 

36 

10.62 

10.65 

10.58 

10.60 

10.63 

10.66 

10.68 

10.71 

10.74 

10.77 

0.030 

36 

10.79 

10.82 

10.86 

10.87 

10,90 

10.93 

10.96 

10.98 

11.00 

11.03 

0.030 

37 

11.06 

11.09 

11.12 

11.14 

11.17 

11.20 

11.23 

11.26 

11.28 

11.31 

0.030 

38 

11.33 

11.36 

11.39 

11.41 

11.44 

11.47 

11.49 

11.62 

11.55 

11.57 

0.030 

39 

11.60 

11.63 

11.66 

11.68 

11.71 

11.74 

11.76 

11.79 

11.82 

11.84 

0.030 

40 

11.87 

11.90 

11.92 

11.95 

11.98 

12.00 

12.03 

12.06 

12.08 

12.11 

0.030 

41 

12.13 

12.16 

12.19 

12.21 

12.24 

12.27 

12.29 

12.32 

12.35 

12.37 

0.030 

42 

12.40 

12.43 

12.45 

12.48 

12.50 

12.53 

12.66 

12.68 

12.61 

12.64 

0.030 

43 

12.66 

12.69 

12.71 

12.74 

12.77 

12.79 

12.82 

12.85 

12.87 

12.90 

0.030 

44 

12.92 

12.95 

12.98 

13.00 

13.03 

13.05 

13.08 

13.11 

13.13 

13.16 

0.030 

45 

13.19 

13.21 

13.24 

13.26 

13.29 

13.31 

13.34 

13.37 

13.89 

13.42 

0.030 

46 

13.44 

13.47 

13.60 

13.62 

13.65 

13.67 

13.60 

13.62 

13.65 

13.68 

0.030 

47 

13.70 

13.73 

13.75 

13.78 

13.81 

13.83 

13.86 

13.88 

13.91 

13.93 

0.030 

46 

13.96 

13.99 

14.01 

14.04 

14.06 

14.09 

14.11 

14.14 

14.17 

14.19 

0.030 

49 

14.22 

14.24 

14.27 

14.29 

14.32 

14.34 

14.37 

14.39 

14.42 

14.44 

0.030 

50 

14.47 

14.60 

14.52 

14.55 

14.57 

14.60 

14.62 

14.66 

14.67 

14.70 
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Water-film Thickness, The ceramist is much interested in the thickness 
of the water film separating the clay particles. If the total linear shrinkage 
and the number of films per unit length are known, this factor can be readily 
calculated. The total shrinkage can be easily determined, but the number 
of films is more difficult to estimate. The most recent work on this subject 
is by Norton and Johnson who measured the drying shrinkage of a 
number of monodisperse size fractions of a kaolin. Provided the size and 
shape of the particles are known, the number of films are readily computed. 
In this way, they found a value of about 0.005 /x as the film thickness in a 
plastic mass, or a layer of about 50 water molecules. This value can also 



Fig, 90. Drying-shrinkage curves ui typical clays. 

be computed by determining the thickness of the shrinkage water when 
spread over an area equal to the surface area of the particles. The result 
is of the same order of magnitude. 

Shrinkage Curves, Figure 90 illustrates drying-shrinkage curves for a 
few typical clays. Curve A for a fireclay gives the typical secondary 
shrinkage, and curves B and C show a slight expansion. 

3. Dry Strength. The dry, or ‘‘green,'' strength of clays is a unique 
and more or less unexplained property. Such theories as postulate molec¬ 
ular cohesion, felting of the particles, or organic colloids are not entirely 
substantiated as yet. It is known that the dry strength increases as the 
area of the particles increases (finer particles). Also the strength increases 
with more of some adsorbed ions. For example, a kaolin having a strength 
(modulus of rupture) of 400 psi when dialyzed showed an increase to 1,000 
psi when saturated with sodium ions. These facts indicate that strength 
is due, at least in part, to attractive forces between the clay mineral crys¬ 
tals. This is an excellent field for further research. 
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4. Factors Influencing Drying Efliciency. When clay ware is dried, 
the operation must be carried out as rapidly as possible in order to cut down 
the size and cost of the drying equipment. Great strides have been made 
in the last ten or fifteen years in increasing the speed and eifiiciency of drying 
by means of controlled humidity driers. 

Maximum Drying Rate. The maximum drying rate is determined by 
the stresses set up in the ware and the ability of the body to resist them. 
The same factors apply as will be discussed in Chap. XV for spalling. The 



Fig. 91. Tlie vaiiatioii of the viscosity of water with temperature. 


tendency to crack for similar-sized pieces is a function of the moisture 
gradient, the slope of the shrinkage curve, and the flexibility of the struc¬ 
ture. The only variable that (;an be controlled in the drying operation is 
the moisture gi'adient; and for a given rate of drying, this can be decreased 
only by reducing the viscosity of the water flowing through the capillaries. 
The viscosity of water decreases quite rapidly with temperature, as shown 
in Fig. 91, which explains the reason why, in modern driers, the ware is 
heated rapidly to the maximum temperature in a saturated atmosphere 
before much drying takes place. 

The size of the refractory piece influences the time required to dry. 
Macey^^^^ has shown that under constant drying conditions, various sizes 
of cubes dry in times proportional to the length of the edge of the cube. 
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Also the larger the piece the greater will be the tendency to crack under 
given drying conditions. It should also be realized that when the water 
content is sufficiently low to come below the critical point, the shrinkage 
stops and therefore the drying can be carried on as rapidly as desired, pro¬ 
vided the vapor can escape from the interior without setting up a bursting 
pressure. 

Examples of Drying. As a concrete example, the problem of drying a 
brick as rapidly as possible when made from a mechanically weak, high- 
shrinking clay will be considered. In order to prevent too rapid surface 
evaporation, no artificial velocity was imparted to the air and the humidity 



was kept at a maximum. It was then necessary only to find the maximum 
temperature that could be used without cracking the brick. It should be 
realized that if the brick could be heated uniformly and at a rapid rate, the 
drying could proceed with extreme rapidity because of the high diffusion 
rate at elevated temperatures. However, it takes some time for the cjenter 
of the brick to reach the temperature of the surface, and the resultant tem¬ 
perature gradient will, of course, increase the moisture gradient, which, as 
explained before, is the limiting factor in the rate of drying. 

The apparatus used for the experiments consisted of a closed chamber 
with the brick suspended on a platform in the center of it. The heat was 
supplied by an electric heating coil so that any desired tempeiaturc could 
be easily obtained. The chamber, in each case, was brought up to the 
desired temperature, and the wet, cold brick was put in. Arrangements 
were made to obtain the weight of the brick continuously throughout the 
drying process. Figure 92 shows the curves for the rate of drying for 
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various temperature conditions. A brick dried under condition D showed 
no signs of cracking. Under condition C, a few slight cracks appeared on 
the surface; whereas under conditions A and B, the bricks were quite badly 
cracked. 

Didribuiion of Heat. It is quite a step from drying a single brick in the 
laboratory to drying a full car in a production drier. Circulation of air 
must be adjusted both to bring heat to the brick at the required rate and, 
at the same time, to carry away the water vapor. In order to dry all the 
bricks alike, a large volume of air must be circulated with the proper dis¬ 
tribution of velocity. 



Fig. 93. Section showing construction of a direct-fired hot floor. 


Conservation of Heat, A definite amount of heat is required to evaporate 
the water; but in addition, heat must be supplied for the waste air leaving 
the drier, for the heat in the bricks, and for the loss through the drier walls. 
Therefore, an efficient drier will have a minimum volume of exit gases, by 
means of recirculation, and will have well-insulated walls. 

6. Drier Calculations. It is not within the scope of this book to 
consider drier design, as this is well covered in more general treatises. 
However, it might be well to point out some of the principles involved. 
The heat content of the air supplied to the drier, between the entrance 
and exit temperatures, must be sufficient to provide for the heat required 
in the drying operation. Also the volume of the air passing through the 
drier must be so great that the moisture added to it will not bring it above 
the saturation point at the exit temperature (or temperature of the entering 
bricks). 

6. Types of Driers. The hot floor is used to a considerable extent at 
the present time for drying and tempering soft-mud bricks and for drying 
large shapes. The heat is supplied by means of steam pipes running in 
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conduits or tiles just under the surface of a concrete floor. The tempera¬ 
ture of the floor can be controlled by valves, and the floor is usually divided 
up into small sections so that the temperature can be regulated according 
to the material drying at any particular point on the floor. Hot floors are 
sometimes heated by waste heat from the kilns or by direct heat from coal 
or oil fires, from which the hot gases pass under the floor in tile flues as 
shown in Fig. 93. These methods, however, are not so satisfactory as 
steam heating, because it is difficult to control the temperature of the floor 
and because the temperature will vary considerably from one end of the 



Fiu. 94. A continuous drier with the ware on a monorail system. {Courtasy of Iht A. P. 
Green Company,) 


floor to the other. Sometimes, the thickness of the floor is varied from the 
hot to the cold end to give a more even surface temperature. From one- 
half to four 9-in. equivalents can be dried per square foot of floor per 24 hr, 
depending on the clay, the water content, and the size. In some plants, 
one-half of the drier capacity is in the hot floor. Recently overhead unit 
heaters have been used to circulate air from above in order to increase the 
drying capacity per square foot.^^®^ 

Tunnel driers are used mainly for bricks and small shapes. They con¬ 
sist of a long tunnel in which rack cars of bricks can be placed. Heat is 
supplied by steam coils under the tracks or, in some cases, by waste heat, 
which passes through the tunnel. The green bricks are usually pushed into 
the tunnel at the cooler end and gradually progress to the hotter end until 
they are completely dry. Figure 94 shows a tunnel of this type. The 
bricks or shapes are placed on shods that are held in the rack cars. Some- 
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times perforated shods are used to speed up the drying of the underside of 
the bficks. They cannot be used, however, with very soft clay, for they 
will mark the brick. Dry pressed brick are often dried directly on the 
tunnel kiln cars with a great saving in handling costs. 

The more modern type of drier is the continuous-tunnel type, in which 
the loaded cars are pushed at a uniform rate through a tunnel having care¬ 
fully regulated temperature and humidity values at each section. Fans 
or injectors are used to circulate the air around the steam coils and through 
the bricks in order to ensure a rapid and uniform transfer of heat to the 



Fig. 95. Fhe entrance to a humidity drier. {Courtesy of the IJarbison-Walker Refractories 
Company.) 


drying material. Usually recirculation is used; i.e.y the air is passed around 
a closed circuit, the only vent being a small escape pipe at the top of the 
tunnel to allow the moisture from the bricks to pass off. The tunnel is 
divided longitudinally into sections, and each section is controlled for tem¬ 
perature and humidity by automatic controllers. In general, the tempera¬ 
ture and humidity are high at the start to heat the brick with little loss of 
water from the surface. The humidity is then gradually decreased as the 
bricks pass through the tunnel. The regulation, however, must be deter¬ 
mined for the particular kind of clay being dried. Figures 95, 96, and 97 
illustrate driers of this type and in Fig. 98 is shown a typical temperature 
schedule. 

The temperature in driers varies according to the nature of the clay and 
siize of the articles. Generally it is kept as high as possible, 50®C (about 



Fio. 97. Bricks from a tunnel drier being set on the tunnel kiln car. {CouHesy of the 
Swtndell-Dresaler Corporation.) 
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120®F) to 90°C (about 190®F). The capacity of a drier depends also upon 
the clay and the size of the articles. It is an economy to dry as rapidly as 
possible, as this reduces the investment in the drier, cars, and sheds for a 
given output. Typical drying conditions are shown in Table 27. Infrared 
driers have been used in the ceramic industry for thin ware, but this prin¬ 
ciple has not as yet found much use in the refractories field. 



Ceram. Soc.) 

Since the design and construction of efficient driers require considerable 
technical knowledge and experience, the amateur drier builder seldom 
turns out a satisfactory job. The scientific study of drying problems has 
lately resulted in great advances in this field. The following references 
should be consulted for the details of drier design. 


Table 27. Drier Conditions 


Type of brick 

Maximum drier 
temperature 

Time to dry 
9-in. brick, hr. 

1 

T. 

"C. 

Hand-molded. 

160 

71 

48 

Stiff mud, re-pressed. 

160 

71 

24 

Silica. 

150-250 

66-121 

24 

Chrome and magnesite. 

180 

82 

16 

Insulating firebrick. 

180 

82 

30 
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CHAPTER VIII 

THE FIRING OF CLAY AND OTHER REFRACTORY 
MATERIALS 


1, Effect of Heat on Raw Clay. One of the most important steps in 
the manufacture of refractories is the firing process, whereby the raw clay 
is profoundly altered into a strong and partly vitreous mass. The steps 
occurring in the process are particularly important, as the^y guide us in the 
proper heat-treatment of a clay to give the greatest efficiency in firing and 
the most satisfactory finished product. 

Methods of Measuring Heating Changes. The changes that occur in a 
clay on heating, though not at once evident, can be indirectly observed 
through a number of secondary alter¬ 
ations that can be detected by the I 

"^901 

proper type of measurement. One ^ I 

of the most obvious changes taking ta 

place in a heated clay is the loss in t 

weight. This weight loss can be meas- Jo 

ured by placing a sample of clay in a © 

constant-temperature furnace^^^^ and ^ 

holding it at one temperature until £ 

the weight becomes constant, then 

increasing the temperature another ^ 

step and holding it again, and so on < ^ n ^ 

\ ^ r 1 -1 Temperciture, DegX. 

until the clay loses no further weight. ,, ax’ i i 

Also, the weight loss can be deter¬ 
mined by raising the temperature of the sample at a predetermined rate 
and recording the weight of the specimen as a continuous function of time. 
The weight loss is due (1) to loss of adsorbed water at comparatively low 
temperatures, (2) to the loss of chemically combined water which occurs at 
a rather definite temperature for any particular clay mineral, and (3) loss of 
CO 2 and SO 2 from oxidation of carbon or the breaking up of carbonates and 
sulfides.. The proper interpretation of the weight-loss curve of a clay will 
give a valuable insight into the clay constituents, as shown by the curves in 
Fig. 99 for a number of clay minerals. A well-crystallized mineral like 
kaolinite loses its chemical water substantially at one temperature, whereas 
an amorphous material like allophane loses it gradually. 
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Another characteristic of ciay when heated is the absorption and evolu¬ 
tion of heat^^^^ at certain temperatures, which can readily be determined 
by the differential thermal apparatus described in Chap. IV. A typical 
curve of this type for a fireclay containing only the mineral kaolinite is 
shown in Fig. 100 . The slight heat absorption at 150®C (about 300°F) is due 
to the driving off of adsorbed water from the surface of the grains. The 
small heat evolution at approximately 400°C (about 750°F) is caused by the 
oxidation of a slight amount of organic matter in the clay. The larger 
absorption peak at 620°C (about 1150°F) is caused by the evolution of the 
chemically combined water in the kaolinite structure, and the sharp and 
high peak at 980°C (about 1800°F) is believed to be due to the change of 
amorphous alumina to the crystalline 7 -form. The small peak at 1200°C 
(about 2190‘^F) is considered to be the result of the crystallization of cristo- 
balite from the silica glass that has previously formed in the clay. 



Temperature, Deg.C 
Fig. 100. Thermal curve for a fireclay. 

The shrinkage, and conversely the porosity, is a very characteristic 
property and shows quite clearly the changes that occur in the clay. A 
typical shrinkage curve for kaolin is vshown in Fig. 101. No shrinkage occurs 
under this slow heating until 450°C (about 840°F) is reached, at which 
temperature the chemically combined water is driven off, producing a 
decrease in volume that continues slowly to above 900°C (about 1650°F) 
where a sharp decrease in volume corresponds to the formation of 
7 -alumina. At the same time, mullite begins to crystallize. At 1150°C 
(about 2100 °F), glass begins to be formed in larger quantities, which tends 
to pull the clay grains together, and the shrinkage continues rapidly up to 
the fusion point of the clay, provided bloating does not occur. 

One of the most powerful tools used in studying the changes occurring 
in a clay is the X ray,^^^*^®^ which gives us an insight into the atomic arrange¬ 
ments of the clay crystals and the altered products. Briefly, however, the 
recent results of X-ray analysis indicate that kaolinite is unchanged until 
the chemically combined water is driven off at 450®C (840®F). Above this 
temperature, there is a noncrystalline structure called ^‘metakaolin’^ about 
which we know very little. At 980®C (about 1800°F), the 7 -alumina 
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crystallizes; and immediately afterward, mullite crystals can be 
detected even though they are very much finer than would be visible 
in the microscope. Recent work of Comefpro^®^"^ and his coworkers 
indicates that mullite may form directly from the metakaolin without the 
intermediate 7 -alumina. 

l^he microscope does not tell us a great deal concerning the changes 
occurring in the clay because they take place on such a small scale that an 
observation of the larger grains shows little. Until the temperature is high 
enough for large-sized needles of mullite to crystallize out, the microscope is 
of little help. However, the recently developed electron microscope allows 



Deg. C 

Fig. 101. The shrinkage characteristics of a Georgia kaolin. 

us to observe the clay particles at a magnification of as high as 25,000 X, 
whereby clay particles as small as 0.1 m can be readily seen. Recently, a 
very interesting study with the electron microscope by Eitel, Muller, and 
Radczewski^^^^ has been made of the breakup of kaolinite on heating to 
various temperatures. This is the first time that we have had direct visual 
proof of the reactions going on in the clay. The photographs in this paper 
are remarkably clear even at the very high magnification and indicate the 
following reactions: The original clay shows definite hexagonal plates of 
varying size with clear-cut edges, as reproduced in Fig. 3 of Chap. IV. On 
heating to 500®C (about 930°F), which is sufficient to drive off the chemi¬ 
cally combined water, the only change noted is a slight softening of the 
edges of the plates. At 800°C (about 1470°F), the plates show slight round¬ 
ing of the corners and apparently some fine-grained material is thrown off 
from the edges. Whether this occurred directly in the heating or by 
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mechanical abrasion of the now soft and friable plate is not certain. At 
1000°C (about 1830°F), pseudomorphs of the original kaolinite crystals 
are still seen, but there is a lack of distinctness with no new crystals in 
evidence. At 1200°C (about 2190°F), the ground mass of the original 
kaolinite crystals is filled with small mullite crystals imbedded in glass. 
More recent work^^^"^ shows these changes even more clearly. 

Another characteristic change in clay on heating is the increase in hard¬ 
ness and mechanical strength after cooling. The raw clay, in many cases, 
has considerable mechanical strength; but as it is heated to drive off the 
adsorbed water, this strength usually decreases slightly because of the les¬ 
sened attraction between the particles. When the chemically combined 
water is driven from the clay, there is often a further decrease in strength, 
due to the crystalline breakup; but at 1000°C (about 1830°F) in a pure clay, 
the strength begins to increase owing to the formation of glass and recrys¬ 
tallization of the remaining components. The strength increases rapidly 
up to the softening point. In less pure clays, the increase in strength occurs 
at lower temperatures owing to the earlier glass formation. 

Other changes to be noted are variations in color, solubility in acid, and 
fluorescence of certain dyes in contact with the clay. The last is illustrated 
by the dye morin, which fluoresces under ultraviolet light when in contact 
Avith the alumina group. When clay samples fired to different tempera¬ 
tures are examined in this way, fluorescence will be absent up to 450°C 
(about 84()°F) but will show strongly up to 980°C (about 1800°F) and then 
less strongly. This indicates the presence of the alumina molecule in the 
metakaolin. 

Picture of the Heat Changes in a Pure Kaolin. In summing up the evi¬ 
dence obtained from the preceding observations of the various changes in 
the physical properties of a clay, one may start in with a drying tempera¬ 
ture of 100°C (212°F), At this temperature, a considerable amount of 
adsorbed water still adheres to particles, and the finer the clay the larger 
amount of this water. It is not driven off at any one temperature, but over 
a considerable range; the more firmly attached water molecules are held 
until the higher temperatures. This adsorbed water can be removed at low 
temperatures by confining in an atmosphere free from water vapor, but a 
considerable amount of time is required. At a temperature of 450®C 
(about 840°F), the chemically combined water or, more correctly speaking, 
the OH groups are removed from the kaolinite molecule. It has been 
shown that with very careful temperature control and long time of heating, 
this water is driven off very completely at a single temperature, as indicated 
by the weight-loss curve in Fig. 99, which was taken under carefully con¬ 
trolled conditions. However, even under this condition, there is a small 
amount of remaining water that is not driven off until 700 or 800®C 
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(about 1290 or 1470®F) is reached. It is a little difficult to understand just 
what part of the lattice is occupied by these OH groups which are so firmly 
held. More probably the gradual weight loss is due to adsorbed water 
molecules both below and above the crystalline breakup temperature. 
The condition of the crystal structure between the temperature of removal 
of the OH groups and the crystallization of alumina has received a great 



Fig. 102. Thin section of fused kaolin. This microphotograph sliows large mullite crystals 
embedded in silica glass. The nearly square cross section of these crystals can be seen; 750 
diameters with crossed Nicol prisms and gypsum plate. 

deal of consideration by various authorities; but at the present time, we 
seem to have no really definite pictures except that there is a noncrystalline 
arrangement of the atoms. On the other hand, the structure cannot be 
entirely broken up, as it is possible to replace the water by comparatively 
simple hydrothermal action, provided the clay has not been heated above 
980°C (about 1800°F) and the subsequent mullite crystals are oriented in 
relation to the original kaolinite structure. Also the evidence of fluo¬ 
rescence indicates that a sort of alumina molecule is still in existence up to 
this temperature. 
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At approximately 980°C (about 1800°F), in the case of kaolin, there is a 
sudden heat evolution, which is believed to indicate the crystallization of 
the alumina into the 7 -form or the direct formation of mullite. It is 
interesting to note that the heat effect is greatest for a silica-alumina ratio 
of 2:1 as it occurs in kaolinite. It is shown by Insley^^®^ that if the 
alumina is higher or lower than this particular ratio, the heat effect occurs 
over a wider range of temperature and is not nearly so marked. He 
believes that the silica acts in such a way as to stabilize the amorphous 
structure and prevent crystallization until a certain temperature is 
reached. This again would indicate that the structure, after the water is 
driven off, is not entirely random but must have some arrangement by 
which the alumina crystallization is influenced by the silica. 

Immediately after the formation of the 7 -alumina, it apparently starts 
dissolving in the glass and mullite begins to crystallize out. At first these 
crystals are so small that they can be detected only by the X rays; but at a 
somewhat higher temperature, they become large enough to see easily under 
the microscope (Fig. 102 ). 

The heat evolution at 1200 ®C (about 2190°F) is believed to be due to 
crystallization of cristobalite from the glass. Such crystals have been 
detected by Insley, and this seems to be a reasonable explanation. No 
work has been done to determine this crystallization with less pure clays. 
Possibly the fluxing effect of such materials as iron oxide and lime might 
greatly influence it. 


Table 28. Breakdown Temperatures of Clay Impurities 





FeSj + O 2 -> FeS 4- SO, 

350-450 

660-840 

4FeS + 7 O 2 -* 2Fe20, + 480* 

500-800 

930-1470 

Fe 2 (S 04 ), — ^ Fe 208 + SSOa 

560-775 

1040-1430 

C -f* O 2 — * CO 3 

350 

660 

S -|- O 3 —> SO 2 

250-920 

480-1690 

CsCOs —^ CaO “1“ CO 2 

600-1050 

1110-1920 

MgCOa MgO + CO, 

400-900 

750-1650 

FeCOj + 30, 2Fe20, + 4CO, 

800 

1470 

CaSO. -» CaO + SO, 

1250-1300 

i„ .. 

2280-2370 

1 , 


Effect of Heat on Clay Impurities, Most of the fireclays contain impuri¬ 
ties in the form of sulfides and carbonates and also carbon in the form of 
lignite or bitumen. As the clay is heated in an oxidizing atmosphere, a 
great many reactions can take place with the eventual loss of the carbon 
and sulfur by oxidation. There is no opportunity here to discuss these 
reactions completely, as they are of much more importance to the manu- 
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facturers of heavy clay products than to the manufacturers of refractories. 
However, Table 28 will give the more important reactions and the tempera¬ 
tures at which they occur. The upper limit of the temperature is not a very 
definite one, as it depends on the amount of excess air in the combustion 
gases, the permeability of the clay, and the size of the object being fired, 
as well as the interaction between the various impurities. For example, 
if the pores of the clay contain CO 2 from oxidation of carbon, the increased 
partial pressure of this gas will delay the dissociation of a material like 



Fig. 103, Kquilibriiim diagram. The diagram on the left indicates the points that have 
been determined on the field boundaries by circles or by arrows. The points fixing the isobars 
are not shown here. 

The right-hand diagram gives a curve representing the relationship between the temperature 
and the pressure of oxygen with which magnetite -|- hematite can coexist in stable equi¬ 
librium. At the lower pressures it represents (juite closely the true conditions. In the upper 
pressure region, however, it can be considered only as giving the order of magnitude of the 
pressure. {Greig, Poanjak, Merwin, Soaman, Am. J. Sai.) 

calcium carbonate. In all firing of clays containing considerable amounts 
of carbon or sulfur, the initial part of the firing pro(‘ess must be carried out 
sufficiently slowly to oxidize these products completely before the surface 
pores of the clay are closed; otherwise the well-known black coring will 
occur. 

The system of Fe 203 “Fe 304-02 is shown in Fig. 103. As the tempera¬ 
ture is increased, a higher concentration of oxygen is required to hold the 
same ratio of Fe to O. 

Effect of Heat on Other Hydrated Minerals. The investigation of the 
relations between the structures, properties, and crystallographic orienta¬ 
tions of minerals with the OH ions and their corresponding oxides is very 
interesting, but to date only meager information is available. 
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The crystalline breakup by heat of montmorillonite and illite has been 
studied by Grim and BradleyMontmorillonite shows a lattice break¬ 
down starting at 600°C (about 1110°F) and complete at 800°C (about 
1470°F). A spinel phase appears at 850°C (about 1560°F), but is all 
dissolved at 1300°C (about 2370°F). Mullite appears at 1050°C (about 
1920®F) and increases with increasing temperatures. Illite goes through 
the same kind of breakup, but mullite docs not appear until 1100®C (about 
2010°F). 

Gibbsite, Al(OH) 3 , a common constituent of high-aliimina clays, has a 
layer lattice structure in which the A1 atoms lie between six OH ions and 
the layers are packed in such a way that each OH of one layer is opposite an 
OH of the next layer. At temperatures as low as 150°C (about 300°F), 
gibbsite loses some of the OH groups and boehmite AIO(OH) is formed, 
which on further heating above 275°C (about 527°F) forms t-AIoOs,^^^^ a 
kind of alumina with a spinel-like structure. A parallelism has been found 
between the crystallographic orientations of the original and the final 
crystals as in the case of kaolinite. 

On the other hand, diaspore, which is also a common constituent of the 
high-alumina clays, is more stable than gibbsite and does not lose OH 
groups until a temperature of 350°C (about 660°F) is reached. The reason 
for this is evident from its crystal structure; X-ray studies show that its 
formula should be written HAIO 2 , and we must think of the H as a small 
cation in the structure in twofold coordination between a pair of oxygens. 
Both boehmite and diaspore are dimorphous. On dehydration of diaspore, 
7 -alumina is formed and, at 550°C (about 1020°F), starts to transform to 
corundum. The latter transformation is completed at 950^^0 (about 
1740°F), and again there is a parallelism between the orientation of the 
original and the final crystals. This parallelism in cjystallographic orien¬ 
tation illustrates the important role played by the crystal structure in the 
treatment of raw materials. 

It is interesting to note that in a similar fashion, goethifce, HFe02, 
dehydrates to hematite, Fe 203 , and brucite, Mg(OH) 2 , forms periclase, 
MgO; in both cases, the original and final crystals are in parallel aggregates. 
Lepidocrocite, FeO(OH), transforms to 7 «Fe 203 , which is magnetic and 
has a spinel-like structure. 

At high temperatures, the oxides remaining from the low-temperature 
reactions, such as iron oxide, lime, and alkalies, react with the clay and form 
a glass that has a marked influence on the mechanical properties of the 
finished piece. The oxides also act to a certain extent as catalyzers or 
mineralizers to increase the rate of growth of the mullite crystals and 
thereby influence the finished products. It is highly desirable to produce 
in the clay body a sufficient amount of glass to allow recrystallization to 
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take place and act as a bonding agent to give good mechanical strength. 
The lower the temperature at which this can take place the less expensive 
will be the burning operation. On the other hand, it is undesirable to have 
too much or too fluid a glass in the finished refractory; in which case, it will 
show deformation at temperatures so low that its use will be limited. For 
example, refractories made from pure kaolin must be fired at comparatively 
high temperatures in order to complete the firing shrinkage and produce 
sufficiemt mechanical strength; but when so fired, they give excellent refrac¬ 
tory properties. Less pure fireclays can be initially fired at much lower 
temperatures owing to the more abundant formation of glass, but this glass 
limits their upper temperature of use. 

Firing Shrinkage and Porosity of Clays, When studying a new clay, 
one of the most instructive tests is the determination of the shrinkage and 
porosity when fired at different temperatures. This information enables 
the prediction of the usefulness of t he clay when used in a refractory for any 
particular purpose. 

The methods used for measuring shrinkage are (comparatively simple. 
A series of specimens cancfully formed may b(' fired at a number of tempera- 
turcis, and a decrease in volume or a linear dimension determined for each 
one. Also a continuous shrinkage curve for a clay can be made by increas¬ 
ing the temperat ure at a steady rate and measuring the lengtL of the speci¬ 
men as described for shrinkage measurements in Chap. XVII. It should 
be noted that these values include the reversible expansion. As will be 
explained later, to obtain consistent shrinkage measurements, the original 
specimens must be foi'ined under exa(ctly the same conditions of water 
content and pressure. 

The porosity of the fired specimen is due to both closed pores and open 
pores. The usual method of determining porosity, wLich we call “apparent 
porosity'^ because it does not include the closed pores, may be determined 
by filling the pores with water or air, as described below. 

The apparent porosity of a small sample is usually mc^asured by making 
three weighings: the first, the dry specimen; the second, the saturated speci¬ 
men immersed in water; and the third, the saturated specimen suspended 
in air. ^^ 2 ) jg qyjte necessary to be sure that the specimen is thoroughly 

saturated; and in order to do this, it should be boiled in water for 2 hr. 
Even with this precaution, there will be some closed pores that the water 
cannot reach; consequently this method generally gives a low value for the 
porosity. The porosity is determined from these three weighings by the 
following formula: 


P - 


W - D 
W - A 


X 100 
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where P == the percentage porosity 

W = the weight of saturated specimen in air 
D = the weight of dry specimen in air 
A = the weight of saturated specimen in water 
The volume can be directly measured by a mercury volumeter to give a 
higher precision. The instrument described by Goodner^^^^ is convenient 
for this purpose. 

When the porosity of the full-sized brick is to be obtained, it will be 
found that the previous method cannot always be used because the water 



Fig. 104. Apparatus for obtaining the porosity of a brick by the vacuum method. 

will run out of the pores when the weighing W is made. The porosity is 
best obtained in this case by a vacuum method, the principle of which is 
shown in Fig. 104. A brick is placed in chamber A and sealed tight. The 
chamber B is empty but of known volume. Chamber A is then connected 
to a vacuum pump and pumped down to a vacuum of about 700 mm. The 
connection to the pump is then closed; the connecting cock between the two 
chambers is opened; and the change in reading of the manometer is noted. 
The porosity of the brick is then calculated by the following formula, using 
the constants of the apparatus. 
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where S = the pore volume 

V = the volume of specimen (bulk) 

Va = the volume of chamber A 
Fb = the volume of chamber B 
P 2 = the equilibrium manometer reading 
Pi = the evacuated manometer reading 
The precision of the instrument (^an be checked at any time by measuring 
the porosity of a block of iron or any other nonporous material, which 
should, of course, work out to be zero. This method is rapid and reason¬ 
ably pre(5ise, as air can find its way into smaller pores than can water. 

It will be noted in the formula given above that the bulk volume of the 
brick is required. In some cases where the brick is even and smooth in size, 



Fig. 105. An overflow can for measuring the volume of a brick. 

the volume can be determined by linear measurements, but usually it is 
better to obtain the volume directly, which is most readily accomplished by 
saturating the brick with melted paraffin. The surplus is carefully wiped 
off, the brick is then immersed in an overflow can, as shown in Fig. 105, 
and the displaced water weighed or measured. 

The volume can also be obtained by immersion in mercury^^®^ or sand. 
The former method is accurate but requires considerable clean mercury, 
which is not always convenient. The latter method is simple but not very 
precise unless great skill is used in packing the sand to exactly the same 
extent each time. 

The determination of the closed pores is best carried out by grinding 
the specimen fine enough to break into all the pore spaces and then measur¬ 
ing the true density of the powder by the well-known picnometer method 
(Chap. XX). From the values of true density dt and bulk density di, of 
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the original specimen, the true porosity, ^.e., the total volume of the closed 
and open pores in relation to the bulk volume, can be determined by the 
following formula: 



Table 29 shows the relative amount of closed and open pores in some 
refractories. 


Table 29. Prectston of Porosity Determinations 


Material 

Average 

specific 

gravity 

Average true 
porosity 

Error due to 
closed pores 
by water 
method 

Error due to 
closed pores by 
vacuum-method 

Silica brick. 

Magnesite brick. 

Flint-clay firebrick.. 

2 31 to 2.33 

3.54 to 3.56 
2.67 to 2.72 
2.66 to 2.69 

27.2 to 28.3 

25.6 to 29.5 

27.7 to 32.6 
15.9 to 22.8 

0.3 to 1.9 
0.3 to 1.1 
3.7 to 10.2 
1.0 to 4.0 

-0.15 to -0.18 
0.0 to 0.3 

1.5 to 7.0 

0.0 to 0.3 

Plastic-clay firebrick. 



The firing shrinkage and porosity are influenced quite markedly by the 
conditions under which the specimen is molded. Obviously, the more 
densely the raw clay is packed the less will be the firing shrinkage when car¬ 
ried to a given final porosity. Therefore, high pressure in molding, proper 
water content, and the fineness of the clay all influence the amount of 
shrinkage. 

Figures 106 to 110 show curves of shrinkage and porosity values for a 
number of typical fireclays. These illustrations give a general picture of 



Fio. 106. Raw smooth flint clay, Missouri. {J. Am. Ceram. Soc.) 
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the shrinkage and porosity values of the clays; but for any particular prob¬ 
lem, firing tests should be made under the exact conditions to which the 
clay will be subjected. In Table 30 are given average porosity values for 
some typical refractories. 



I'ui. 107. Paw pla.stic clay, Missouri. (./. Am. Ceram. *Sor.) 



Fia. 108. Raw hurley flint clay, Missouri. (J. Am. Ceram. Soc.) 


It should always be kept in mind that most ceramic bodies never reach 
equilibrium in firing. Therefore, the firing schedule, or time held at tem¬ 
perature, is as important to control as the temperature level. It has been 
found^^’®^^ that decreasing the temperature by about 30°C is equivalent to 
increasing the time by tenfold. 

2. Firing Properties of Nonclay Refractory Materials. Silica. Silica, 
one of the most important of refractory minerals, has received a great deal 
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of study, and consequently more data on its properties are available than 
on any other mineral. The most complete treatise on silica is that of 
Sosman,^^^^ which the reader should consult for many of the details for 
which space is not available here. 

In nature, silica is very common and most often occurs as the mineral 
quartz. It is found in many different types of mineral deposits, is an essen- 



Table 30. Porosity of Refractories 


AviTage 

Porosity, 

Type of Brick Per Cent 

Hand-molded fireclay. 24 

StifT-inud fireclay. 21 

Dry-pressed fireclay. 22 

Kaolin. 18 

High alumina, 70 per cent. 32 

Magnesite. 23 

Magnesite, chemical bond. 11 

Silica. 25 

Forsterite. 25 

Chrome-magnesite. 25 

Chrome. 23 

Chrome, chemical bond. 11 

Tank blocks: Flux. 20 

Grog. 7 

Fus()d. 0 

Silicon carbide, clay bond. 20 

Insulating firebrick: 2.5 lb. 75 

1 lb. 90 
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tial constituent of such acid igneous ro(;ks as granite and rhyolite, and also 
occurs in veins, in sedimentary rocks such as sandstones and quartzites, 
and in unconsolidated river and beach sands. 

Quartz can be transformed by heating into a number of polymorphous 
modifications. These forms, together with their stability rangers, are shown 
in Fig. Ill taken from Sosman. 



There are at least six crystalline varieties of silica: quartz, tridymite, 
and cristobalite and each of these has a high- and a low-temperature modi¬ 
fication. All the variet ies are characterized by a three-dimensional network 
of Si 04 tetrahedrons, each corner being shared with neighboring tetrahe¬ 
drons. Thus a silicon atom is always shared by two oxygens, which checks 
the formula Si 02 , long ago determined by chemical analysis. 

Figure 112 shows models that illustrate the manner in which the atoms 
are arranged in high- and low-temperature cristobalite, high-temperature 
tridymite, and high- and low-temperature quartz. The silicon atoms nestle 
in the center of four oxygen atoms and are not visible in this picture. The 


Low-quorfz 

High- g 
“fi quartz oo 



Loy^~ 

fn dymiie ^ § Hrfn 

Upper high^ tridymite 

_ 
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1^ 


LSw- --- 

crJsi-oba/iir> 

High - cristobalite 

-JJI 

_j> 


Vitreous silica 

1 

1 



1—1—I—I_1 I ... I_________I_ ■ . i ^ _I . » . . > 

-273® 0 1000® 2000®C 

Fig. 111. Polymorphous modifications of silica and their stability ranges. (R. B. Sosman, 
“The Properties of Silica,” New York, Chemical Catalog Company, Inc.; Reinhold Publishing 
Corporalion, 1927.) 
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models are not arranged in a similar crystallographic orientation but rather 
to show the major features of each structure. One immediately apparent 
feature is that cristobalite and tridymite are more open packed and have 
large holes whereas the atoms in high- and low-temperature quartz are 



Fig. 112. Models showing the arrangement of atoms in various polymorphic modifications 
of silica, SiOi. (a) High cristobalite, (h) low cristobalite, (c) high tridymite, (d) high 
quartz, (r) low quartz. The silicon atoms are not visible because they are small and nestle in 
a tetrahedron formed by four oxygen atoms. The models do not have similar crystallo¬ 
graphic orientations. Note that the low-temperature forms are more closely packed than the 
high-temperature forms. 

tightly packed together and form a close-packed structure free from large 
holes. Hence, the density and refractive indices of tridymite >and cristo¬ 
balite are very similar, but they differ considerably from those of quartz, 
as is shown in Table 31. 


Table 31. Density op Forms of Silica 
At Room Temperature 



Index of refraction * 

Density t 

Density t 

Quartz. 

{ € = 1.553( 

(oj = 1.544^ 
la = 1.469/ 

2.65 

2.653-2.660 

Tridymite. 

- 1.473> 

/<r = 1.470) 

2.26 

2.2&-2.33 

Cristobalite. 

1.486 

2.32 

2.27 


♦ Larsen and Berman, tw) 
t Rogers. 

X Dana.W) 
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Quartz is remarkably pure, and consequently the values for its indices 
of refraction and density are usually very closely alike. There are only 
meager data on the chemistry of tridymite and cristobalite, but the data 
that are available indicate that they are usually impure and consequently 
vary in density and refractive index. On the other hand, it is quite possible 
that these variations may be due to the little care usually given to the 
selection of material for such measurements. 

In all cases, the high-temperature forms have a higher symmetry than 
the low-temperature forms. Note that the diagonal groups of tetrahedrons 
in high-temperature cristobalite form nearly a straight line whereas in 
low-temperature cristobalite, they form a puckered chain; the same is true 
in the high- and low-temperature-quartz relationship, although the effect 
is less apparent in the picture. The differences between the linking of the 
tetrahedrons in the high- and in the low-temperature forms of each mineral 
are slight, but they are considerable in quartz, tridymite, and cristobalite. 
When a high-temperature form is transformed to a low-temperature form, 
the tetrahedrons are shifted and rotated but none of the links is broken, and 
consequently the high-low transformations of each mineral are rapid and 
reversible (see Fig. 111). These inversions are accompanied by volume 
changes, given in Table 32 below, together with the heat effects that 
produce them. 


Table 32. Density Changes Accompanying Inversions 


Form 

Density change 

Heat effect, 
g. cal. per g. 

Quartz, low-high. 

-0.02 

4.5 

Cristobalite, low-high. 

-0.04 

5.0 

Tridymite, low-lower high. 

-0.01 

1.0 

Tridymite, lower high-high. 

0.00 




The structures of the minerals quartz, tridymite, and cristobalite are 
quite different from one another, and the transformation of one to the other 
requires a marked change in the linking of the tetrahedrons. Consequently 
these transformations are extremely slow, and tridymite and cristobalite 
can exist indefinitely in the metastable state at room temperature. In fact, 
it is impossible to form quartz from either tridymite or cristobalite by 
strictly thermal reactions. 

The sluggish inversions that are so important to the manufacturers of 
silica refractories can be greatly influenced by other materials called 
^‘mineralizers.^^ A great deal of work has been done on the effect of min¬ 
eralizers in changing quartz to cristobalite or tridymite in the kiln, and 
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many of these are noted in the references at the end of the chapter/®®*®®*^®' 
72.81,82,83,84,97,99) most commoR ORc is limc, whi(!h is used in most of the 

commercial silica bricks, partly as a bond and partly as a mineralizer, to 
hasten the conversion of the quartz to cristobalite and tridymite (Jig. 113). 
Many other mineralizers have been suggested, such as fluorides, titanium 
dioxide, boric oxide, ferric chloride,and sodium chloride. It should be 



Fig. 113. Thin section of silica refractory showing a typical wedge-shaped twin crystal of 
tridymite. There are several less distinct crystals in the field. The surrounding material is 
cristobalite; 750 diameters, with crossed Nicol prisms and gypsum plate. 


remembered, however, that in commercial production, it is undesirable to 
cause the inversion to proceed with too great rapidity; for if the volume 
change proceeds too fast, it will rupture or make unsound the structure 
of the brick. 

Kyanite and Associated Minerals, Kyanite (triclinic), andalusite 
(orthorhombic), and sillimanite (orthorhombic) all have the formula 
AUSiOb. The structural relations of these minerals are complex, and for a 
general discussion the reader should see Bragg. On heating, they change 
over to mullite and glass or to mullite, glass, and cristobalite. The crystal- 
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line breakup of these minerals has been thoroughly studied by Greig/*'’^’ 
and the temperature ranges are shown in Table 33. 


Table 33. Decomposition Tiomperatiires of Simca-at.itmina Minerals 


Mineral 

Kyanite 

Andalusite 

Sillimanite 

Decomposition starts. 

1100°C. 

1410°C. 

1550°C. 


(2010°F.) 

(2570°F.) 

(2820°F.) 

Complete decomposition*. 

1410°C. 

1500°C. 

1625°C. 


(2570°F.) 

(2730°F.) 

(2960°F.) 

Peak on thermal curve. 

1420°C. 

1510°C. 

1560°C. 


(2590°F.) 

(2750"F.) 

(2840°F.) 

Density before firing. 

3.6-3.7 

3.1-3.3 

3.3 


* This temperature varies with rate of heating and size of grains. 


As the density of the mullite is 3.16 and the density of the silica glass 
and cristobalite is less, it is obvious that there must be an expansion in 
volume during the conversion. This expansion is particularly evident in 
the case of kyanite, which has the highest original density, but shows only 
to a very small extent with the other two minerals. The expansion of kyan¬ 
ite on heating^^^’^^^’^^^^ may be a valuable property when combined with 
clays, as it offsets the shrinkage of the clay. Unfortunately, however, the 
expansion of the kyanite takes place through a rather small temperature 
interval, whereas the shrinkage of the clay continues over a much longer 
range; consequently the two effects do not exactly balance each other. As 
will be shown later, however, a refractory can be produced that will have 
exactly the same fired volume as the initial volume. The expansion char¬ 
acteristics of kyanite are greatly dependent on the size of the grains, a fact 
that should be taken into account when considering the total expansion. 

The difficulty in getting kyanite during the last war has led companies 
in this country and Germany to produce mullite type brick from other 
materials. The general method seems to be the calcination of bauxite 
and clay^^®^^ in a rotary kiln to form grog and then bond this together 
with raw material and fire to high temperatures. 

Topaz. Topaz, Al 2 Si 04 (F, 0 H) 2 , which has recently been found in 
some quantity in South Carolina, contains enough alumina to form 
largely mullite on firing. The fluorine accelerates the reaction but is 
eventually completely driven off together with the water. 

Magnesite. The firing properties of magnesite depend largely on its 
composition. For refractory purposes, a dense, low-porosity material is 
desired. On heating the raw magnesite, the CO 2 is driven off at tempera¬ 
tures between 400 and 900°C (about 750 and 1650®F), forming imme¬ 
diately the only known form of MgO, periclase* At first these crystals 
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are so minute that they can be detected only by means of X rays; but 
with increasing time and temperature, they grow until they form the 
usual honeycomb structure shown in Fig. 114. It should be remembered, 
however, that the periclase crystal is cubic and not hexagonal. 

The burned magnesite has a true density of 3.55 to 3.63 and a porosity 
of 15 to 27 per cent. The greater the impurities present and the higher 



Fig. 114. Thin section of Grecian magnesite burned at 1790°C (3250°F), which shows the 
rather typical honeycomb structure of calcined magnesite, and, in addition, small birefringence 
areas between the boundaries of the small grains. The latter is due to small amount of 
impurities reacting with the magnesite at high temperatures; 60 diameters, with crossed Nicol 
prisms and gypsum plate. 


the firing temperature the lower the porosity. It is desirable to fire the 
grain well so that no appreciable shrinkage will occur on firing the brick. 

The bond in magnesite refractories is mainly glass, but crystalline 
material such as forsterite does occur. Iron oxide, in the form of finely 
divided magnesioferrite, MgFe 204 , occurs to the extent of 7 or 8 per cent 
in some types of magnesite, which allows the production of a strong and 
dense product at temperatures very much lower than would be possible 
with the pure magnesia. Other impurities such as lime, silica, and alumina 
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form glass, which acts as a bond. The burning process is discussed in the 

references. 

Lime. Calcium carbonate can be decomposed readily to calcium oxide; 
and on heating at temperatures as low as 1400''C (about 2550°F), crystals 
of calcium oxide can be formed. Such crystals are chemically much more 
stable than the low-calcined lime and undoubtedly would serve as an excel¬ 
lent basic refractory if they could be properly protected from moisture. 

Zirconia. There are a number of polymorphous modifications of zir¬ 
conium dioxide, and for a general review the reader should see the papers by 
Ruff and Ebert, Cohn,^^^^^ and Clark and Reynolds. The natural 
mineral baddeleyite is monoclinic. Pure monoclinic Zr02, often called the 

form,'^ is stable up to 1000°C (about 1830^F) where it is transformed to 
the jS form, which is tetragonal; this trarisfonnation is reversible. The 
tetragonal form is transformed irreversibly at 1900 ^C (about 3450 °F) to the 
012 form, which is trigonal. The form is transformed to the a\ form, 
which is also trigonal, at 625"^C (about 1160°F), an inversion that is rapid 
and reversible. 

It should be remembered that the invc'rsion temperature and the crys¬ 
tallographic modifications obtained at various temperatures are dependent 
to a large extent on the composition and impurities that are present. This 
is again true in the Zr02 system. If the nitrate, oxychlorate, oxylate, or 
certain hydroxides of zirconium arc heated, the tetragonal form is obtained 
at temperatures around 600°C (about 1110°!''). This tetragonal form is 
metastable and is converted to the monoclinic form on further heating. 
The tetragonal form is also obtained if pure zirconia is heated in the pres¬ 
ence of silica at about the same temperature; but whereas the t(4ragonal 
form obtained by heating the above-mentioned compounds of zirconium is 
transformed to the monoclinic form on further heating, the silica-bearing 
form remains tetragonal up to 1460°C (about 2660°F), where it is trans¬ 
formed to zircon, ZrSi 04 . If certain oxides such as MgO and CaO are 
present, a cubic form is obtained at about 1700°C (about 3090°F). This 
isometric form does not transform on cooling and is obtained only in the 
presence of the oxide impurities (other types of impurities might act in the 
same way). Less than 3 per cent magnesia in solid solution will give rise to 
the isometric form, and the maximum amount of magnesia that exists in 
solid solution in Zr 02 is about 28 per cent, which corresponds to the formula 
Mg2Zr808. 

The most useful compound of zirconium other than the oxide is zirco¬ 
nium silicate, which corresponds to the natural mineral zircon, ZrSi 04 . 
This is a stable mineral and can serve as a useful refractory material. 

Chromite. Chromite is the natural spinel-type mineral of theoretical 
formula FeCr 204 . It is thermally stable and apparently undergoes no 
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polymorphous modifications up to the fusion point. However, the natural 
mineral always contains impurities in solid solution, such as Ca, Mg, and 
Al, and admixed mineral impurities such as the silicates. Silica, if in large 
quantity, is objectionable, as it forms considerable quantities of glass on 
heating, which lowers the mechanical strength of the chromite refractories 
at high temperatures. The addition of MgO in the right amount to form 
the compound forsterite will diminish the amount of glass and provide a 
superior refractory (see the patents of Seil^*^^^). Considerable study has been 
given to bricks of mixtures of magnesite and chromite, which 

have given trouble because of a gradual growth due to absorption of iron 
oxide. Chrome-silica bricksand chrome-alumina bricks have 
been suggested. 

Titania, Titanium dioxide also has several modifications and Cohn^’^^^ 
has suggested the interesting analogy between Si 02 , Zr 02 , and Ti 02 as 
shown in Table 34. 


Table 34. 


Si 02 

Quartz 

Cristobalite 

TridyrniUi 

Zr 02 

Bacldeleyite 

/^^-Zr 2 O 3 i 

«-Zr 203 

TiOa 

Brookite 

Anatase 

Rutile 


Magnesium Silicate Minerals. There are a number of minerals of this 
class such as olivine, talc, and serpentine, which may form the basis of for¬ 
sterite refractories. most cases, sufficient magnesite must be added 

to the natural mineral to convert the low-melting metasilicate to the high- 
melting orthosilicate. The amount of magnesia added as well as the grain 
size of the various minerals are quite important and are covered by patents 
such as that of Goldschmidt. 

Carbon. Blocks made of granular coke and tar are fired in special 
kilns where they can be completely surrounded by finely ground 
coke to prevent oxidation of the block. The firing takes 2 or 3 weeks 
with a maximum temperature of 700 to 800°C (about 1290 to 1470®F). 
The finished blocks have a crushing strength of 3,000 to 10,000 psi and a 
porosity of 20 to 30 per cent. 

3. Solid Reactions. Importance in Ceramic Processes. A great many 
ceramic firing processes take place with little or no liquid phase present; 
accordingly many believe that the reactions go on entirely between solids. 
In spite of the great importance of these types of reactions, it was not until 
recently that a thorough study was made of this phenomenon, although as 
early as the year 1909, Wright pointed out the fact that calcium oxide 
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crystals would grow rapidly at least 1000°C (about 1830°F) below 
their fusion point. Most of the early work in this field has been carried 
out in Germany by G. Tammann and his coworkers and by Goldschmidt. 
A very good r^sum6 of the subject is given by Taylorand some practical 
aspects of the subject are dis(;ussed in Chap. XII. 

Mechanism of Solid Reactions. Solid reactions apparently take place 
because of loosening of the atomic bonds by thermal agitation, which per¬ 
mits mutual diffusion of the various atoms into the adjacent parts of the 
structure. The solid reactions can be divided logically into two groups; 
the first in ^vhich we simply grow large crystals from small ones and the 
second group where we produce a new^ type of crystal from tw^o dissimilar 
ones. 

The process of diffusion is greatly influenced by many factors in addition 
to the composition of the original crystals. In the first place, it has been 
found that the solid reaction progresses much more rapidly at a temperature 
where one of the crystals involved passes through an inversion point. 

For example, if a solid reaction is going on between quartz and another min¬ 
eral, the reaction would be greatly accelerated at a temperature of 573°C 
(about 1()60°F) where the low^-temperature quartz changes to the high- 
temperature form. This is probably due to the loosening of the bonds at 
the inversion point and permitting of much greater rates of diffusion. It 
has also been found that gases, such as water vapor and fluorine, act as 
mineralizers and greatly accelerate the solid reac^tion. Again the reactions 
procecKl much more rapidly, as we should expect, when the reacting parti¬ 
cles are fine and in intimate contact. It has also been found that the reac¬ 
tion can be accelerated by seeding the mass of reacting crystals with a few 
fragments of the new crystal to be formed. 

One example of a solid reaction is th(‘ production of periclase crystals of 
considerable size at temperatures far below the softening point. This is 
the type of reaction where fine cr^^stals are changed into large crystals of 
the same kind. Another example is the production of spinel from magne¬ 
sium oxide and alumina. Here an entirely new crystal is formed, and this 
can be carried out at temperatures far below the point wiiere any liquid 
could be formed in the system. 

The mechanism of sintering of nonglassy refractories is a type of solid 
reaction, but as yet we know very little about the process. Pure granular 
particles are pressed together to a porosity of, say, 30 per cent and then fired 
to 80 or 90 per cent of their melting point. In the firing process the pores 
disappear and a dense body results. What are the forces that close up 
these pores? Is it surface tension that closes each pore and forces the 
enclosed gas into solution in the crystal? Or is it a form of recrystallization 
where the surface energy causes loss from the small crystals and gain by the 
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large crystals in the vapor phase? We certainly do not know the answer at 
present, and fundamental research on this subject is badly needed. 

4. Hot Pressing. Principle. If a powdered material is heated to a 
temperature somewhat below its melting point, there is a tendency for the 
powder to sinter together and gradually approach a nonporous mass. If 
glass is present, this sintering goes on over a considerable temperature range 
as with the ordinary refractory or whiteware body; but if there is no glass 
present, the sintering occurs in a narrower temperature range as discussed 
in the preceding section on solid reactions. It has been known for a long 
time that if external pressure is applied to the powder while it is being 
heated, this sintering is greatly accelerated and the particles coalesce 
into a solid mass at a very much more rapid rate and at a lower tempera¬ 
ture level. Little has been published concerning the mechanism of sinter¬ 
ing under pressure, and this is a very fruitful field for research. The work 
of Buerger, Washken,^^^^^ and Shaler^^^^^ should be consulted as about the 
only published scientific approach to the subject. 

Sintering under pressure has certain obvious advantages, such as the 
production of low-porosity refractory bodies, which would be difficult to 
form in the usual firing operation. It is also possible to produce articles 
very accurately shaped, as there is little shrinkage or distortion during the 
operation. Another advantage is the fact that the operation can be carrit^d 
out very rapidly, saving considerable time and labor. Again the raw mate¬ 
rial does not have to be carefully sized, and binders or lubricants are not 
needed. 

On the other hand, there are certain disadvantages, as a temperature 
cannot generally be used above the point where the powder will react 
vigorously with the mold. Then again, at the high temperatures the life 
of the mold is short. Also, means must be provided for slowly cooling the 
finished piece to prevent cracking if it is a nonmetal. 

Methods. One of the simplest methods of hot pressing is to introduce a 
heated object, or compact, into a cool mold and press it instantly, which 
might be called a ^^coining'^ process. This method can be used for some of 
the metals and possibly metal carbides; but as far as is known, it has not 
been used for other refractories. This method has the advantage of using 
a cool mold, which can be made of steel or tungsten carbide, but it means 
that the operation must be carried out very rapidly before the mold has 
time to chill the compact and also the finished piece must be removed from 
the mold before it has time to heat the walls. 

Most of the hot pressing of nonmetals has been done in heated molds, 
usually of graphite. The heating can best be carried out by either 
resistance or induction methods. An example of the former is given in the 
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Ridgeway and Bailey patent^ 240 ) illustrated in Fig. 115. The heating cylin¬ 
der is made of graphite and fitted with two water-cooled electrodes through 
which the heavy current needed for heating is supplied. The powder to be 
pressed, in this case boron carbide of 200 mesh, is loaded into the mold as 
shown. The floating core, mold walls, and plungers are also made of 
graphite. The load is applied by a lever and weight, although an air cylin¬ 
der could be used, Avith pressures up to 5,000 psi and temperatures up to 
2350°C (about 4260®h^). This furnace can be operated continuously or 
periodically for production use. 

The heating can also be carried out by induction. In the case of a con¬ 
ducting powder, such as a metal, the heat is generated in the charge itself. 
In most cases, it is necessary to induce the heat in a conducting sleeve, or 
susceptor, forming the mold wall. A diagrammatic sketch of a suggested 
apparatus for hot pn^ssing is shown in Fig. 116, where a is the powder to 
be compacted between the plungers, 5, whicdi are forct'd together with a 
hydraulic press. The heat is induced in the graphite susceptor c, with a 
removable graphite liner d. The hole e is us(*d to measure the temperature 
with an optical pyrometer. The water-cooled, copper indu(‘tor/ surrounds 
the quartz tube g and is insulated from the susceptor with powdered 
graphite h. 

For commercial production, it appears at the present time that graphite 
is the only material satisfactory for a liner. Therefore, the temperatures 
are limited to the level at which reaction occurs between the pow^der and 
the liner. These reaction temperatures are given in Table 35. 

Table 35. Reaction Temperature between Pure Graphite 
AND Pure Refractory Materials* 


Refractory 

Temp)crature 

*^0 

oy 

MgO. 

1800 

3270 

BeO. 

2300 

4170 

ZrOj . 

1800 

3270 

ThOs . 

1950 

3540 

W. 

1500 

2730 

Mo. 

1000 

2910 


♦From thesis of P.D. Johnson, Massachusetts Institute of Technology, 1948. 


If the reaction temperature is below the temperature at which the powder 
becomes plastic, this method of hot pressing cannot be used, but it is believed 
that many of the high-temperature materials can be pressed in graphite. 
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Gnanu/ar^ 

carbon 


Fig. 115. Ridgeway’s method of hot pressing. 





Fig. 116. Induction-heated hot-pressing die. 













Table 36. Physical Properties of Hot-pressed Materials* 
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Young’s 
modu¬ 
lus 10^^ 
dynes 
per 
sq cm 

(N iC CO 

cococi c4 Tji CD iOCO 

Thermal 
expan¬ 
sion (20- 
800°C) 
X 10-fi 
per °C 

7- 9 

8- 9 

14 

4.5 

12 

Electrical 
resisti\dty 
microhm 
per cm 

o b 

X o X 

00 (N O O O (N 

1 X 1 CO ‘o w 

2 2 ^ 

X X 

CO lO 

Trans¬ 

verse 

rupture, 

psi 

22,000 

24,000 

Com¬ 

pressive 

strength, 

psi 

373,000 

231,000 

112,000 

Hard¬ 

ness 

(Knoop, 

100) 

2,050 

1,250 

1,160 

1,270 

2,800 

2,410 

2,550 

2,470 

2,080 

1,880 

2,090 

2,040 

1,770 

Porosity, 
per cent 

0-3 

0-5 

2-5 

5 

6 

2 

2 

0 

10 

13+ 

6 

3 

7 

0 

5 

17 

3 

6 

Melting 

point, 

2035 

2570 

2800 

3050 

2650 

1870 

2100 

ca .2500 

ca .2600 
(decornp.) 
3800 ± 150 
3140 ± 90 
2800 

2870 

3530 ± 125 

2950 ± 50 
2980 + 50 

Density 
(as molded) 

3.86-3.99 

2.85-3.01 

3.4-3.5 

9.55 

5.68 

3.6 

3.5 

2,51 

2.20 

2.8 

13.66 

4.80 

5.42 

15.61 

6.27 

2.45 

5.29 

6.65 

Formula 

c'5 
<< 

qo^o c5o§ qqo 

H csjPQS PQHCS3 

Material 

Oxides: 

Aluminum oxide... 
Beryllium oxide. . . 
Magnesium oxide.. 
Thorium oxide.... 
Zirconium oxide 
(CaO stabilized). 

Chrysobervl. 

Spinel. 

Carbides: 

Boron carbide. 

Beryllium carbide.. 
Silicon carbide.... 

Tantalum carbide.. 
Titanium carbide.. 
Vanadium carbide. 
Tungsten carbide.. 
Zirconium carbide. 

Nitrides: 

Beryllium nitride. . 
Titanium nitride. . 
Zirconium nitride.. 


* Data in this table furnished by the Norton Co., Worcester, Ma3s.<^“> 
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Applications, The hot-pressing method has already been used to some 
extent in powder metallurgy with commercial success for some types of 
articles, but very little information is available in the literature/^^*^^’^^^ 

Nonmetals can be hot pressed quite satisfactorily, and the data in 
Table 36, kindly supplied by the Norton Company, Worcester, Massa¬ 
chusetts, give the physical properties of a number of high-temperature 
refractories formed by a hot-pressing operation. These properties indicate 
great promise for this method of fabrication. 

It has been reported that pieces as large as a standard brick have been 
formed by the hot-pressing operation, and there is considerable interest in 
developing this process for the larger shapes, such as nonporous tank blocks. 
But the cost of heating and the short life of the molds at present do not 
seem to give much promise of making this a method adaptable to large-scale 
production. However, it would seem desirable to carry out a great deal 
more development in this field, as means may be found to overcome these 
difficulties. 

6. Firing Properties of Refractory Bodies. It is seldom desirable to 
produce a refractory directly from a raw plastic clay because of the large 
shrinkage and distortion that would occur in firing. A reduction in firing 
shrinkage is a very desirable accomplishment for the following reasons: 

1. It permits the production of a fired refractory that will be close to 
the desired dimensions. 

2. It prevents warping of the refractory on firing. 

3. It permits a greater weight of finished bricks to be fired in a given kiln. 

4. It makes it unnecessary to control the maximum temperature of 
firing as carefully as when large shrinkages occur. 

Use of Grog. One of the simplest methods of reducing the firing shrink¬ 
age of a refractory is by introducing a nonplastic material such as grog, an 
ancient expedient but one that carries a patent history. 

As this material has already been fired and has reached a stable volume, it 
acts somewhat as a skeleton to hold the brick together in a stable form dur¬ 
ing the firing operation. Figure 117 shows a curve of firing shrinkage and 
porosity of a mixture of kaolin and grog burned to a temperature of 3000°F 
(about 1650°C) for 2 hr. The grog was sized for dense packing, bonded 
with raw Georgia kaolin, and formed in a mold by hand. It is interesting 
to note that the grog alone has a 3 per cent linear shrinkage when fired at 
this temperature. Careful microscopic studies of individual pieces of the 
same grog fired at the particular temperature showed no volume change 
and no rounding of the corners; but apparently when the grog is formed 
into a mass of particles in contact, the surface tension or pressure effects are 
such as to cause rounding of the sharp points and edges sufficient to produce 
welding and shrinkage. 
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It is also interesting to note that bond clay can be added up to approxi¬ 
mately 25 per cent without any change in the burning shrinkage. As the 
volume of voids in this grog is approximately 25 per cent of the bulk vol¬ 
ume, it will be seen that the bond is simply acting as a filler in the pore 
spaces and that when it shrinks, it does not affect the volume of the whole 
piece, since this is governed by the grog. However, when the amount of 
bond is increased beyond 25 per cent, the total shrinkage begins to increase 
more and more rapidly until 100 per cent of bond is reached. This is du(' 
to the fact that thicker and thicker films of shrinking bond are built up 
between the grog grains. 



Fig. 117. Shrinkage and porosity curves. Clay-grog mixtures. 

Expanding Minerals. The shrinkage of a refractory clay can also be 
controlled by adding a mineral that expands on firing.Such a mineral 
may be kyanite, which, mixed with clay in the raw state or with clay and 
grog, will give a very definite expansion. 

To illustrate this, a few mixes were made by Lane^^^'*^^ using the propor¬ 
tions given in Table 37. 

These mixes were molded in a dry press and fired to various tempera¬ 
tures at which they were held for 3 hr. The shrinkage curves are shown in 
Fig. 118. It will be seen that the kyanite gives a real expansion over the 
range from 2350 to 2600°F (about 1290 to 1425°C) but beyond this point 
shrinks faster than the grog and clay mix—a disadvantage when it is 
attempted to make a refractory to be volume constant at temperatures 
higher than the original firing. However, the 12 per cent kyanite mixture 
has the same volume at a firing temperature of 2975°F (about 1635°C) as 
when molded. Kyanite having too coarse grains ruptures and weakens the 
structure, whereas too fine grains give little or no expansion. Grains of all 
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Table 37. Kyanite-clay Mixes Illustrated in Fig. 118 


Mix 

Dense kaolin grog, 
per cent 

Raw N. C. kyanite, 
per cent 

Raw kaolin, 
per cent 

A 

85 

0 

15 

B 

81 

4 

! 15 

C 

77 

8 

15 

D 

73 

12 

15 


Grog sizing 

Kyanite sizing 

Screen 

Per cent 

Screen 

Per cent 

4-8 

35 

14-35 

50 

8-14 

15 

35-60 

30 

14-35 

6 

60-100 

10 

35-60 

4 

100 

10 

60-100 

20 



100 

20 




one size break down over a very small temperature range, giving an unde¬ 
sirable peak in the expansion curve. 

The minerals sillimanite and andalusite were also tried out in similar 
mixtures; and although they showed a small amount of expansion, they 
were not nearly so effective as the kyanite. 



Temperature, Deg.F 

Fig. 118. Expansion caused by kyanite. 
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It is theoretically possible to add a high-density mineral like fused 
alumina to a mixture of grog and bond, which after long heat-treatment 
will dissolve in the glass and form mullite of lower density. Practically, 
however, this solution goes on with extreme slowness and seems difficult to 
carry out in a practical way, although such a method is suggested in a patent 
of Lambie and Ross.^'^^ 


HRE SHRINKAGE or 
MACNAMEE KAOLIN 

16 


X- 2600’* r 

o- 3000* 

A- 3100 • 

D- 3170* 



1 

§ 



Fig. 119. Curves sliowiiig the burning shrinkage of kaolin for various watej* ooiitents and 
molding pressures. 

Bloating. Reduction of shrinkage can also take place if the clay bloats 
or forms bubbles in the glass owing to breaking up of sulfides, carbonates, 
etc. This increase in size by bloating may account for the expansion of 
some of the high-alumina clays and flint clays in firing, but a great deal 
more work needs to be done on this question before we shall know the exact 
mechanism causing it. Bloating, if it occurs to any great extent, is not 
particularly desirable, as it is hard to control and will not occur under any 
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appreciable load. Therefore, a shape being fired may show no change in 
horizontal dimensions but may shrink materially in a vertical direction. 

Molding Conditions. Shrinkage is also more or less dependent on the 
conditions of molding, as shown by the curves in Fig. 119 for various water 
contents and molding pressures of kaolin and water mixtures. In fact, it 
will be observed that the burning shrinkage is sharply decreased by increas¬ 
ing the water content beyond the critical value of 25 per cent for low 
molding pressures. Also, the higher the molding pressure the lower is the 


30 



Fia. 120. C\irvo8 showing the relation between den-sity and maximum linear shrinkage for 
kaolin. 


burning shrinkage. For a given material, a maximum shrinkage in burning 
can be determined from the density of the dried or partially fired specimen 
(allowing for ignition loss). This is shown by the curve in Fig. 120, where 
the density values are plotted against the maximum linear shrinkage based 
on the condition of the specimen when the density is determined. This 
curve applies to both fired and unfired specimens. For example, if an 
unfired specimen has a density of 1.46, it will eventually shrink 22.0 per 
cent, to the condition of maximum density. 

Control of Porosity, The porosity of a refractory is of great importance, 
as a low porosity gives better resistance to slag attack and a higher porosity, 
in general, gives better resistance to spalling. Also, a low-porosity material 
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has a high thermal conductivity, whereas a high-porosity material such as 
an insulating brick has a low value. It is important, therefore, that a 
manufacturer of refractories be able to control the porosity to suit the 
particular conditions for which the brick is used. 

Porosity, in the same way as shrinkage, is controlled to a large extent 
by the molding conditions; t.e., high pressures in molding give a more 
densely fired structure. Also, high firing temperatures give low porosities 
but at the same time are apt to produce distortion. 

Perhaps one of the best ways of controlling porosity, especially for pro¬ 
ducing low-porosity refractories such as glass-tank blocks and slag-resisting 
brick, is to control the grog size carefully. This is considered so important 
that many modern refractory plants are controlling the grain size of a grog 
with great exactness. Much work has been done on the packing of grog 
particles to produce a structure of the lowest possible density, as noted in 



Temperature ® F 

Fia. 121. Shrinkage and porosity curves for a closely packed grog having 15 per cent bond 
clay. 

Chap. VI. Figure 121 shows the shrinkage and porosity curves for a 
densely packed grog body having 15 per cent of clay bond fired at various 
temperatures. 

Chemical Control. In making certain types of refractories, it is impos¬ 
sible readily to obtain raw materials that are free from a certain objection¬ 
able impurity. This impurity can sometimes be converted into a non- 
objectionable material by adding a mineral that will combine with it and 
form a higher fusing compound. An example of this which was briefly 
mentioned before is the addition of magnesium oxide to chrome ore in such 
an amount that it will combine with the silica and form the mineral forster- 
ite,^^®^^ the highest melting compound in the magnesia-silica system. 

Another example is the production of forsterite refractories, where 
many of the natural materials, such as olivine, produce excess silica in the 
form of glass or cristobalite when fired. Magnesium oxide added in the 
correct amount will combine with the silica to form additional forsterite. 

6. Melted and Cast Refractories. For certain purposes, particularly 
in the production of glass-tank refractories with a minimum of porosity, 
it has been found desirable to produce refractories by fusing the raw mate- 
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rials in an electric furnace and pouring the melted refractory into a sand 
mold to form the desired shape. The melting process itself permits some 
purification of the raw materials (1) by the reduction of iron oxide to metal¬ 
lic iron and (2) by the elimination of some of the silica by volatilization or 
combination with the iron to form ferrosilicon. The casting itself is practi¬ 
cally nonporous; and by governing the rate of cooling, the size of the (crys¬ 
tals can be regulated as desired. This process, though comparatively 
expensive, seems to be justified for producing sp)e(*ial refractories, such as 
mullite and alumina blocks for glass tanks. 



Fig. 122. Apparatus for nieasuriug specific heat by the calorimeter method, 

7. Specific Heat. The term ^^spccific hcat^’ has been used in the 
ceramic literature rather loosely and, in many cases, has been applied not 
only to specific heat values but to values of latent heat of association, inver¬ 
sion, or crystallization. Specific heat may be defined as a number express¬ 
ing the ratio of the heat quantity required to raise, respectively, 1 g of the 
given material 1®C at a definite temperature and 1 g of water from 19.5 to 
20.5°C. Specific heat can correctly refer only to the heat required for rais¬ 
ing the temperature of a thermally stable material that is free from any 
changes through the measured interval. We can, therefore, correctly speak 
of specific heat as applying to stable refractory materials that have been 



THE FIRING OF CLAY 


209 


previously fired to complete all irreversible reactions and that have no 
reversible changes in the temperature range being measured. F'or example, 
the specific heat of quartz is continuous up to 573°C (about 1063°F), where 
a crystal change takes place giving off a small amount of latent heat of 
inversion that must be added to the specific heat to give the total heat 
content. The use of the term specific heat for raw clays, as is often done, is 
very unfortunate. 

Mdhod of Measurement, The measurement of specific heat can be car¬ 
ried out with considerable a(^cura(!y by the calorimeter method. In this 
detei’mination, the specimen is heated in a suitable furnace to a known and 
uniform temperature and then dropped suddenly into a calorimeter, which 
can be immediately immersed in water. The heat content of the specimen 
is then determined by the rise in tempci ature of the water and the constants 
of the apparatus. Equipment for the high-tc^mperature measurements of 
spe(;ific heat is shown in Fig. 122. This apparatus, as used by Wilkes, 
is laid out to give a quick drop of the sample into the specimen (diamber with 
the elimination, necessary for precise work, of splashing and steam losses. 

Values, In Table 38 are given values of specific heat for a considerable 
number of stable refractory materials. Some of the minerals, siudi as 
quartz, cristobalite, and zir(*onia, have reversible inversions, but these are 
small ill eff(^ct and are includiHl by the experimenter in the value for specific; 
heat. 

8. Heat Quantity Required to Raise the Temperature of Clays and 
Ceramic Bodies. Method of Measurement, The determination of the 
heat required to raise a clay to a certain temperature is a very difficailt 
measurement because the calorimeter method, whic;h can be used for stable 
materials, is not appli(*able here. The heat given up on cooling is quite 
different from the heat absorption in raising the temperature. It is, there¬ 
fore, necessary to find some way of actually mcaisuring the heat going into a 
given specimen as it is raised through definite temperature intervals. A 
number of methods have been used to make these measurements; but 
be(;ause of the inherent diffi(;ulties of measuring the heat directly absorbed 
by the specimen, the results are not highly precise, and a great deal of work 
is still to be done in this field before we will feel sure of the values. 

One of the methods, used for this purpose by Navias,^-^^^ consists in 
heating the specimen of clay with a surrounding platinum coil, which is, in 
turn, enclosed in a vacuum jacket to prevent possible escape of heat to the 
outside. Nevertheless, during the rather long period of test, some heat is 
lost. This is measured by immersing the vacuum jacket in a water bath, 
which permits the heat escaping to be measured. By calibrating this 
apparatus with a material of known specific heat, the proportion of heat 
going into the sample and the proportion going into the container, coil, etc., 
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Table 38. Values of Mean Specific Heat 


Material 


Alumina, fused 


Alumina, pure 


Oistobalite 


Chrotr>e Virick 


Fireclay brick—35 per cent AlcO* 


Fireclay brick 


Fireclay brick 


Lime, fused 


Magnesia, pure, 


Magnesite brick—88 per cent 
MgO. 


Mullite, 3Alj0r2Si02, 


Porcelain, fired, 


Temperature 
range, ®C. 

Mean specitic 
heat 

Investigators 

i 20-200 

C.2U 

W. Cohii(«74) 

\ 20-400 

0.231 


< 20-600 

0.251 


] 20-800 

0.272 


( 20-1000 

0.304 


30-100 

0.206 

G. B. Wilkes^aw) 

/ 30-300 

0.226 


1 30-500 

0.240 


\ 30-700 

0.250 


/ 30-900 

0.258 


) 30-1100 

0.265 


/ 30-1300 

0.271 


\ 30-1500 

0.276 


' 30-1700 

0.280 


/ 0-200 

0.213 

R. Wietzeb"®) 

) 0-400 

0.242 


^ 0-800 

0.260 


( 0-1600 

0.276 


/ 30-218 

0.178 

Y. Tadokoro^**) 

t 30-318 

0.195 


; 30-382 

0.210 


\ 30-480 

0.216 


1 30-579 

0.221 


V 30-894 

0.215 


/ 25-600 

0.228 

Bradshaw and Emery 

) 25-1000 

0.265 


\ 25-1200 

0.284 


25-1400 

0.297 


( 600 

0.227 

J. W. Mellor and others 

4 1000 

0.263 


i 1200 

0.262 


/ 200 

0.204 

E. Heyn and others 

1 400 

0.222 


) 600 

0.236 


\ 800 

0.248 


f 1000 

0.256 


V 1200 

0.263 


( 375-400 

0.181 

P. N. Laschtchenko 

{ 590-680 

0.193 


/ 30-100 

0.234 

G. B. Wilke.s(a») 

/ 30-300 

0.247 


1 30-500 

0.259 


\ 30-700 

0.269 


J 30-900 

0.277 


\ 30-1100 

0.283 


1 30-1300 

0.288 


/ 30-1500 

0.291 


|| 30-1700 

0.294 


\ 30-1800 

0.295 


/ 25-605 

0.265 

A. T. Green^m 

\ 25-825 

0.274 


< 25-930 

0.280 


J 25-1041 

0.285 


( 25-1115 

0.292 


/ 20-200 

0.161 

W. Cohn(*n) 

j 20-400 

0.167 


\ 20-600 

0.173 


( 20-800 

0.175 


/ 20-200 

0.195 

W. Cohn(»«) 

\ 20-400 

0.212 


^ 20-600 

0.232 


j 20-800 

0.264 


f 20-1000 

0.304 
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Table 38. Values of Mean Specific Heat (Continued) 


Material 


Temperature Mean specific 
raiiKe, °C. heat 


Investigators 


Quartz rIhsh , SiOa, 


! 0-200 
0-400 
0-600 
0-800 
0-1000 
0-1200 
0-1400 
0-1600 


0.201 

0.223 

0.239 

0.2r,l 

0.2.58 

0.202 

0.269 

0.278 


R. WietzeKaw) 


Quartz, crystalline, Si02. 


( 

I 


0-200 

0-400 

0-800 

0-1600 


Silica brick 


/ 25-600 
} 25-1000 
) 25-1200 
V 25-1400 


0.203 

0.223 

0.259 

0.271 

0.226 

0.263 

0.282 

0.293 


R. WietzcKMs) 


Bradshaw and Kiiu*rj’<*’‘') 


Silicon carbide, crystalline, SiC. . 


( 

( 


0 

200 

400 

600 

800 

1000 


0.140 

0.233 

0.277 

0.275 

0.225 

0.129 


(). Weigeh»«') 


Spinels: 

Ferrous aluminate, FeO-AhOs. 50-1025 

Magnesium aluminate, MgO-- 

AhOs. 50-1025 


0.25 Parnicleoa^s) 

0.29 Parineleed'fi) 


Magnesium aluminate, MgO*- 
Al'iOs. 


0—243 

0-399 

0-.534 

0-6.32 

0-783 

0-886 

0-1042 


0.214 

0.229 

0.232 

0.250 

0.2,55 

0.255 

0.257 


.^. E. MacGee«76) 


Zinc aluminate, Zr’AFiOs. 

Ferrous chromite, FeO'Cr20j.. 
Magnesium chromite, MgO-- 

CrjOs. 

Manganese chromite, MnO*- 

CriOs. 

Zinc chromite, ZnO-CrzOs. 

Ferrous ferrite, FeO-Fe20j. . . . 
Magnesium ferrite, MgO-Fe-^O* 
Manganese ferrite, Mn-Fe203.. 
Zinc ferrite, Zii0-Fe203. 


Zirconia—99 per cent, ZrOa. 


50-1025 

50-1025 


0.22 

0.20 


Parmeleeh76) 

Parineleed^fi) 


50-1025 


0.22 


Parmelee<^^^6) 


50-1025 
50 1025 
50-1025 
50 1025 
50-1025 
50-1025 
25-600 

2.5- 1000 

2.5- 1200 

2.5- 1400 


0.18 

0.18 

0.23 

0.20 

0.21 

0.17 

0.137 

0.157 

0.167 

0.175 


Parmclee^^^®^ 

Parmelcc^i^^) 

P.arrnelee^^^®! 

Parmelee(’^®> 

Parmeleeh’^l 

Parmelee(i^6) 

Bradshaw and F]meryf*®7> 


can be calculated. A test is then made by heating the given sample to a 
certain temperature and holding it there until equilibrium is reached, the 
heat input being measured by the number of watts supplied to the heater. 
The temperature is again raised to another level; the additional heat input 
measured; etc. From these values, a curve of heat input against tempera¬ 
ture can be plotted. 

Whiteand Cohn^^^^^ supported a specimen of the clay in a small con¬ 
tainer in the center of a wire-wound furnace and determined the heat pass¬ 
ing from the furnace wall to the specimen by the temperature difference 
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Table 39. The Heat Required to Burn Unpired Bodies 


Material 

Temperature, 

°C. 

Cal.* to heat 1 g. 
from 20® to t°C. 

Investigators 


/ 0-200 

68 

A. E. MacGee^*^''^ 


1 0-400 

159 


BfJl clay (Kentucky). 

/ 0-600 

285 



i 0-800 

366 



V 0-1000 

465 



/ 0-200 

70 

A, E. MacGee(*’®> 


1 0-400 

150 


Diaspore clay. 

< 0-600 

274 



1 0-800 

350 



V 0-1000 

450 



/ 0-200 

68 

A. E. MacGee^*^*^) 


{ 0-400 

145 


Firebrick body.. 

J 0-600 

268 



j 0-800 

337 



/ 0-1000 

415 



\ 0-1200 ' 

1 

607 



/ 200 

35 

W. Cohn^*^*) 


1 400 

80 



) 600 

201 


Fire clay, raw Chamotte... 

< 800 

243 



) 1000 

326 



1 1200 

452 



\ 1400 

672 



/ 0-200 

79 

A. E. MacGoe^*^!^) 


1 0-400 

183 


Kaolin, Georgia. 

< 0-600 

332 



1 0-800 

402 



^ 0-1000 

496 



/ 200 

37 

W. Cohn(«*) 


1 400 

86 



) 600 

241 


Kaolin, Zettlit*. 

( 800 

333 



1 1000 

420 



1 1200 

489 



\ 1400 

560 



/ 200 

34 

W. Cohn<*^*) 

Porcelain body (green). 1 

1 400 

81 


(Clay substance, 56 per cent). 

\ 600 

193 


(Quartz, 22.5 per cent). 

/ 800 

248 


(Feldspar, 22.5 per cent). 

j 1000 

331 


1 

[ 1200 

428 


1 

\ 1400 

628 



* In the cases noted the initial tempeiature is O^C. 
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between the specimen and the furnace. By calibrating this apparatus with 
a specimen of known specific heat, the heat input for any given specimen 
can be computed. 

MacGee^^^^^ used a differential thermal method in which a specimen of 
the clay and a specimen of a neutral substance of known specific heat were 
placed side by side in a wire-wound furnace. A differential thermocouple 
recorded the difference in temperature between the two specimens, from 
which the heat input to the clay sample through any temperature interval 
could be computed. 

Perhaps one of the most satisfactory methods, but one that has not as 
yet been applied extensively to clays, is that suggested by Smithin 
which a comparatively thick-walled refractory crucible is placed in the 
center of a wire-wound furnace with the clay sample inside it. A differen¬ 
tial thermocouple with the junctions, respectively, on the inside and the 
outside surface of the crucible is connected to a temperature controller, 
which raises the furnace at such a rate that a definite temperature difference 
is always present in the walls of the crucible. The heat input to the sample 
is always constant for given time intervals, assuming no change in conduc¬ 
tivity with small temperature changes. Therefore, a plot of furnace tem¬ 
perature against time will enable a curve of heat input against temperature 
to be established. It should be noted that unlike the other methods, cali¬ 
bration factors are not necessary provided the thermal conductivity of the 
crucible wall is known. 

A recent paper by Shorter^^®^^ makes a critical survey of the subject and 
analyzes the methods of MacGee and of Colm. 

In Table 39 will be found values for the heat required to raise various 
types of clays and ceramic bodies to definite temperature levels. 
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CHAPTER IX 


KILNS FOR BURNING REFRACTORIES 

1. Introduction. W(^ know that kilns have been used by man for 
many thousands of as lh(ar remains are freciuently found in the 

(‘xciivations of aneicait sites of (^arly civilization. These i)rimitive kilns 
were of the updraft type' and, in most cases, consisted only of a firing cham¬ 
ber, a perforatc'd floor, and a wall. The construction of a permanent kiln 



Fig. 123. A Chinese kiln with a nuini)er of sections. It is liKlited at the hottoin. tne waste 
j?ase,s preheating the liiglier clianihers, and tlie cooling of the lower cliamliers preheating the 
cond)ustioii air. The fuel is small chips of dry wood fed through the holes in the crown, 
(Hi’tiry Jewett Greene.) 

roof was too much of a structural problem for most of the early potters, 
and recourse was made to a temporary roof of green poles and raw clay, 
which would hold in place long enough for th(^ very lov' temperature of 
firing used at that time. There is, however, one exception, as a kiln has 
recently been found in Tepe Gawra that was believed to have had a perma¬ 
nent roof at a period as early as 4500 to 4000 b.c. 

The early Chinese kilns, which consisted of a series of chambers extend¬ 
ing up the side of a hill, were remarkably similar to our modern chamber 
kilns and permitted a considerable degree of recuperation as the fire 
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advanced from one chamber to another. An interesting kiln of this type 
is shown in Fig. 123. 

It should be remembered that in dealing with these early kilns as well 
as our modern ones, four essentials must always be present: (1) a means 
for producing the heat, (2) a support for the ware, (3) a container such as 
the walls and crown to confine the heat in the working space, and (4) a 
means to transfer the heat from the source to the ware. 

2. General Principles. Production of Heat As the majority of refrac¬ 
tories are fired with coal as a fuel, this method of heating will be discussed 
first. Coal is used because of its low cost and because most of the refrac- 



Fig. 124. Kiln furnaces with flat and sloping grates. 

tones are not particularly sensitive to impurities in the kiln gases that 
might arise from using coal as a fuel. The coal is generally burned in fur¬ 
naces with sloping or flat grates as shown in Fig. 124. The air for combus¬ 
tion passes partly through the fuel bed and partly over the top, the hot 
gases generally going upward into the kiln over a bag wall, as shown in 
Fig. 125. In the round or rectangular kilns, a considerable number of 
furnaces are spaced around the wall of the kiln in order to distribute the 
heat as evenly as possible. 

The manufacturers of refractories generally prefer for their kilns a 
good grade of bituminous coal giving a long flame; also a low ash content 
and a high fusion point of the ash is desirable. In most cases, it is neces¬ 
sary to have a low sulfur content so that sulfates will not deposit on the 
surface of the bricks during the water smoking period. 

It has been the practice to fire the coal by hand, although recently 
mechanical stokers are being used to a considerable extent. 
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Many of the coal-fired kilns waste a good deal of heat as a result of 
radiation from the more or less open fire mouths and escaping gases from 
the fire bed that are not pulled into the kiln by the draft. These condi- 



ViQ. 125. Passage of gases through a downdraft kiln. 


tions have been improved in some of the modern installations by tighter 
doors and forced draft. 

Oil has many advantages as a fuel for firing refractories; and in some 
localities, the cost compares favorably with coal. Advantages of oil are a 
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more perfect temperature control the possibility of a higher maximum 
temperature^ a generally cleaner kiln ntinosphere, and a smaller labor 
requirement for the firing operation. Oil is^ of course, obtainable in a num¬ 
ber of diffenait grades; but from the cost standpoint, tli(‘ h(*avier grades ol 
oil, such as Bunker C, are generally us(*d. A numb(‘r of different ty])(‘s of 
burner are available for firing with oil. In priiu'iple, tlu'y all break tlu‘ 
oil up into a spray of fine particles and intimat(‘ly mix th('m v ith the (*om- 
bustion air. In burncTS of ibe mechanical atomizing type, as shown in 
Fig. 126, the oil is atomiz(‘d by forcing it through a fine orifice' at n'lative'ly 



Fig. 127. An air-atoiuizing oil burner. (1) Oil-control valve lever. (2) Oil-contioJ valve 
cam. (3) Oil-control valve con.si.sting of a V-groove in a flat surface. (4) nuruer hackplate. 
(5) Ourved .slot. (6) Operating lever. (7) Intier-tiozzle o]>erating pin. (8) Inner air- 
nozzle operating tube. (9) Oil tube. (10) Oil nozzle. (11) Outer air nozzle. (12) Inner 
air nozzle. (13) Primary air-.suj>ply oi>ening.s, (14) Primary aii- discliarge. (15) Oil 
nozzle. (16) Secondary air-di.scharge opening. {Courteai/ of Hauck Manufacturing 
Company.) 

high pressure. This method is particularly suitable for burners of high 
capacity, as the orifice becomes very tiny for small burners and there is apt 
to be danger of particles getting through the filter and plugging the orifice. 

Oil is also fired in air- or steam-atomizing burners where high-pressure 
air or steam is used to inject the oil into the kiln and at the same time 
break it up into a fine mist. Secondary air is generally supplied from a 
low-pressure source. A burner of this type is shown in Fig. 127. In 
setting up an oil-burning system, care should be taken that it be properly 
laid out to ensure reliable operation. The heavier oils have to be heated 
and must be kept hot until they actually reach the burner; otherwise the 
viscosity will become so great that proper atomization is impossible. A 
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good filter that will permit cleaning without shutting down the oil flow is 
necessary, and often a complete recirculating system is desirable. In 
Fig. 128 is shown a layout for an oil-fired kiln that has been found quite 
satisfactory. 

In regard to the arrangement of the burners in the kiln, they may fire 
over the charge in a downdraft kiln, as shown in Fig. 129, or they may fire 
against the side of the charge, preferably through a checker brick to dis¬ 
tribute the heat, as shown in Fig. 130. In setting up the burner, care must 
be taken to allow sufficient combustion space for the particular burner 
used; otherwise carbon will tend to build up on the surfaces around the 



Fig. 129. An oil-fired kiln in which the flame passes above the charge. 


flame. The recommendations of the burner manufacturers should be 
followed when the combustion chamber is laid out. 

Natural gas is an excellent fuel for burning refractories, but in only a 
few localities is it sufficiently plentiful to make its use economical. It 
has the advantage of making temperature control a simple problem, and 
the heat produced is very clean. In general, the burner cost for a gas 
installation will be found less than that for burning oil. 

Producer gas is used to some extent in firing kilns, especially in Europe. 
In most cases, the gas is used hot and without scrubbing; consequently 
provision must be made for draining and cleaning the connecting pipes 
between the producer and the burner, as they periodically fill up with tar 
and soot. In regions where only low-grade coal is available, the producer- 
gas firing is found to be quite successful. The producer gas gives a com¬ 
paratively low-temperature flame, so there is little danger of overheating 
any part of the charge; and as the volume of gas is large because of this 
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low heat value, it tends to give an even temperature throughout the kiln. 
The small-unit gas producer has been steadily improved and is a much 
more reliable and efficient piece of equipment than it was in the past. 

There is not space here to go into the principles of combustion, but it 
should be remembered that the amount of excess air used is of the greatest 
importance in all kiln firing. The greatest combustion efficiency is reached 
with very low amounts of excess air; but on the other hand, a large volume 
flow of gases is needed to carry out the moisture in the water-smoking 
stage of firing, to provide uniformity of temperature, and to supply 



Fig. 130. A kiln in which the oil flame passes through a checkerwork. 


enough oxygen to burn away carbonaceous matter. Some of the proper¬ 
ties of a typical combustion gas are shown in Table 40. 

There is a considerable saving of fuel when preheated air is used. 
Preheat is seldom used, however, in periodic kilns. In the case of chamber 
and tunnel kilns, preheat temperatures as high as 2000°F (about 1100°C) 
are reached with a real saving in fuel. Preheating is used in some cases 
to attain higher temperatures than would be possible with cold air. The 
reduced price of commercial oxygen in the last few years also makes pos¬ 
sible its addition to the combustion air to aid in reaching high temperatures. 

Because of its high cost, electric heating is not used to any extent for 
firing refractories. An exception to this is the firing of small pieces, such 
as spark-plug porcelains. A considerable amount of research has been 
carried out in the last few years to produce resistors for high-temperature 
electric firing. The most used elements are, of course, the silicon-carbide 
rods capable of giving a fairly long life up to temperatures of 1500®C 
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Table 40. Pboperties of Typical Combustion Gas at Atmospheric Pressure 


Temperature 

Relative 

Specific heat 
at constant 

pressure 

Viscosity, 

"C. 

°F. 

volume 

poises 

0 

32 

1.0 

0.22 

170 X 10~« 

100 

212 

1.3 

0.22 

220 

200 

392 

1.7 

0.23 

260 

300 

572 

2.0 

0.24 

290 

400 

752 

2.3 

0.25 

320 

500 

932 

2.8 

0.25 

350 

600 

1112 

3.1 

0.26 

370 

700 

1292 

3.4 

0.26 

390 

800 

1472 

3.8 

0.27 

410 

900 

1652 

4.2 

0.27 

430 

1000 

1832 

4.6 

0.28 

450 

1100 

2012 

4.9 

0.28 

460 

1200 

2192 

5.3 

0.29 

480 

1300 

2372 

5.7 

0.30 

490 

1400 

2552 

6.1 

0.30 

500 

1500 

2732 

6.5 

0.31 

510 

1600 

2912 

6.8 

0.32 

510 

1700 

3092 

7.2 

0.33 

520 

1800 

3272 

7.5 

0.34 

520 

1900 

3452 

7.9 

0.35 

530 

2000 

3632 

8.3 

0.36 

530 


(about 2730°F). Molylxlerium rods seabed in porcelain or sintered 
aluminatubes have been experimented with in Germany but apparently 
were not commercially successful. Work at TVA indic^ated some promise 
with carbon rods enclosed in porcelain tubes with a reducing atmosphere. 
The Nernst resistor, composed of oxides ha\'ing a low electrical resistance 
at high temperatures, can be used up to 2000°C (about 3600°F"). How¬ 
ever, they are costly and have to be initially heated from a separate 
source. 

Transfer of Heat. One of the most difficult problems in kiln design 
is to transfer the heat efficiently from its source to the ware. The problem 
is unusually difficult in the kiln bei^ause the ware is in small units stacked 
into a considerable volume and therefore radiant-heat transfer, so impor¬ 
tant in furnaces such as those used in the metallurgical industry, can play 
little part. For the same reason, conduction of heat into a bulky charge 
of small units is of little consequence. Therefore, we must rely almost 
entirely upon convection for heating of the charge. 

The transfer of heat from a moving stream of gas to a solid surface is 
well understood. The transfer rate depends mainly on the temperature 
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difference between the gas and solid and the velocity with which the gas 
is passing by the solid. The curves in Fig. 131 give an idea of the rate of 
heat transfer under different conditions between a gas and a solid. The 
transfer of heat from the moving gas by radiation from the gas itself and 
the incandescent particles that it contains is quite important in furnaces of 
large volume and great flame thickness, such as would be found in the 
glass-tank or open-hearth furnace; however, in the kiln, where the gas 
stream is divided into relatively thin layers, this radiation cannot play a 
very important part, although attempts are made in pra(*tice to use 



long-flame coal to bring the heat down to the bottom of the chai*ge of a 
downdraft kiln. 

Equalization of Temperature, One of the most important problems in 
kiln design is to produce a uniform temperature throughout the volume of 
the charge. This is by no means an easy matter, as few large periodic 
kilns now operating show a difference of less than 50°F from top to bottom 
of the charge. In tunnel kilns, with their small cross section, the temper¬ 
ature uniformity is better, but here again it is apt to vary from place to 
place in the car by an appreciable amount. 

Considering first the case of a downdraft kiln under equilibrium condi¬ 
tions, it may be readily shown that the temperature difference between 
top and bottom is related to the mass flow of gases. In Fig. 132, the 
section AA may represent the top of the charge and BB the bottom. If 
M equals the weight of gases flowing through the channel in a unit time 
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and S the heat lost between AA and BB by transfer laterally through the 
walls per unit time, then 

S {ti- t2)cpM 
S 


h — 


CpM 


where Cp = the specific heat of the gas 
ti and h = the temperatures of ^^4 and BB^ respectively 
We may therefore conclude that a more even temperature is obtained by 
a large volume flow, which may be realized by the addition of excess air to 
the products of combustion. This equation also shows that insulation of 

the kiln side walls will give a more 
even vertical temperature distribution. 

Another method of equalizing the 
temperature and one that is theo¬ 
retically very attractive is the recircu¬ 
lation of the combustion gases through 
the charge. In this way, a large vol¬ 
ume flow is obtained, thus decreasing 
the temperature difference; while at 
the same time, the volume of gases 
leaving the kiln is relatively small. 
The only difficulty with the recircu¬ 
lation method is the practical prob¬ 
lem of handling the high-temperature 
gases. At the lower temperatures 
encountered in heat-treating furnaces, 
gases can be recirculated with water- 
cooled, alloy fans at temperatures close to 1800°F (about 980°C); but 
above this, the only possible means is by inje(;tor action, a method 
quite successful in driers but one that has not been developed for kilns 
at the present time. Recently, recirculation has been used successfully in 
some tunnel kilns at the preheating end. 

The equalization of temperature at right angles to the path of flow is 
readily accomplished by adjustments in the floor openings, so that the 
hotter areas have the openings reduced and the cooler areas have them 
enlarged. By trial and error, a very uniform temperature can be attained 
over the horizontal cross section of the charge. 

One often hears the kiln fireman state that he uses a damper or a 
close-set floor to back up the heat in the kiln and give a more uniform 
temperature. It is not generally understood, however, just what the effect 
of dampers and restrictions to the flow accomplish. The curves in Fig. 131 



Fio. 132 . The effect of flow velocity on 
temperature distribution. 
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show clearly the great increase in heat transfer from the gas to the charge 
with increasing velocities. The point in the kiln where the flow is restricted 
has an increased velocity, and thereby more heat is transferred from the 
gas to the charge. As the usual problem is to raise the temperature at the 
bottom of the charge, it is possible to have a relatively open setting in the 
charge itself and as small floor openings as are permitted by the available 
draft. Owing to the high velocity through the floor openings, the heat 
from the gas will be given up to a much greater extent at the floor than in 
the other parts of the charge and will therefore tend to compensate for the 
gradual cooling of the gas as it goes down through the charge. 

Temperature uniformity can be attained in a muffle kiln by vary¬ 
ing the area of contact of the gas with the muffle wall from the burner 
to the exit point; i.e., at the burner, the passage for the gas would only 
have a small width in contac^t with the muffle, whereas in the exit, it would 
have a large width. By properly adjusting these areas, a muffle kiln with 
absolute uniformity of temperature can be constructed. Laboratory kilns 
that have been made in this way, though bottom fired, show a temperature 
at the top of the muffle within a few degrees of the bottom temperature. 

Insulation of the kiln tends to increase the uniformity of inside tem¬ 
perature, because (1) it tends to keep the inside walls of the kiln at a more 
uniform temperature, and because (2) an insulated kiln requires less fuel 
and therefore the gases entering the kiln can be at a lower temperature. 
Also, as explained from the diagram in Fig. 132, the insulation of the walls 
of the kiln increases the uniformity of temperature by minimizing the heat 
loss as the gases pass through the charge. 

Kiln Efficiency. The efficiency of the kiln is usually defined as the ratio 
of the heat required to bring up the ware to its maximum temperature 
divided by the amount of heat supplied by the fuel. This definition is 
perfectly logical when applied to the periodic kiln; but when it is used under 
conditions where recuperation occurs, then it may become absurd, as 
efficiencies of over 100 per cent have been determined on actual kilns. 
This can perhaps be made clear by the set of heat-balance diagrams shown 
in Fig. 133 beginning with a nonrecuperative kiln and ending with one 
having a high recuperative effect. It will be seen that the heat required 
to bring the ware up to temperature is the same in each case but the 
external heat supplied to the kiln becomes progressively smaller as the 
recuperative action increases. It would seem more reasonable to give fuel 
consumption per thousand standard-sized bricks rather than to express 
efficiency in percentage. 

It should be stated here that a high degree of kiln efficiency is often 
incompatible with good uniformity of temperature because high efficiency 
demands a low temperature of exit gases and these, in turn, mean a low 
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temperature of the charge in the bottom of the kiln. Only by recuperativ 
action or recirculation can good temperature uniformity be obtaino 
together with high efficiency. 

It is obvious that the insulation of kilns will increase their efficiency 
but unfortunately very few data are at hand to show just what the savin, 
might be, as there is seldom an opportunity to compare similar kilns, on 
of which is insulated and the other not. It should be brought out, howevei 
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that the effect of insulation is not only to reduce the heat passing througl 
the walls and the crown of the kiln but also to reduce the volume of exi 
gases in proportion. This fact is little understood, and it may be well t< 
emphasize it with an example, under steady temperature conditions, ii 
Table 41. This follows because, for a constant exit temperature, th< 
heat lost in the flue gases is proportional to the heat input. 

3. Periodic Kilns. The periodic kiln has been much used in th< 
refractories industry. Its advantages are a comparatively low first cos 
and flexibility in operation. The disadvantages are tlfe poor fuel economy 
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Table 41. Saving Due to Insulation 



Uninsulated 

kiln 

Insulated kiln 

As usually 
computed 

As it 

occurs 

Heat passing through walls, B.t.u_ 

50,000 

25,000 

25,000 

Heat lost in flue gases, B.t.u. 

50,000 

50,000 

25,000 

Heat supplied to the kiln, B.t.u. 

100,000 

75,000 

50,000 

Heat saved, per cent. 

0 

25 

50 


secured, the unevenness of temperature when the charge is piled high, and 
the strain on the brickwork due to the repeated heating and cooling. 
Although the periodic kiln is being gradually displaced by the tunnel kiln, 
it will always be used to some extent for burning large shapes and special 
bricks. 
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Fig. 135. Flue arrangements for downdraft kilns. 


Common Types of Kilns. The periodic kiln generally used to fire 
refractories is either of the circular downdraft type or of the rectangular 
type. The former is usually preferred because of the low cost for a given 
capacity and the even temperature distribution possible. The round 
kilns are made in sizes of 26 to 42 ft inside diameter, but sizes from 30 to 
36 ft are generally preferred. The capacity ranges from 30,000 to 140,000 
nine-inch equivalents. The fireboxes are arranged around the kiln and 
vary in number from 8 to 18 according to the size and type. The con¬ 
struction of the walls and crown is practically the same in all cases, but 
there is a great diversity of arrangements for the floor and flues. 

In Fig. 134 is shown a well-designed, round, downdraft kiln for burning 
refractories. It will be noted that the flues are arranged in such a way as 
to give an even draft at all parts of the floor. Figure 135 gives a number 
of other flue arrangements that are sometimes used. 

Although there is considerable variation in the dimensions of this type 
of kiln, the figures in Table 42 are generally used. It is generally con¬ 
sidered good practice to connect two or four kilns to a single stack having 
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separate flues for each kiln. This method gives a hot stack under all 
conditions, so that a good draft is produced when starting a kiln. The 
height of stack generally varies from 30 to 40 ft. 

Table 42. Kiln Areas 


Floor to top of crown, ft. 11-19 

Height of bag wall above floor, ft. 3-5 

Area of floor openings, per cent of floor area. 2.8 10 

Area of grates, per cent of floor area. 8-12.6 

Area of main flue, iX3r cent of floor an^a. 1.4-3 

Area of stack, per cent of floor area. 1-1.6 



Fig. 136. A typical kiln setting. {Courtesy of Harhison-Walker Refractories Company.) 


Usually the turnover time in this type of kiln, burning clay refractories, 
is approximately 14 days: 4J^ days for firing, days for cooling, 2 days 
for drawing, and 2 days for setting. When burning silica brick, the kiln is 
held at the maximum temperature for some length of time, so the turnover 
time is somewhat longer. A typical kiln setting is shown in hig. 136. 

The modem tendency seems to be toward the use of blowers and 
suction fans to accelerate the burning and cooling. In this way, as much 
as 50 per cent can be taken off the burning and cooling time, which means 
a marked increase in the output of the kiln. There is, however, a limit to 
the rate of firing, caused by the burning properties of the clay used. On 
the other hand, the cooling rate is limited because of the strains set up in 
the kiln itself by a too rapid change in temperature. 
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There are a number of other types of periodic kilns for burning 
refractories, but they are not so generally used. Descriptions of them 
can be found in the references given at the end of this chapter. 

Fuel Consumption, The fuel consumption of periodic kilns is com¬ 
paratively large and varies with the burning temperature and the amount 
of insulation used on the kiln. In Table 43 are given some figures on the 
fuel used in a number of periodic kilns. 


Table 43. Feel CoNsuMrrK)N of Periodic Kit.ns 


Type of kiln 

Capacity, 

9-in. 

equivahaits 

Fuel 

Maxi 

tempt 

°C 

iniiim 

‘ratiire 

OF 

Firing 

time, 

hr 

Fuel per 

1,000 bricks 
(9-in. 

equivalents) 


/ 65,000 

Coal 

1270 

2318 

192 

2,200 lb 


I 32,000 

Coal 

1290 

2350 

150 

1,450 lb 


1 60,000 

( k)al 

1320 

2408 

156 

1,200 11) 


1 48,0(K) 

Coal i 

1170 

2138 

132 

1,50011) 

Round downdraft. 


Coal 


2 (;oo 


sioOO 11) 


1 

Coal 

1150 

2100 


2,100 lb 


I 

Coal 

1250 

2280 


2,500 lb 


[ 

Coal 

1316 

2400 


2,400 lb 


J 42,000 

Coal 

1280 

233() 

163 

1,770 lb 

Rectangular downdraft.. . 

1 60,000 

C/oal 

1270 

2318 

168 

1,800 lb 

Round downdraft. 

f 76,000 

Oil 

1270 

2318 

no 

125 gal 


1 

Oil 

1400 

2550 


115 gal 

Rectangular (insulated) 

f 10,000 

Oil 

1650 

3000 

115 

400 gal 

downdraft. 

1 5,000 

Oil 

1650 

3000 

100 

500 gal 

Round downdraft. 

50,000 

Natural gas 

1250 

2280 

216 

18,000 cuft 


The heat losses in periodic kilns are mainly in the flue gases, as shown 
in Table 44, which gives average figures for periodic kilns burning fireclay 
bricks with coal. 

Setting Methods, The method of setting the brick in the periodic kiln 
depends on their shape, the type of refractory, and individual plant 
practice. The setting is usually in a checkerwork pattern, with about 
3^ in. between bricks, making up a bench extending across the kiln. For 
straight bricks, this means three set across three others. To prevent the 
bricks from sticking to one another, silica sand is sprinkled on the top of 
the bench before placing the next pieces. Brick such as magnesite and 
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chrome cannot support themselves in a high setting and therefore are 
commonly boxed with silica brick, which carry the load. 

Table 44. Heat Balance of a Typical Periodic Kiln 

Per Cent 


Heat to raise temperature of bricks, or efficiimcy. 15 -45 

Heat to drive off moisture. 0-3 

Heat in combustion of ash. 4-10 

Heat in combustion in flue gases. 0-5 

Heat in dry flue gases. 20-45 

Heat in water vapor in gases. 4-7 

Heat to raise kmiperature of kiln walls. 4-15 

Hc^at to raise temperature of kiln crown. 2-4 

Heat lost by walls and crown. 3-9 

Heat lost in bottom and flu(\s. 4 12 



Pig. 137. Section of a typical conipartment kiln. 


4. Continuous Compartment Kilns. The compartment kiln is designed 
to provide more economical operation than can be given by the periodic 
kiln. A great number of methods are used, but the general principle is 
the same in all cases. In Fig. 137 is shown a portion of a typical compart¬ 
ment kiln. Each chamber is similar to a downdraft periodic kiln; but 
instead of the gases passing out of the stack, they pass from one chamber 
to the bag wall of the next, so that the heat from the combustion gases is 
used to preheat the bricks in the chambers ahead of the fire. In the same 
way, the heat from the cooling bricks is used to preheat the air for 
combustion. In some cases, this combustion air is drawn off by blowers 
and passed through the grates or burners; in other cases, the fuel, usually 
in the form of fine coal, is introduced through ports directly into the 
chambers under fire. 

This type of kiln has been used to a very small extent for refractories in 
this country, but abroad, where economy of fuel is more important, the 
compartment kiln has been extensively employed. The main trouble with 
the older type of chamber kiln was the slow rate of fire travel, which 
amounted to only about 6 in. per hr. This was due mainly to the con¬ 
siderable resistance to the flow of gases through the long passages. In the 
more modem chamber kilns, blowers and suction fans are being used to 
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increase the gas velocity, which gives a fire travel as high as 3 to 5 ft per hr, 
with an immense increase in the capacity of a given kiln. 

In a well-designed chamber kiln, practically the only heat loss is by 
transfer through the walls and crown, for nearly all the heat is abstracted 
from the cooling bricks and from the combustion gases. Although it is 
difficult to get strictly comparable figures, it may be said that the fuel 
consumption runs between one-half and one-third of that of a periodic 
kiln. This, of course, is an important saving. However, the initial cost 
for chamber kilns is somewhat higher than for periodic kilns of the same 
capacity; and in gcmcral, the firing of a chamber kiln requires more skill to 
produce an evenly burned product. In regard to the upkeep of the 
chamber kiln, different operators hold rather conflicting views, but some 
believe it to be considerably higher than for a periodic kiln. 


Table 45. Fuel Consumption of Chamber Kii^ns 


Ware 

Fuel 

Maximum temperature 

Fuel per 

M standartl 
bricks, 11) 

OF 

°C 


/ Coal 

2450 

1340 

750 


1 C-oal 

2325 

1273 

1,000 

Firecjiay. 

I Coal 

2570 

1410 

1,100 


V Producer gas 

2590 

1420 

1,500 ((‘oal) 

Silica. 

Coal 

2G40 

! 1450 

900 


f Coal 

2680 

1470 

1,500 

IVIagriesite. 

1 Coal 

3000 

1650 

3,500 


( Brown coal 

2730 

1500 

4,000 


The capacity of chamber kilns depends entirely upon the size and 
^,number of chambers, as well as rate of fire travel. Kilns with an output 
of over 100,000 bricks per day have been constructed. 

During the Second World War the Didier Werke in Germany con¬ 
structed a Hoffman-type chamber kiln^^^^ with three kiln cars per chamber, 
so that the setting could be carried out in the open. Such a kiln should 
receive serious consideration by our manufacturers for burning shapes. 

6. Tunnel Kilns. The use of tunnel kilns in burning refractories is 
extending rapidly, and it may be said that practically all the modem 
refractory plant units are built around a tunnel kiln. As the design has 
been improved and experience gained in the operation of tunnel kilns, it is 
generally recognized that they will produce better bricks at a lower cost 
than the periodic-kiln unit. This does not mean that the periodic kiln 
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will not be used, for it still offers advantages in burning large or intricate 
shapes, where the burning schedule must be different from that of the 
standard brick. Because of the great importance of the tunnel kiln, some 
space will be devoted to a consideration of the principles of operation. 

In principle, the tunnel kiln consists of an elongated chamber, which 
is maintained at a steady temperature, graded in the desired manner, 
from end to end. The charge, mounted on cars, is moved continuously 
through the chamber and encounters in its passage the desired variations 
in heat. The economy of the tunnel kiln is obtained by regaining the heat 
from the combustion gases to heat the incoming charge and by using the 
heat from the cooling bricks to preheat the combustion air or, in some 
cases, to dry the bricks. 

The advantages of the tunnel kiln are as follows: 

1. The tunnel kiln lends itself well to a continuous production process, 
which minimizes handling. 

2. The setting and drawing of the kiln are simple and regular; and 
with dry-pressed brick, setting can be done directly from the press, elim¬ 
inating the shods, drier cars, etc. 

3. The kiln structure itself, with the exception of the cai\s, is always 
at a uniform temperature, so with proper design, upkeep of the refractory 
of the kiln itself is very low. 

4. It is possible by proper design to heat and cool the ware according 
to any desired schedule, which enables the brick to be burned properly 
in the shortest possible time. 

5. Owing to the relatively small cross section of the charge, the heat is 
able to penetrate to the center rapidly, thus allowing much more rapid 
burning than is possible in the bulky charge of the periodic kiln. This 
rapid burning is an advantage when special orders must be put through 
rapidly. 

6. The tunnel kiln, when properly operated, shows marked economy 
of fuel in comparison with the periodic kiln. 

There are a number of disadvantages to the tunnel kiln, but many of 
these are gradually being eliminated as more experience is gained with 
this method of burning. 

1. The construction of a tunnel kiln necessitates a considerable capital 
outlay, as it is impossible to increase the capacity gradually as can be done 
with a number of periodic kilns. However, the cost per thousand bricks 
produced is not necessarily higher than that with the periodic kiln. 

2. A shutdown on a tunnel kiln is serious, as it will tie up the whole 
unit for perhaps two to four weeks. With proper operation, a shutdown 
is very rare, but it does happen occasionally. 
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3. The upkeep on the car tops is high, because of the fact that they are 
periodically heated and cooled during each passage through the kiln. 
Considerable study is being given the problem, and it seems probable 
that this expense can be greatly reduced by careful design. 

4. Some difficulty is experienced in getting a uniform temperature 
across the section of the tunnel kiln. The top and sides of the charge 
are often hotter than the bottom. This can be corrected, however, for 
some tunnel kilns now running give a very uniform temperature 
distribution. 



5. The tunnel kiln requires a considerable length of floor space, and 
some plants are so situated that this is not readily available. 

6. Another objection to the tunnel kiln is that for most efficient 
operation, it must be run with a uniform charge, with straight bricks 
or 9-in. shapes. It is, of course, possible to vary the burning schedule 
to accommodate larger shapes or different types of clay, but these changes 
have a bad effect on the structure of the kiln, and some time is lost in 
getting the kiln running uniformly after such a change is made. 

7. The tunnel kiln cannot be run efficiently at a low capacity and 
therefore lacks the flexibility of the periodic kiln. 

Tunnel kilns are made in the direct-fired and muffle types. Because 
the average refractory is not very sensitive to impurities in the atmos¬ 
phere, the muffle type, which is more expensive in first cost and in fuel, 
would rarely be selected for burning refractories; therefore we shall con¬ 
fine ourselves to the direct-fired type. In Fig. 138 is shown a plan sec¬ 
tion of a typical direct-fired tunnel kiln. The charge enters the kiln at 
the left-hand end and is gradually heated, reaching a maximum tempera¬ 
ture in the hot zone. It is then cooled as it passes out of the kiln. Cold 
air is forced into the exit end of the kiln with a blower, and this passes 
through the charge, cooling it and at the same time picking up heat. 
This air then passes into the combustion zone, where it is mixed with the 
combustion gases, and then passes through the incoming charg^ In this 
portion of the kiln, it loses heat to the charge; then it is drawn but at the 
entrance end of the kiln with a suction fan. The primary air used for 
combustion in the burners is usually drawn out from the cooling section 
by a fan, but this is small in volume compared with the total gas flow. 
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A number of variations may be used. In Fig. 139 the cooling air is 
drawn out of the kiln and used for heating driers or a hot floor, and the 
air for combustion is taken from the cooling air at the same point. Figure 
140 shows a kiln with indirect cooling. In this case, the bricks are cooled 

BURNERS ARE S/iOUVN TO DRYERS 



Fig. 139. Tunnel kiln in which the cooling air is drawn out for use in drier. 

entirely by radiation, as the cooling air passes through the hollow walls 
and is used for driers and combustion. 

In order to regulate the heating curve of the bricks, the gases are 
usually not drawn off at one point at the kiln entrain^e but are taken out 
at a number of points along the pre¬ 
heating section so that the desired 
temperature curve may be obtained. 

The longer the preheating zone of the 
kiln the cooler will be the exit gases 
and the higher the efficiency of the kiln. 

However, for constructional reasons, the 
length must be limited; consequently the 
temperature of the exit gases usually 
runs between 100®C (about 212°F) and 
400°C (about 750°F), In the same 
way, the outgoing bricks may be cooled 
to any desired temperature by suflScient 
length of the cooling zone. It is gener- a tunnel kUu with i«dhect 

ally desired to cool the charge sufficiently 

for easy handling. The bricks usually emerge at temperatures of 
(about 120°F) to 150®C (about 300°F). 

The setting of the charge itself should be so proportioned that a, 
comparatively high gas velocity is maintained throughout the length of 
the preheating zone, and yet excessive power should not be required to 
pull the desired volume of gases through. In general, the velocity of the 
gases through the preheating zone will vary from 500 to 2,000 ft per min, 
and the draft at the entrance end needed to supply this velocity will vary 
from 34 to 1 in. of water. 

A great many methods are used in setting the charge to provide 
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longitudinal gas channels. As the sides of the charge have a tendency 
to heat before the center, it is common practice to provide a gas channel 
down the center of the charge and to reduce the clearance at the top and 
sides to a minimum, as shown in Fig. 141. The width of the charge usually 
ranges from 4 to 7 ft, and the height from 4 to 6 ft. Rather flat arches 
are used in order to prevent gas from flowing over the charge. It is quite 
necessary in a kiln of this length to make the sections as airtight as pos¬ 
sible. This is accomplished by keeping the wall joints well cemented; 



Fig. 141. A car of chrome bricks being pulled from the tunnel kiln onto a transfer car, 
{Courtesy of the Harbison-Walker Refractories Company.) 


and in some cases, airtight coatings are applied to the outside of the 
insulating material. 

There would tend to be a very large leakage between the car bottom 
and the kiln wall, because the clearance here cannot be made small on 
account of the change in dimensions of the car top. This leakage is 
prevented in most kilns by attaching to each car a blade that runs in a 
trough filled with sand along each side of the kiln, as shown in Fig. 142. 
This method appears to be quite satisfactory, as sand can be supplied to 
the entrance end of the trough from which it is gradually carried through 
to the exit end, where it can be removed and returned. 

The furnaces for firing tunnel kilns are arranged along the sides in the 
firing zone as shown in Fig. 143. The number of furnaces usually varies 
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between two and seven on each side, and usually they are staggered. For 
the use of coal, furnacjes and grates similar to those used in periodic kilns 
are employed; but in this case, they may be designed to work at their 
maximum efficiency with a constant load. Although a number of kilns 
have been fired directly with coal, in 
general it is more difficult to maintain 
a uniform temperature, and better con¬ 
trol is obtained with other fuels. Many 
tunned kilns are fired with oil. In most 
cases, the burners are placed in small 
chambers at the side of the firing zone, 
and the oil flame is directed into the 
charge. Due to the necessarily small 
distance between the burner and the 
charge, there is danger of overheating the 
surface of the brick next to the burner. 

For this reason, a checkerwork, as 

u 1 A 8aiul weal under a tunnel 

shown in b ig. l dO, is sometimes placed 
at the mouth of the chamber to distrib¬ 
ute the heat more evenly over the surface of the charge 

Kilns fired with natural gas need only a small firing chamber, as the 
flame is comparatively short. As in the case of periodic* kilns, natural 




Fiq. 143. A modern tunnel kiln designed for firing refractories. {Courtesy of the Allied 
Engineering Corporation,) 
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gas is an ideal fuel, and perfect control of temperature and atmosphere 
can be maintained with it. 

Producer gas is often used in firing tunnel kilns. In most cases, the 
flame can be directed immediately into the charge because of the low 
temperature of the producer-gas flame. Because of the low heat value 
of this gas, it is not necessary to use a large amount of secondary air to 
provide a sufficient volume of gases to carry the heat down the kiln. As 
previously stated, raw producer gas has the disadvantage of depositing 
soot and tar in the connecting flues, and provision must be made for 
cleaning them out periodically. 

The position of the burners is usually somewhat below the center of 
the charge in order to bring up the bottom temperature, which tends to 
lag behind that of the top. Sometimes burners in the hot zone are 
varied in height from one point to another in order to give a more equal 
temperature distribution to the charge. Some kilns have been constructed 
with hollow car bottoms. In this case, the car tops must be made of 
excellent material to withstand the high temperatures and loads experienced 
under these conditions. 

The tunnel kiln cars vary from 5 to 7 ft in length and are built of 
structural steel or made of castings. Generally the cars roll on wheels 
mounted on roller bearings as in track cars. The track, however, is laid 
with great care, and there is little side clearance between the flanges and 
the rails. A number of other methods have been suggested and tried out 
for supporting the cars, such as balls running in grooves, floats on a canal, 
and stationary rollers in the kiln. 

The cars are pushed through the kiln generally by a hydraulic pusher 
operated by a small variable stroke pump, as shown in Fig. 144. After 
one car has been pushed in, the plunger draws back, a second car is inserted 
by means of a cross transfer, and the process is repeated. At the exit end, 
the car is taken off on a transfer in the same way. Kilns have been built 
where the cars are moved continuously rather than intermittently, in 
which case, they are usually driven by a heavy chain with dogs. Means 
are provided to transfer the load gradually from the driving dog on the 
forward car to that on the following car to prevent shock and jars. As it 
is more expensive to construct a mechanism for continuous operation, it 
is not generally used, because the wait of four or five minutes while chang¬ 
ing cars is not serious. 

Nearly all tunnel kilns employ air locks at both ends so that the flow 
conditions in the kiln will not be disturbed by the entrance or exit of cars. 
However, kilns can be run with one lock and, in the smaller sizes, ivithout 
any. 
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The cars are moved at the rate of from 3 to 8 ft per hr, depending 
upon the length of kiln and the burning properties of the clay, thus giving 
a total time in the kiln of from 50 to 100 hr; however, kilns are operating 
successfully at speeds as high as 20 ft per hr and with a total time in the 
kiln of 12 hr. If the kiln is properly designed so that the combustion gases 
are evenly distributed around each brick, the limit in rate of heating for 
many clays is the time taken for the heat to penetrate from the surface 
to the center of the brick. In the future, we may see clay refractories 
burned in a much shorter time than is considered possible^ at pre semt. 



Fio. 144. A tunnel kiln car loaded with special shapes ready to enter the kiln, {('ourtesy 
of the Harbison-Walker Refractories Comjxiny.) 


The production of tunnel kilns generally used for refractories varies 
between 20,000 and 35,000 bricks per day. It may be said that the 
faster the bricks can be run through a given kiln and still be burned prop¬ 
erly the more efficient will be the burning conditions. It takes but little 
more fuel to bum 30,000 bricks per day in a given kib than it dot« 20,000 
bricks. 

Some manufacturers bum all shapes in their tunnel kilns, even up to 
45 in. in length. They also change the burning temperature to accom¬ 
modate different types of clay that may be mn through the kiln. Although 
this procedure can undoubtedly be followed if necessary, a tunnel kib 
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can be run efficiently only with one type of setting and one temperature 
adjustment. Any changes in the setting or in the temperature disturb 
the balance of the kiln and recpiire a long period for readjustment. Again, 
if the kiln is running slowly enough to burn large shapes properly, it is 
running slower than necressary to burn standard bricks. Probably the 
most desirable condition would be to have oiu' tunnel kiln running on 
9-in. sizes and a second kiln on a slower schedule burning only large 
shape's. 

A well-designed tunnel kiln will use from one-lialf to one-third of the 
fuel per thousand bricks reejuired for a periodic kiln. In Table 46 are 
given some figures on the fuel consumption of tunnel kilns. 

Table 40. The Fitel Consumption of Tunnel Kilns 


1,000 


(stokers) 


(coal) 

(coal) 

(coal) 

(coal) 

ft. 

ft. 


Type of refractory 
fired 


Fireclay. 


Fireclay 


Fireclay. 


Fuel used 


(^oal 


Oil 


Producer gas 


Fireclay.| Natural gas 

ChroTue. Oil 


Maximum 

temperature 


°C. 

(1270 i 
]l335 
fl470 
(1400 
(1670 
1150 
1250 
1420 
1400 
(1140 
jllOO 
(1470 I 
1 1525 i 


"F. 

2320 

2435 

2680 

2550 

3040 

2100 

2280 

2590 

2552 

2080 

2000 

2680 

2775 


Fuel pe; 
brie 


700 lb. 
900 lb. 
1,250 lb. 
80 gal. 
150 gal. 
850 lb. 
970 lb. 

1,150 lb. 

630 lb. 
6,000 cu. 
7,000 cu. 
500 gal. 
600 gal. 


A tunnel kiln reduci's tlie setting and handling cost in a unit by as 
much as 20 to 35 per cent, through the continuous flow of materials. In 
the case of dry-pressed bricks, it is general practice to set the tunnel-kiln 
cars directly from the dry press and then to pass them either through a 
drier or, in some cases, directly to the kiln. This eliminates drier cars, 
shods, and storage space for the drying bricks. 

It is difficult to state definitely the relative qualities of a tunnel-kiln 
and a periodic-kiln product because the conditions are so varied. It may 
be said in general, however, that the tunnel-kiln product is more uniform 
than that of the periodic kiln, both as to size and as to degree of burning. 
This is due to a more even temperature in the small cross section of 
the tunnel kiln and to the fact that the stresses resulting from the height of 
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the setting and the shrinking of the charge as a whole are much smaller in 
the tunnel kiln. Kiln marking is rarely found. The tunnel-kiln produc;t 
is probably no better than the be^st of the periodic charge, but a large 
portion of the charge from the periodic kiln will undoubtedly be inferior 
to any of the tunnel-kiln product. 

The cost of building a tunnel kiln to burn refractories will run abo\it 
$3,000 to $5,000 per thousand bricks per day. This cost takes in only tlu^ 
kiln itself, and a complete unit for manufacturing 30,000 clay bricks per 
day w^ould cost in the ncngliborhood of $300,000 to $400,000. 

Undoubtedly, a modern tunn(‘l-kiln unit can turn out bricks at a lower 
cost than the old periodic unit, because^ of both the saving of fuel and th(' 
saving of labor. This fact and the general belief that the product is 
superior to the pcTiodic product ha\ e led many manufacturers to change 
over their plants to tunnel-kiln operation. 

l\inn(‘l kilns an^ used succ(\ssfull3^ to fire ntractories other than fireclay. 
Silica bricks havc^ bc'en burned in tunn(4 kilns here and abroad for some 
time. A kiln for l)urning silica bricks at thc^ rate of 35,000 bricks per da}^ 
would be approximately 500 ft long to give a comparatively long soak at 
the maximum tempc'rature, which would run around 150()°U (al)out 
2730°F). Magn(‘site and chrome bricks are being su(‘cessfu]ly burned in 
tunnc'l kilns. These bricks are not able to support a great load while they 
an' being Inirned; and in jx'riodic kilns, it is nec(‘ssary to sui)p()rt thc'm 
more or less completely with silica bricks. In a tunnel kiln, however, the 
setting can be made so low that the bricks are w-(41 supportc'd during the 
burning operation, w hich gha's a lower kiln loss and a superior product. 

6. Shaft Kilns. Shaft kilns are used t-o a considerable extent in burn¬ 
ing lime, dolomite, and magiu'site, although they have been displaced by 
the rotary kiln in many instances. 

Shaft kilns for burning magnesite are described by Seil/’"^^ 'The coal- 
fired kiln is 6.5 ft in diameter and 40 ft high. The fuel wc'ighs 35 pvr cent 
of the clinker, A blast pressure of 1 lb is used, w hich produ(*es a tempera¬ 
ture at the base of the stack of 1500°U (about 2730°F) and 25()^(^ (about 
480°F) at the top. The lower lining is magnesite brick, and the remainder 
firebrick. The producer gas-fired kilns are 8 ft in diameter and 52 ft high. 

A small shaft kiln is dc'seribed by C. L. Norton, for firing pebbles. 

At a temperature of 1650°C (about 3000°F) only 1000 Btu was required 
per pound of product—a very high efficiency for such a small kiln. The 
maximum temperature attainable in this type of kiln is mainly limited by 
the refractories. 

7. Rotary iCilns. Rotary kilns are coming into extensive use in the 
refractories industryfor firing hard-burned grog of fireclay, bauxite, or 
diaspore. These kilns are similar in construction to those used in the 
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Portland cement industry and so need no detailed description. Lump 
clay is fed into the cool end of the kiln and is fired up to temperatures of 
around 1650®C (about 3000®F). Considerable experience is needed in 
operating these kilns at high temperatures to prevent rings forming in the 
hot zone and so stop the flow of clinker. 



Fig. 145. Arrangement of pebble heater for delivery of air at 2300°F. 

8. Air Preheaters. Considerable advances have been made during the 
last few years in developing high-temperature preheaters to supply com¬ 
bustion air. The most interesting design is the pebble heater/’®' a section 
of which is shown in Fig. 145. The pebbles spheres of refractory) 

are heated in the upper bed A by burners F and flow by gravity through 
the throat B into the lower bed C, where air is blown through them to pick 
up the preheat. The cooled pebbles are then returned to the upper bed by 
a continuous conveyor. Preheat temperatures of 1370°C (about 2500®F) 
can be obtained in this very compact device. Actual operating data on a 
small unit is given in Table 47. 
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Fio. 14G. Showing a modern method of storing fire brick on pallets with a lift truck. 
(Courtasy of the Harhition-Walker Refractories Company.) 


Table 47. Typk al Pebiu.e Heater Opfjiatinq Data* 

Unit No. 1 


(las being heated. Air 

Exit gas temiKjrature, °F. 2,180 

Inlet gas temperature, °F. 100 

Weight of gas heated, lb per hr. 1,800 

Btu per hr in fuel. 1,760,000 

Weight of flue gas, lb per hr. 2,240 

Pebble circulation, lb f)er hr. 2,150 

Flue gas exit temperature, °F. 750 

Lower bed diameter, in. 19 

* Computed. 


9. Handling and Storage. Products from the kiln are either shipped 
or put in storage directly. In recent years, nearly every plant employs 
lift trucks and wooden pallets for handling as shown in Fig. 146. This 
allows high piling with a minimum of labor. In some cases, the bricks 
are loaded in the freight cars on the pallets, which are later returned when 
a carload accumulates. 

Insulating firebricks are generally ground to sizes on automatic grinders 
and then packed in cartons for storage or shipment. 
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CHAPTER X 

LABORATORY KILNS AND FURNACES 

1. Combustion Furnaces. Types of Gas Burners. There arc a number 
of types of burners suitable for the efficient combustion of gas. The sim> 
plest is the atmospheric type, where the primary air is drawn in by the gas 
jet. Examples of this are the Bunsen, Tirrill, and Mcker type of burner, 
as shown in Fig. 147. With gas at the usual pressure of 3 to 6 in. of water, 

i 

Fig. 147. The Bunsen, Meker, and Tirrill types of atmospheric gas burners. {Courtesy of 
Eimer and Amend.) 

it is impossible to draw in enough primary air for complete combustion; 
consequently a certain amount of secondary air must be supplied in addi¬ 
tion. With natural gas, which requires a larger proportion of air, the 
primary air is quite insufficient for combustion; therefore it is much more 
difficult to design an efficient burner of this type to bum natural gas. 
However, by proper design, furnace temperatures as high as 1420°C (about 
2590°F) can be obtained with atmospheric burners without preheating the 
air. If the air is preheated, temperatures as high as 1750^^0 (about 3180°!') 
can be obtained. The advantages of the atmospheric type of burner are 
quietness and reliability, for a burner of this type can be left running 
unattended quite safely. 

Although it is possible to preheat the air for small kilns successfully, 
fuel saving is usually not an object in such small installations, and the 
initial cost and maintenance of a suitable recuperator is not often justified; 
accordingly, when temperatures above the range of the atmospheric burner 
are desired, it is best to use the air or gas under pressure. By supplying 
the gas at a comparatively high pressure with a small pump, suflSicient 
primary air can be drawn in to give complete combustion. Under the 
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conditions of complete combustion at the top of the burner, a much higher 
temperature can be obtained than when secondary air must be supplied 
separately. The high-pressure-gas type of burner has the advantage of a 
very large range of control from the lowest to the highest temperatures. 



Fia. 148. A blow pipe where the gas and air 
are mixed at the nozzle. 


The greatest disadvantage is the 
special apparatus that must be used 
for compressing the gas. 

Perhaps the most common types 
of gas burners us(h 1 in laboratory 
kilns are the ones to which the air is 
supplied under prc'ssures of from 2 to 
12 psi. The gas and air are mixed 
at the nozzh somewhat as sIioami in 




Fig. 148, and a fairly short flame results. Temperatures as high as 180()°C 
(about 3270°F) can be obtained with this type of burner. In controlling 
the heat of the furnace, two adjustments must be made—one on the gas 
and one on the air—but this has the advantage of allowing the kiln atmos¬ 
phere to be regulated as desired. -. - ..., 

The highest temperatures in labo¬ 
ratory kilns can probably be obtained ; 
by premixing the gas and air in the \ 
theoretically correct proportions and 
then burning th('m at the nozzle, as ! 
shown in Fig. 149. Under proper I 
conditions, temperatures up to 
1850°C (about 83G()°F) can be ob¬ 
tained mthout preheating. The high [ 
temperature is due to the fact that : 
the gas and air are intimately mixed ^ 
before combustion and that the com- i 
bustion itself occurs extremely rapidly f 

in a very small volume. .* * ‘ ' 

A ga« burner in which the air and 
Small Round Kiln for Shrinkage premixed and then burned at the 

Tests, etc. Figure 150 shows a furnace nozzle. {Courtesy of Die Maxon Premix 
that is very convenient for heating Comixiny.) 

small specimens. By placing the specimens in open saggers, a very even 
temperature is attained because of the complete circulation of the gases 
around the specimens. The use of premixed air and gas gives tempera¬ 
tures up to 1800°C (about 3270‘^F). 

High-temperature Catenary Kiln. In Fig. 161 is shown a small kiln 
that has proved very successful in firing refractory specimens up to 
1850®C (about with city gas and no preheat. Excellent results 
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were obtained with a lining of pure, fused alumina bricks insulated with 
kaolin insulating firebrick. The insulation is omitted for a short distance 
at the door end of the arcdi, both to keep this spot from overheating and 
to equalize the temperature over the whole kiln. When firing, the tem¬ 
perature is brought up to about 1500°C (about 2700°F) overnight with a 




Fig. 150. A gas furnace for teniperutures up to 18U0‘^C'. 


blow pipe, the premix is started in the morning, and 1800°C (about 3270°F) 
r(‘a(thed in 5 hr. 

Large Laboratory Kiln. Shown in Fig. 152 is a drawing of a laboratory 
kiln of sufficient size to burn 100 to 500 standard-size bricks. This size 
of kiln is very convenient for making burns on experimental bricks or 
special shapes, where the scdiedule is different from that of the production 
kilns. The kiln can be fired by either gas or oil, and temperatures up to 
1750°C (about 3180°F) can be obtained. The temperature distribution 


Fused alumina 




SIDE VIEW OF KILN 


Fig. 161. High-temperature catenary kiln for the laboratory. 
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can be made quite uniform by varying the floor openings. It will be noted 
that the elimination of the side walls on this kiln greatly simplifies the 
construction and makes it unnecessary to use much ironwork. 

Oxygen-propane Furnace, The furnace shown in Fig. 153 is used for 
firing special refractories up to 2000°C (about 3630°F) with a lining of 



Fig. 152. A laboratory kiln for burning 100 to 500 bricks. 


pure fused alumina bricks, which stand up well although there is some 
melting on the inner surface of the bricks at the highest temperatures. 
While this furnace is more expensive to run than gas and air furnaces, it 
reaches high temperatures rapidly and the gas velocity in the furnace is 
not very high. The temperature uniformity in the furnace is not perfect, 
and therefore specimens should not be placed in line with the burners. 
With the use of a zirconia lining, still higher temperatures are possible. 
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2. Electric Resistance Furnaces. Globar Kiln. The kiln shown in 
Fig. 154 IS excellent for firing up to 1500°C (about 2730°F), as the tempera 
ture and atmosphere can be positively controlled. Also the 00 ^^ 
of temperature is excellent, as there is a circulation of the gases up around 
e heating elements and down through the ware. This kiln may be 
made up in various sizes but a suitable variable voltage power supply! 
needed. Kilns of this type may be purchased on the market. 
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Carbon Tvbe Furnace. This furnace has been much used in high- 
temperature research; but as it is rapidly being superseded by high- 
^’equency induction furnaces, it need not be discussed further. 

Oxide Resistor Furnace. This furnace developed at the National 
ureau of Standards using resistors of the Nernst type is capable of 
reaching 2000'>C (about 3630°F). This is the only high-temperature electric 
umace capable of providing an oxidizing firing, and therefore is valuable 
tor research in spite of its high cost. 
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3. Arc Furnaces. For extremely high temperatures the arc furnace 
has been used. The high temperature is conc^entrated into a small volume 
of ionized gas heated by the current passing through it; thei'ofore it is 
difficult to obtain a uniform temperature over a reasonably large volume 
for research purposes. 

4. Solar Furnaces. This type of furnace^*'^*®^ produces very high 
temperatures of 3000°C (about 5430°F) by focusing the image of the sun 
onto a specimen. Some of the melting points of the more refractory 
substances have been determined in this way, as quick heating and 
freedom from contaminating gases are achieved. However, the opea-a- 
tion is completely dependent on the weather. 



6. High-frequency Induction Heating. Introduction, It is believed 
that high-frequency induction heating will be the principal tool of high- 
temperature research in the future; therefore considerable space will be 
devoted to this subject. 

In 1831, Michael Faraday described an exf)eriment in which two coils 
of wire were wound on an iron ring, thus making the first transformer on 
record. This experiment was the first realization of the phenomenon of 
electromagnetic induction. Shortly after 1850, a large number of patents 
were issued, both in the United States and abroad, (covering high-frequency 
apparatus for the heating of metals. General interest and the use at 
that time were for melting, wherein a conducting crucible was heated by 
induction and the heat of the crucible was transmitted to the charge by 
radiation and conduction. Today, this same principle, in conjunction 
with various modifications, is finding wide application in the refractory 
research field due to the ease in obtaining extremely high temperatures 
in various atmospheric conditions. Because there seems to be a real 
lack of specific information to guide the research worker in designing 
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equipment for extreme temperature levels, the following section gives the 
general principles as well as four practical designs. 

Prior to the entry of the United States into the Second World War, 
a large part of all high-frequency heating in the refractory research and 
other fields was accomplished with experimental or custom-built high- 
frequency generators. However, the requirements of diversified experi¬ 
mentation and production opened new maiket possibilities, until now 
there is available a wide range of high-frequency heating equipment in 
standard commercial models. Practically all these models are applicable, 
in one way or another, to the refra(d;ory reseai'ch field. In addition, 
custom-built units are available from nearly all manufacturers of standard 
models to m(‘et special requirements. 

The applic^ation of high-frequency heating in the refrac^tory research 
field divides into two distinct groups: ( 1 ) induction heating units for the 
diT’ect heating of elec^trically conductive materials (susceptors) and (2) 
dielectric heating units for the direct heating of ele(‘trically noncondiudive 
materials. Since few data are available regarding the dielectric heating 
of refractory materials to high temperatures, we shall not consider this 
method in the following discussion. On the other hand, a considerable 
amount of data is available in regard to the induction heating of sus¬ 
ceptors, which, in turn, are used to heat enclosed refractory materials to 
high temperatures through thermal radiation and conduct ion phenomena. 
Appli(nations of this method will be our only concern hen^. 

Principles of Induction Heating, W^e are interested fundamentally in 
raising the temperature of the susceptor by transformation of electro- 
rnagiK^tic energy to heat energy. The only requirement that a material 
must have in order that it be capable of responding to indu(‘-tion energy 
and thereby bec^ome heated is that it be an electrical conductor. Materials 
with properties suitable for susceptors in high-ternperature work are 
listed in Table 48, and reaction temperatures in Table 49. It should be 
noted that many materials such as glass conduct electricity at elevated 
temperatures. If, for instance, glass is brought up to an elevated tempera¬ 
ture by conventional means, further increase in temperature can be 
obtained by high-frequency induction-heating methods. The same may 
hold for some oxide mixtures such as 80 per cent Th 02 , 10 per cent Y 2 O 3 , 
10 per cent Zr 02 ; 90 per cent Th 02 , 10 per cent Y 2 O 3 ; and 85 per cent 
Zr 02 , 15 per cent Y2O3, which are good conductors at high temperatures. 
However, the problem of raising them to a conducting temperature has 
not been worked out but would be of great importance in providing a 
means for high-temperature heating in air. 

An induction heating circuit is fundamentally a transformer wherein 
an inductor carrying the high-frequency alternating current from the 
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generator is the primary and the susceptor to be heated is made the 
secondary by merely placing it within the confines of the inductor, there 
being no physical contact between the two. The current flowing through 
the inductor sets up magnetic lines of force in a circular pattern, which 


Table 48. Properties of Susceptor Materials 


Material 

Symbol 

Melting 

point., 

“C 

Elec, res., 
micro ohms 
per cm 

Vapor pressure, 
mm Hg 

Rate of volatilization, 
g per sq cm per sec 

C'arbon (graphite). 

C 

3500 

1,000 

lO-^atSOOO^CW 


Molybdenum. 

Mo 

2020 

.5.7 

10-» at 2.300“C(«) 






6.43 X 10-»at 1800“C(22) 

8.63 X 10-» at 1800“C(«) 





3.90 X lO-ii at 2200“C>22) 

4.80 X 10“’ at 2200°C(2») 





1.00 X 10-2at2600“C(2‘O 

1.79 X 10 “at2600*0(») 

Platinum. 

Pt 

1774 

9.83 

Below 10-< at 1700“CW) 


Tantalum. 

Ta 

2H50 

L5.5 

Between W and Mo, near W* 


Tungsten. 

W 

3370 

6.51 

6.45 X 10-i*at2000°C(2*) 

1.14 X 10“i« at 2000*0C“) 





4.92 X 10-»at2400“C(M) 

7.98 X 10“>0at2400“O'«) 





2.80 X 10-*at2800°C(*2) 

4.29 X 10-7at2800°0(“*) 





3.33 X 10-> at 3200°C(«) 

4.67 X 10~&at3200°C(«) 

Columbium*. 

Cb 

1950 

20 



Iridium*. 

Ir 

2350 

0.08 



Osmium*. 

Os 

2700 

9 



Rhenium*. 

Re 

3000 

21 



Rhodium*. 

Hh 

1985 

4.93 



Titanium*. 

Ti 

1800 

3 



Vanadium*. 

V 

1710 

20 



Zirconium*. 

Zr 

1900 

41 



Carbidest. 






Nitridosf. 






Sulfidest. 







* For pOHhible future uae. 
t Few data available. 


Table 49. Reaction Temperatures in Degrees Centigrade for Some Pure 

Materials in a Vacimim* 



W 

Mo 

MgO 

BeO 

ThOa 

ZrO, 

C 

w 








xMo 

2300 







MgO 1 

2000 

1800 






BeO 

2100 

1900 

1800 





ThOa 

2300 

2200 

2150 

2150 




ZrOa 

2100 

2150 

1950 

2000 

2200 



C 



1800 

2300 

1950 

1800 



From Doctor’s Thesis by P.D. Johnson, Massachusetts Institute of Technology, 1948. 
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thread through the susceptor and induce eddy currents therein. Since 
the high-temperature susceptor materials mentioned are nonmagnetic, 
heating caused by hysteresis can be ignored, but the eddy-current phe¬ 
nomenon is of primary importance. 

Eddy-current losses are resistance losses resulting from small circulating 
currents within the material. These currents are caused to flow by virtue 
of differences in potential at various points in the material, these differ¬ 
ences in potential being caused by the alternating magnetic field threading 
through the susc^eptor. This loss, or heating effect, is proportional to the 
square of the current flowing and directly proportional to the electrical 
resistance of the susceptor. Hence, it can he considered to be proportional 
to the square of the freciuency and the fiefld strength, since the potential 
differences and resulting currents vary in accordance with this relation. 

A characteristic of liigh-frecjuency 
heating is its tendency to concentrate 
energy on the surface of the suscep¬ 
tor. This phenomenon, called “skin 
effect,is a function of frequency. 

Other factors being equal, the higher 
the frequency the shallower will be 
the depth of penetration of the lu^at 
zone. 

Close coupling V)etween the induc- 
tor and susceptor is important and 
deserves due consideration. The 
(mrve in Fig. 155 shows the increase 
in over-all efficiency of the inductive 
combination as the coupling is varied 
from 0 to 1. A coupling of 0 means that the diameter of the inductor is 
infinitely greater than the diameter of the susceptor; the coupling of 1 
(theoretical) means that the inductor is wound tight on the susceptor. In 
addition, the coupling should be made as close as possible because of the 
e(^onomic advantage of obtaining the highest possible power factor as 
measured at the inductor terminals. The higher the power factor the less 
the cost of correcting it with static condensers to give the desired unity 
power factor at the generator terminals. 

Inductors are generally made of high-conductivity copper tubing. The 
inductor may be made of a single turn of copper or more, depending upon 
the size and shape of the susceptor and the inductive balance needed to 
obtain efficiency for the specific purposes. Vaughan and Williamson 
have worked out many useful data pertaining to the design of inductors 
for use with nonmagnetic susceptors. We have found that units designed 



Coupling 

Fig. 155. Effect of coupling ou heating 
efficiency. 
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by means of their equations have final characteristics very close to tlie 
desired values, and it is recommended that their work be followed clos(^ly 
in any new design. 

High-frequency Generators for Induction Heating. Four different types 
of equipment are in common use: (1) rotating machines (see Fig. 156^ ) pro¬ 
ducing frequencies of 1 to 10 kc per sec and power outputs of 7.5 to 1,500 
kw, (2) mercury-arc frequency converters (see Fig. 156B) producing fre¬ 
quencies of 0.50 to 80 kc per sec and power outputs of 2 to 600 kw, (3) 
spark-gap converters (see Fig. 156C) producing frequencies of 100 to 500 
kc per sec and power outputs of 2.8 to 500 kw, and (4) vacuum-tube oscil¬ 
lators (see Fig. 15GD) producing frequencies of 100 to 915,000 kc per sec 
and power outputs of 0.6 to 200 kw. Unfortunately, available technical 
data on commercial units cannot always be correlated on a comparable 
basis. 

No single rule can be applied to determine which of the various com¬ 
mercial-model high-frequency generators may be suitable for a specifics 
purpose. In general, it may be said that the rotating-machine types offer 
(comparatively good power regulation in the low range independent of th(‘ 
maximum power output rating of the machine. For this reason this type 
is very good for slow heating, which is advisable with low-thermal- 
conductivity materials such as refractories. For heating small, thin 
susceptors, the vacuum-tube types are sometimes prefierred. Much can be 
said about the simplicity of design and low maintenance of the mercuiy-arc 
and spark-gap typ(?s. Usually direct consultation with any of the manu¬ 
facturers listed in Table 50 or others, outlining specifically the problems to 
be met by the generating equipment, is advisable to assure that the costs 
be kept to a minimum and that the installation operates satisfactorily. 

Specific Applications. In review, the methods used in heating refrac¬ 
tory materials by means of high-frequency generators employ high-melt- 
ing-point, electrical-conducting materials as susceptors. In all cases, the 
susceptor is made to surround the refractory body to be fired. The choice 
of a generator having the proper characteristics will afford the particular 
rate and efficiency of heating of the susceptor. 

Since some refractories and most susceptor materials react with air at 
elevated temperatures, firing in high vacuum or special atmospheres 
usually becomes necessary. These methods along with the ordinary air 
firing are discussed in detail below. 

Furnace for Firing at Atmospheric Pressure. Graphite is used for the 
susceptor in this furnace. Usually a strong reducing atmosphere is present, 
but various gases such as nitrogen, hydrogen, helium, and argon can be 
continuously flushed through the system to vary the conditions. Tem¬ 
peratures up to 3000®C (about 5430°F) have been reached without undue 
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Fig. 156. The four principal types of high-frequency generators. 
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difficulty. In order to fire refractories in this system, care must be taken 
to prevent reaction of the graphite with the refractory material in question. 
Under ordinary conditions graphite will react with various refractories at 
the temperatures shovn in Table 49. The temperatures are not too precise 
but may be used as helpful guides. 


Table 50. Commercially Available High-frequency Generators for 
Induction Heating (1948) 


Manufacturer 

Type of 
generator 

Power output 
range, kw 

Frequency 
range, kc 

Ajax Elec t rot her niic Corp., 

( Mercury arc 

2-30 

10-80 

Trenton, N.J. 

\ Rotating machine 

50-1,200 

1-10 

Allis-Chalrners Mfg. Co., Mil- 

j Mercury arc 

300 600 

0.5-1.5 

waukee, Wis. 

\ Vacuum tube 

20-100 

400-500 

Budd Induction Heating Corp., 

J Vacuum tube 

20 

500 

Detroit, Michigan. 

\ Rotating machine 

50-900 

3-10 

Ecco High Frequency (^orp.. 

(Spark gap 

About 3-30 

100-500 

North Bergen, N.J. 

S Vacuum tube 

5- 50 

100-30,000 


(Rotating machine 

20-1,250 

3-9.6 

General Electric Corp., Schen- 




ectady, N.Y. 

Vacuum tube 

5-50 

530-915,000 

Illinois Tool Works, Chicago, III. 

Vacuum tube 

0.5-50 

2,000-6,650 

Induction Heating Corp., New 




York, N.Y. 

Vacuum tube 

5-25 

375-20,000 

Lepel High Frequency Labora¬ 

J Spark gap 

2.8-21 

150-400 

tories, New York, N.Y. 

(Vacuum tube 

1 

400 

Ohio Crankshaft Co., Tocco Di¬ 

j Rotating machine 

7.5-200 

3-9.6 

vision, Cleveland, Ohio. 

1 Vacuum tube 

0.75-20 

450-3,000 

Radio Corp. of America, RCA 




Victor Division, Camden, N.J. 

Vacuum tube 

1-76 

400 

Scientific Electric Div. of ^‘S^’ 
CorrugatedQueiichedGap Co., 
Garfield, N.J. 

Vacuum tube 

0.6-150 

200-1,500 

Westinghouse Electric Corp., 

1 Vacuum tube 

5-200 

200-400 

East Pittsburgh, Pa. 

\ Rotating machine 

20-1,500 

0.96-10 
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Since the reaction temperature and rate of reaction between the graphite 
and the refractory material are a function of degree of contact, many 
ingenious methods have been devised to obtain higher firing temperatures 
than are shown in Table 49. For instance, coarse refractory grog can be 
placed between the graphite and the refractory body to decrease the degree 
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Bottom (Transite) 
cemented to quartz 

High-frequency furnace for firing at atmospheric pressure. 


of contact. In some instances, (one or more) plates made of the refractory 
body material or dissimilar materials can be used to separate the graphite 
from the refractory body; the plate or plates, in many cases, will react but 
will not affect the refractory body if the time at temperature is not exces¬ 
sive. As can be seen from Fig. 157 the furnace construction is simple. 
The major components are as follows: 
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High-frequency generator (Ajax Electrothermic Corp.) 30 kw output, 
mercury-arc type 

Inductor, 16 in. i.d., 24 in. long, 32 turns (standard design, Ajax Electro- 
thermic Corp.) 

Silica tube, 15 in. o.d., 14 in. i.d., 28 in. long (Thermal Syndicate); 
a transite disk may be cemented to the bottom of the tube to retain the 
finely divided carbon 

Insulation, Therm-atomic carbon or Norblack (Ajax Electrothermic 
Corp.); any other finely divided carbon mat('rial or magnesia could be used 

Susceptor, graphite (National Carbon Co.) 

Sight tube fitting, brass, custom built 

Inner sleeve, graphite (National Carbon Co.) 

The graphite parts are easily ma(‘hin(‘d from the commercially available 
bars or billets. The chimney can be made in two parts as shown; the joint 
should be coated with finely divided carbon to reduce the heat loss due to 
thermal conductivity, and this can be also done' in the (;ase of the graphite 
sight tube. The water-cooled sight tube head is of simple construction, 
and a small flow of helium or nitrogen will clear the sight tube of fumes, 
and hemee, accurate optical pyrometer measurernemts can be obtained. 
The inner furnace sleeve is removable by means of the tong groove shown, 
and the finely divided carbon can be extracted by means of a vacuum 
cleaner. 

Table 51 lists data obtained in a typical firing for a standard-size 
refractory brick to be heated to 2000°C (about 3630°F) in 180 min and held 
at 2000°C (about 3630°F) for 30 min. 


Table 51. Firing Cycle in Atmospheric-type Fcrnace 


1 

Tinu*, min 

Output of generator, kw 

Temperaf ure, °C 

0 

13 


30 

13 


00 

27 


90 

27 

975 

120 

27 

1350 

150 

27 

17(X) 

180 

27 

2000 

210 

18 

2(K)0 

Furnace off 




Vacuum-firing Systems: General, As was mentioned previously, it 
may be deemed desirable to fire refractory bodies in high vacuum or 
controlled atmospheres. In the majority of instances, due to the affinity 
of the susceptor materials toward oxygen and other gases at elevated 
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temperatures, the use of high-vacuum or controlled-atmosphere techniques 
is an absolute necessity. 

It has been found that closed systems designed for high-temperature 
vacuum-firing can readily be used for heating refra(?tory bodies to high 
temperatures in other gaseous atmospheres at pressures below 1 atm. 
The following discussion will therefore be limited to the understanding of 
some of the general design principles utilized in building high-temperature 
vacuum-firing systems. Three types of such equipment have been found 
useful and will be described in detail. All types afford vacuums better 
than 10"^ mm Hg if designed and handled prope^rly. In designing any 
one of these systems, care must be takcui to choose not only the most 
efficient high-frequency generator and allied components but also the 
proper fore pump, diffusion pump, valves, duct sizes, gages, and other 
equipment. 

In general, a high-vacuum system is a sealed system in whi(;h the 
firing or vacuum chamber is connected by ducts to a diffusion pump in 
series with a mechanical fore pump. A large portion of the molcKuiles of 
gas (usually air) in the firing chamber are sucked out of the system by 
means of the mechanical fore pump. The mechanical fore pump is 
usually capable of holding a vacuum pressure of 0.10 mm of Hg. In 
order* to obtain a higher vaemum and faster pumping rate, a diffusion 
pump is placed between the firing chamber and the fore pump. A good 
peixentagc of the remaining molecules arc litei’ally dragged out of the 
firing chamber owing to the operating principle of the diffusion pump. 
Operating principles concerning diffusion pumps are discussed in detail 
by Strong.The mok^cules in all cases are exhausted from the fore 
pump to the atmosphere. 

Under ordinary atmospheric conditions (760 mm Hg, 20°C) 1 cc of 
gas contains about 2.5 X 10^® molecules. If this volume is evacuated to 
10 '® mm Hg, only 3.3 X 10 ^° molecules remain. As may be seen from the 
above figures, all but 1/1,000,000,000 of the original number of molecules 
are absent. The following may further clarify the concept of high vacuum. 

The mean free path of a molecule is the average distan(!e traveled by 
the molecule before collision by another and may be expressed for a single 
gas by the following equation: 


\/27m(P 

where X == the mean free path, cm 

n = the number of molecules per cc 
d — the molecular diameter, cm 

Since the molecular diameter of nitrogen is 3.1 X 10"® cm, the mean 
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free paths (at 0®C, found from the above equation) at various pressures 
are shown in Table 52. 

Table 52. Mean Free Path of Nitrogen Gas Molecules 
FOR Ambient Pressures 


Pressure, mm Hg 

Mean Free Path, 

760 

8.5 X 10-e 

1 

0.0065 

10-s 

6.5 

10-“ 

65 

10-® 

650 

io-« 

6500 

io-« 

6,500,000 


A bett(^r understanding of the physical properties of gases may be 
obtained from the following equations: 

n = 0.49 p^^avX 

k = rfCpe 

where n = the viscosity coefficient, g/sec/cm 

k = the thermal conductivity, cal/sec/cm/°C 
p = the gas density, g/cc 

Cp = the heat capacity at constant volume of Ig of gas 
€ = a constant, 2.5 for monatomic gases, and 1.9 for diatomic gases 
Vav = (2.1 X 10^T)/M cm/sec = average velocity of the molecules 
where T is the absolute temperature and M the molecular 
weight of the gas 

It has been found experimentally, somewhat contrary to and therefore 
limiting the use of the previous equations, that viscosity n decreases quite 
appreciably at pressures below 0.10 mm, and the thermal conductivity k 
of a gas essentially disappears below 10“"^ mm. 

Table 53 compares the molecular diameters, viscosity, and thermal con¬ 
ductivity coefficients for five gases commonly used at standard temperature 
and pressure. 


Table 53. Physical Properties of Various Gases 


Gas 

Molecular 
diameter d, 
cm 

Coefficient of 
viscosity n, 
g per sec per cm 

Thermal 
conductivity fc, 
cal per sec per cm ®C 

Hydrogen. . 

2.47 X 10-8 

86 X 10-8 

318 X 10-8 

Nitrogen.. . 

3.50 X 10-^8 

166 X 10"« 

52 X 10-8 

Oxygen.... 

3.39 X 10-8 

187 X 10-8 

56 X 10-8 

Helium.... 

2.18 X 10-8 

189 X 10-8 

339 X 10-8 

Argon. 

3.36 X 10-8 

210 X 10“« 

39 X 10-8 
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Mechanical Pumps. The ordinary single-stage or compound recipro¬ 
cating type of mechanical pumps are extremely efficient units at atmos¬ 
pheric pressures but are of little value by themselves if high vacuums are 
required. Vane-type rotary pumps have been used successfully at pres¬ 
sures below 10 mm Hg, but with appreciable loss in efficiency. Better 
vacuums can be obtained by using a diffusion pump in series with the 
reciprocating- or vane-type rotary pumps. On the other hand, eccentric 
cylinder-type precision high-vacuum pumps, available in single-stage and 
compound types, maintain their pumping efficiency well below 1 mm Hg. 
As can be seen from the curve in Fig. 158A high pumping speed is not 
retained at the lower pressure regions. An excellent description of these 
pumps is given by Sullivan. 

Diffusion Pumps. By placing a mercury or oil diffusion pump in series 
with a mechanical pump not only are larger effective pumping speeds made 
possible (even at high pressures), as shown in Fig. 158J5, but ultimate pres¬ 
sures of 10~^ mm or better can be obtained, providing a cold trap is employed 
to reduce the effe(;tive partial pressure of the mercniry or the oil. 

Pumping speeds for ideal diffusion pumps may be roughly calculated 
from the following equation: 

^ = A X 10^-^ cc/sec 

at M 

where dv/dt = the volume of gas escaping through the area of aperture 
A, per unit of time 
A = the area of aperture 

M = the molecular weight of gas = 29 for air at 
room temperature {T = 300°K) 

Therefore the value of dv/dt at room temperature is 

11,700 cc/sec = 11.7 liters/sec for an aperture of unit area A 

Since area A should be considered a hypothetical aperture unit area 
and if a perfect vacuum is obtained in the chamber, then a perfect pump 
would have a speed of 11.7 liters per sec. The speed of a diffusion pump 
is expressed as the volume of gas passing through the throat of the pump 
at the pressure measured at the throat. The speed factor of a pump is 

Speed per unit area of throat 
11.7 liters/sec 

Oil diffusion pump values approaching 0.6 have been obtained. On the 
other hand, mercury pump speed factors are relatively lower, approaching 
0.3 generally. The use of mercury as a boiler fluid in the diffusion pump 
in all cases necessitates the use of a cold trap in the system owing to the 
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high vapor pressure of the mercury. This is discussed by Blears and 

A fore pressure of less than 0.50 mm Hg created by the mechanical 
pump is usually required for efficient operation of the diffusion pump. The 
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Fig. 158. Mechanical and diffusion pump characteristics. 

curve in Fig. 158B shows the effect of adding a diffusion pump in series with 
a mechanical pump for evacuating a closed system. The maximum pressure 
in the fore line against which a pump will maintain its speed is important in 
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most applications. While this is primarily a function of pump design, it is 
also dependent on the type of oil used and the amount of heat actually 
delivered to the oil. The trend between various boiler fluids used in diffu¬ 
sion pumps is for the higher vapor pressure oils to work against the higher 
fore pressure. 

Stability of pump oils can be considered as stability against oxidation 
when hot and resistance to thermal dissociation in the diffusion pump 
boilers cause^d by excessive intensity of heating at the heater and boiler 
fluid interface. The resistance to oxidation is very high in the case of the 
silicones and at least equal to that for the chloiinated hydrocarbons. This 
resistance is, in fact, sufficiently high to make possible distillation at atmos¬ 
pheric pressui*e as a means for reconditioning the oil. 


Table 54. Relative Merit of Diffcsion Pi mi’ Boii.er Flcids^^®^ 

1 Being I test 


Type oil 

With lifpiid 
air traj), 
all 

pressures 

Without 

cold trap 

T'urnp 

fort' i)r(‘ssur(' 
refiuiienuaits 

! ^ 
Stability 
to 
air 

Stability 

to 

heat 

Clr(;at<‘r 

than 

5X10-^ 

Less 

than 

5 X 10- 1 

Silicone (high hoiling). 

3 

2 

1 

3 

2 

2 

Typical ester. 

3 

2 

2 i 

3 

4 

3 

Straight hydrocarbon. 

3 

2 

2 

3 

3 

2 

(diloriruited aromatic 







liN'drocarbon. 

2 

1 

3 

2 

2 

2 

Mf'rcury. 

1 



1 

1 

1 


Solection of the best oil for a particular application must be made care¬ 
fully. Where extremely high vacua are recjuired, sili(a)ncs give the best 
performance because theii' boiling points can be adjusted as required and 
consequently low vapor pressure can be secured. In addition, the stability 
remains excellent. In the range of intermediate vacua created by diffusion 
pumps, all the oils are reasonably sati.sfaciory. Where good speed and 
exceptional fore-pressure characteristics are required at a sacrifice in ulti¬ 
mate vacuum, the higher vapor pressure compounds remain superior. 
Table 54 offers an estimate of the relative merits of various oils as applied 
to vacuum-pumping conditions normally en(;ountered. Listing is in order 
of apparent merit, 1 being best. No exact values are given because of the 
uncertainty in the absolute meaning. 

Duct Design. No matter how good the vacuum at the pump, it is 
evident that the pressure in the vacuum or firing chamber may be exces¬ 
sively high if the piping and connections are not designed to handle the 
flow of gas with an economically low pressure loss due to friction. Flow 
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of gases at low pressures may be described as streamlined flow, slip flow, or 
molecular flow. Under conditions where the mean free path of the gas 
molecule is comparable to the diameter of the duct, the gas flow impedance, 
or ''resistance,’^ will vary linearly with the duct length and inversely as the 
cube of the diameter of the duct. It is desirable to avoid elbows or bends 
in the ducts; where necessary smooth bends as opposed to sharp bends 
tend to minimize frictional losses. At very high pressure, the flow of gas 
in a duct can be calculated by the conventional means. In the inter¬ 
mediate range of pressures (1 to 100 m) a more complex relationship exists 
between pumping speed and pressure. Excellent data on the flow of 
gases in round ducts at low pressures are available from the work of 
Brown, DiNaido, Cheng, and Sherwood. 

Gages for Measurement of Low Pressure. Pressure is usually expressed 
in millimeters of mercury by the high-vacuum worker. A pressure of 1 mm 
thus corresponds to the pressure exerted by a column of mercury 1 mm in 
height. The term micron (m) is sometimes used; 1 micron = 10“^mmHg. 
Table 55 should tend to establish the working limits of the various types of 
gages in use today. 


Table 55. Vacuum Gage Typks^^®> 


Type of gage 

XTseful range of ])ressure, mm Hg 

Low limit 

High limit 

Mercury manomt^ter. 

1.0 

760 and above 

Oil manometer. 

0.01 

10 

McLeod gage. 

10-^ 

10 

Pirani gage. 

io-» 

2.0 

Thermocouple gage. 

i 10"^ 

2.0 

Viscosity gage. 

10-" 

1 

10-8 

Knudsen gage. 

10-6 

10-8 

Ionization gage. 

10-8 

10-8 


The conventional mercury U-tube manometer serves as an excellent 
instrument for the measurement of pressures in the millimeter range. By 
substituting low-vapor-pressure oils for mercury, a considerable increase in 
sensitivity can be achieved because of their lower inherent densities. 

The McLeod gage has for many years been generally employed for the 
measurement of low pressures. With this instrument a known volume of 
gas, the pressure of which is to be measured, is compressed in a capillary 
tube, and the resulting pressure read in terms of a mercury column. 
Although such an instrument is not continuous reading, its calibration can 
be determined from its physical dimensions, and such an instrument thus 
serves as an excellent primary standard for the laboratory. 
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The Pirani and thermocouple type are the most useful for the reading of 
pressures in the micron range. Although both must be frequently recali¬ 
brated if the highest accuracy is required, instruments of this class give 
continuous readings and are physically rugged. The principle of operation 
in both cases involves the heating of a filament with an electric current. 
The change in thermal conductivity of the surrounding gas as a function of 
pressure can then be translated into electrical units in a variety of ways. 
In the case of the Pirani gage the resistance of the heated filament changes 
in accordance with the degree of cooling caused by the amount of pressure 
in the chamber, while the voltage developed by the thermocouple in the 
thermocouple gage depends on the amount of cooling experienced by the 
heated filament. 

Although a number of ways have been devised for the measurement of 
the lowest pressures, the ionization gage (with the possible exception of the 
Knudsen) is the only one now found generally useful. This instrument is 
essentially a type of three-element radio tube. One of the electrodes serves 
as an anode, and the resulting electron stream creates positive ions. These 
ions migrate to the negatively charged ^‘collector, and the resulting cur¬ 
rent serves as an indication of the pressure within the tube. Although 
some ionization tubes are capable of operating at pressures above 10“'^ mm, 
their usefulness lies in the region below 10“^ mm, and even pressure 
approaching 10“^ mm can be determined. 

Many problems are involved in the measurement of pressure other 
than the finding of an instrument capable of reading within the range of 
interest. A McLeod gage, for example, gives an indication of the pressure 
exerted by the gases in the system on the assumption that Boyle^s law is 
valid at low pressures. Consequently, false readings will be obtained 
when easily condensable vapors are present. A Pirani, on the other hand, 
will read the total pressure of the gases plus all volatile constituents. In 
the determination of pressures in the region of 10~® mm (and below) such 
questions as absorption and adsorption of gas and the position of the gage 
relative to the point in the system at which the pressure is desired must be 
also considered. 

Glassf Vacuumj High-frequency Furnace, The all-glass system shown 
in Fig. 159 is by far the best for heating small refractory pieces in experi¬ 
mental work when vacua of 10“^ and better are desired. Temperatures 
exceeding 2600°C (about 4710°F) have been reported in this type of sys¬ 
tem in. conjunction with a 10-kw thermonic vacuum-tube-type high- 
frequency generator. The firing chamber is usually made of clear quartz 
for high-temperature work, but Vycor or Pyrex glass can be substituted 
when long-continued runs at temperature are not required. 

As can be seen in Fig. 159A, the top of the quartz firing chamber 
is sealed with a 3^ in. thick, optically flat, clear quartz plate through which 
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optical pyrometer readings are readily obtained. A standard Btand- 
ard taper full-length quartz joint is fused to the lower end of the firing 
chamber. A matching standard taper full-length Pyrex joint (male) 
is fused to the ducting, which leads to a cold trap and glass diffusion pump. 
The cold trap is made of Pyrex and is used to condense the vapors coming 
from the firing chamber so that they will not contaminate the diffusion 
pump boiler fluid. If mercury is used for the diffusion pump fluid, the 
cold trap is absolutely net^essary due to the high vapor pressure of mer¬ 
cury. In this system the two-stage diffusion pump, model GF-20A 
made by Distillation Products, Inc., Pochester, New York, uses 125 g of 
0(;toil as the boiler fluid. The rated pumping speed of this pump is 20 
liters per sec at 10""* mm; the ultimate vacuum obtainable is 7 X mm Hg. 

The metal fore pump used to back the diffusion pump can be of any 
model capable of maintaining a fore pressure of 0.03 mm at a pumping 
speed of 0.5 liters per sec. If necessary, a smaller diffusion pump can be 
inserted between the main diffusion pump and the fore pump to guarantee 
the required fore pressure at the main diffusion pump. 

The susceptor and n^flectors are made of tungsten and molybdenum in 
this particular case, but other materials such as are mentioned in Table 48 
can be substituted. It should be noted that the reflector must be 
extremely clean in order that the thermal radiation energy from the 
susceptor be reflected with highest efficiency. As may be seen from Fig. 
159A the metal parts are supported on a molybdenum rod; this rod is, in 
turn, supported by a glass or quartz tripod mount. The entire assembly 
is supported on three concave shelves, which are fused to the quartz tube. 
The reflectors are not continuous cylinders, as might be thought from the 
drawing, but, on the other hand, arc cut longitudinally to prevent their 
heating. Normally, a conducting cylinder in a changing magnetic field 
would be heated inductively; but since the flow of current is perpendicular 
to the lines of flux, a break in the circuit will prevent the eddy current 
heating from occurring. All reflectors used in induction heating, there¬ 
fore, should be fabricated with radial or transverse cuts to prevent this 
flow of eddy currents. On the other hand if the frequency is too high 
even the cut shields will heat. 

The inductor in this system is of unique design (suggested by Dr. L. S. 
Foster) in that it is made of solid copper wire and not hollow tubing as is 
used generally. The entire firing chamber including the inductor and 
quartz-Pyrex joint assembly is cooled by means of a water manifold made 
of glass as shown. It should be noted that all standard ground joints 
should be lubricated with silicone or other stopcock lubricant. 

An ionization gage, inserted on the firing chamber side of the cold trap, 
is used to determine the pressures in the range between 10“^ and 10“^ mm 
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Hg. A mercury manometer is connected to the system at the position 
shown in order to ascertain roughly the over-all pressure in the system 
down to 1 mm Hg. Of course, other gages such as the oil manometer, 
McLeod, Pirani, or thermocouple types could be added to cover the com¬ 
plete pressure range if required. 

The components are more easily disassembled and cleaned than with 
the all metal or glass-metal systems. The all-glass system also allows the 
observation of the interior of the vacuum chamber at all times. When 
small bodies are to be fired at high temperatures in various gaseous atmos¬ 
pheres, this system is also applicable. 

Metals Vacuum^ High-frequency Furnace. The system shown in Fig. 
160 was assembled and in part manufactured by the National Research 
Corp., Boston, Massachusetts, with design features as specified by the 
Watertown Arsenal Laboratories (J. L. Martin, W. H. Titorchook, and 
L. S. Foster); however, a similar system was developed previously by Prof. 
1. Amdur at the Massachusetts Institute of Technology. This system 
eliminates the vacuumtight silica tube, but there is a voltage limitation 
when the inductor is in a vacuum. 

The power source for the inductor is a modifie^d Tocco Junior, 20-kw 
motor generator set, type 20 STMCIOB. The capacitors, originally 
located in the Tocco housing, were removed and remounted as close to 
the inductor as possible to reduce power losses sustained in lengthy inducdor 
to condenser leads. It may be mentioned here that this modification could 
be applied to many of the standard induction generators available today 
to increase efficiency. The water-cooled inductor consists of 20 ft of 3^^-in. 
standard-wc'ight copper tubing wound into a seven-turn coil, 6 in. i.d. and 8 
in. long with leads about 26 in, long. The coil leads entered a chamber 
through gasketed seals in a Tur-X plate (International Products Corp., 
Baltimore, Maryland), which, in turn, is gasketed to the vacuum chamber. 
The vacuum system consists of a cylindrical stainless steel vacuum chamber 
that is exhausted by means of an oil diffusion pump backed up by a mechan¬ 
ical pump. By means of a butterfly valve and other vacuum-type valves, 
it is possible to isolate the diffusion pump from the system and to use the 
mechanical pump for roughing. When the pressure has been reduced to a 
sufficiently low value (200 the diffusion pump is cut into the system by 
proper adjustment of the valves. It is thus possible to isolate the diffusion 
pump without shutting it off, and the chamber is opened to remove 
specimens. 

The vacuum chamber is constructed of stainless steel, consisting of a 
double-walled, water-cooled cylinder and bottom closed on the top by a 
large, removable, stainless steel plate, which carries a similar smaller plate. 
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Fio. 160. Metal, vacuum high-frequency furnace. 
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The chamber is fitted with two diametrically opposed ports: one is used to 
introduce the inductor leads, and the other carries a flange and sylphon 
bellows for attachment of the pumping system. Mountings are of a design 
that permit reorientation of the chamber about its axis so that the chamber 
can be used not only in the vertical position as shown in Fig. 160 but also 
horizontally. 

The diffusion pump used was a type 104-H6 supplied by the National 
Research Corporation. This pump has a rated capacity of 1,250 cu ft per 
min at 2 to 0.5 /a pressure and uses the same manufacturer's ‘‘Narcoil 
No. 10." 

The mechanical fore pump is a 25 cu ft per min capacity, size 778, type 
VSD, Kinney pump and is used in series with the diffusion pump. The 
pumping time required to obtain the necessary reduction of pressure to 200 
/A is about 10 minutes. The National Research Corporation, type 706, 
thermocouple and ion gage control unit is used to measure vacuum 
system pressures. The vacuum manifold dry-air pressures are measured 
by means of a thermocouple gage and an ion gage, and the fore-pressure 
manifold dry-air pressures are measured by means of a single thermocouple 
gage. A Bourdon-type vacuum gage is used to indicate approximate 
pressures when gases such as helium are used to ^^crack" the vacuum. 

The susceptor and its insulation are supported on a refractory table 
inside the vacuum chamber. The furnace is shown in Fig. 160. Section 
BB is cylindrical and consists of a silica tube, Carbocel components, and 
graphite susceptor parts. The Carbocel radiation shields are cut longi¬ 
tudinally to prevent heating by induction. A sight hole through the fur¬ 
nace end permits optical pyrometer readings to be made, while a shutter 
controlled by hand from the outside of the vacuum chamber prevents the 
quartz window from becoming cloudy owing to vapors condensed within 
the furnace. 

Quartz-metalj Vacuum, High-frequency Furnace, Many systems of this 
type have been built. The particular system shown in Fig. 161 was built 
by P. D. Johnson in partial fulfillment of the thesis requirements at the 
Massachusetts Institute of Technology. 

The quartz-metal vacuum-firing system furnace components were 
designed in the following way. A temperature of 2200°C (about 3990®F) 
was required for the heating of a cylindrical refractory body 6 in. high and 
2 in. in diameter. The rate of heating had to be slow, owing to the poor 
thermal conductivity of the refractory material. A rotating type of 
high-frequency generator was chosen because of the excellent control 
characteristics at low power output afforded by this design. The following 
machine was used satisfactorily but, of course, was much larger than needed 
for this furnace: Tocco machine, Ohio Crankshaft Company, type 
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50PMG10B motor-generator set. Motor, 100 hp, 3 phase, 220 volt, 240 
amp, 60 cycle; generator, 50 kw, 220 v, 228 amp, 9,600 cycle. Owing to 
the size of the refractory cylinder to be fired a susceptor of 2.5 in. diameter 
by 8 in. high was chosen. Because of the geometry established by the fur¬ 
nace and vacuum chamber, it was decided to use an indu(;tor with a mini¬ 
mum inside diameter of 4.75 in. It was assumed that approximately 



Fig. 161. High-frequency induction furnace. 


10,000 watts of electrical energy would be necessary from the generator to 
be transformed into heat energy within the susceptor. The electrical 
resistance of copper (used for inductor) at room temperature was reported 
to be about 0.80 X 10“® ohm inch; for molybdenum (susceptor) the 
electrical resistance was reported to be 20.0 X 10“® ohm inch at 2300®C 
(about 4170°F). 

By substitution in the formulas of Vaughan and Williamson, the 
value for the measure of current penetration in the inductor was found to 
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be 0.031 in. for good efficiency. The wall thickness of the inductor tubing 
should be equal to or greater than a factor of 1.35 times the measured 
current penetration. This value was found to be 0.042 in., so copper 
tubing with the next largest wall thickness, %4 in., was chosen. 

The measure of current penetration or skin effect on the molybdenum 
susceptor was found to be 0.0142 in. This meant that the susceptor would 
have to be at least that thick. General availability of molybdenum sheet 
and other structural factors influenced the final choice of 0.050-in.-thick 
material. 

It was found through the mathematical formulas that the inductor 
should consist of nine turns. The power dissipated in the transmission 
lines was taken as zero, since short heavy, high-conductivity copper bus 
bars were used. From the above data the subsequent substitution in the 
formulas established the KVA (rated) for the capacitor at 230. As can be 
seen, the electrical part of the system was designed with all factors known, 
thus reducing to a minimum the usual trial-and-error experimentation. 

The susceptor, then, is made from 0.050-in. sheet molybdenum, while 
the radiation shields are made of 0.020-in. molybdenum sheet in a continu¬ 
ous spiral. Refractory oxide insulators are used to separate the spiral 
shield from the exterior horizontal shields, as shown in Fig. 162, and the 
entire assembly is supported on molybdenum rods. The efficiency of the 
radiation shields is greatly increased if they have a bright surface; there¬ 
fore the molybdenum parts should be heated in hydrogen to remove the 
oxide that is present in commercial sheet. 

The vacuum chamber is made of a translucent quartz tube (Thermal 
Syndicate Corp.). The top of the chamber is closed with the prism assem¬ 
bly using a silicone or neoprene rubber gasket. The shutter, which pro¬ 
tects the prism from radiation and from condensable constituents originat¬ 
ing in the furnace during firing, is actuated electrically. 

Two ports are supplied at the lower vacuum chamber flange; one is 
used for the manometer gage connection and gas inlet, and the other is 
used for the ionization gage. A standard 4-in. water-cooled baffle 
(Distillation Products, Inc.) and a custom-built valve are situated between 
the vacuum chamber and the pumping system. 

The pumping system consists of an oil diffusion pump having a rated 
pumping speed of 275 liters per sec at 10”^ mm Hg pressure (type MC275, 
Distillation Products, Inc.) and uses Octoil as the boiler fluid. The fore 
pump has a rated pumping speed of about 6 cu ft per min at 40 m pressure 
and is capable of maintaining an ultimate vacuum of 10 /x. The fore pump 
used is a model VsD556 manufactured by the Kinney Manufacturing 
Company, Boston, Massachusetts. A thermocouple gage is inserted 
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between the diffusion pump and the fore pump. In general, the pumping 
system is similar to the one described for the metal enclosed vacuum-firing 
system shown in Fig. 160 but is smaller and less complex in design. Typ¬ 
ical runs at different power levels for this furnace are shown in Fig. 163. 


KilowaHs 



Fia. 163. Performanco curves for the ( 4 uartz-mctal vacuum furnace. 
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CHAPTER XI 


REFRACTORY MORTARS, PLASTICS, CONCRETES, AND 

COATINGS 

1. Introduction. Refractory mortars are used in laying refractory 
brick and shapes and serve the following purposes: to bond the bri(;kwork 
into a solid unit so that it will be more resistant to shocks and stresses, to 
provide a cushion between the slightly irregular surfaces of the brick so 
that one course of brickwork will have a firm bearing on the course below 
it, and also to make a wall gastight or to prevent penetration of slag into 
the joints. The best mortars are combinations of a plastic clay and a 
volume-constant grog, as the use of raw fireclay alone as a mortar is con¬ 
fined to low-temperature applications. 

Mortars are sometimes thinned mth water and used as coatings for the 
face of the refractory walls in order to seal the joints further or to protect 
the wall from destructive elements in the furnace. 

Plastic refractories are used for three general purposes. The first is 
for making molded refractory shapes to be used in the furnace in the green 
state; the second is to form a molded monolithic wall or furnace structure; 
and the third, to repair and patch worn brickwork. 

Refractory concretes contain an aggregate and a setting material, such 
as hydraulic cement, to give them cold-setting properties. The aggregate 
may be calcined fireclay, which will give a high density to the concrete, or 
it may be a porous grog, diatomaceous earth, vermiculite, or other porous 
material to give light weight and low heat conductivity to the resulting 
concrete. 

Hot patching materials are not used very extensively as yet but are 
intended for forming a stable refractory while the furnace is at operating 
temperatures. 

The general composition of these refractory materials varies a great 
deal depending upon the application for which they are intended. The 
majority are made from a fireclay base, but there are many special com¬ 
positions in which chrome, silicon carbide, silica, and alumina are used. 
The manufacturer of the brick should be consulted when selecting a mortar 
or coating. 

2. Mortars. Heatrsetting Types, Mortars in this classification are 
generally composed of grog and a bond clay. No air-setting ingredient 
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such as sodium silicate is added, and the mortar obtains its strength by the 
vitrification of the bond. For low-temperature service or where a strong 
mortar is needed, a clay high in fluxes should be used for the bond, whereas 
a mortar for high-temperature service would use a fireclay or kaolin. The 
nonplastic part is crushed to pass a 40-mesh screen and mixed with the 
bond. To reduce the shrinkage, the nonplastic ingredient may comprise 
as much as 60 per cent of the total mortar. Sufficient raw clay must be 
used, however, to give proper plasticity and workability, and therefore the 
clays must be carefully selected for this purpose. The size distribution of 
the nonplastic grog also affects the working properties of the mortar. The 
ASTM Specification C 105-47 covers ground fireclay mortars specifying 
four classes, depending on the refractoriness of the clay. Heat-setting 
mortars are usually shipped in 100-lb moistureproof bags. 

Air-‘Setting Mortars. Air-setting mortars are composed of a base 
of precalcined fireclay or raw flint clay crushed to pass a 35-mesh screen. 
To this is added a plastic fireclay and from 5 to 20 per cent sodium 
silicate solution. The choice of plastic bond c^lay and the soda-silicate 
ratio of the sodium silicate solution will dc^termine the properties of the 
mortar. To obtain a mortar for severe temperature conditions, a highly 
refractory clay and a sodium silicate solution that has a low ratio of soda to 
silic^a should be chosen. For more moderate temperature service, a more 
plastic but less refractory clay combined with a sodium silicate solution 
richer in soda will give a mortar of better working properties and lower 
vitrifying point, but it will, of course, have a lower temperature use limit. 
The grog base should be sized so as to produce in the finished mortar the 
least drying and firing shrinkage compatible with good workabilit}^ 

The water content of an air-setting mortar is adjusted until it has the 
consistency of a thick batter. On air drying, these mortars set to a 
good strength and form an almost monolithic structure with the brick¬ 
work, in some cases the mortar joint being stronger than the surrounding 
brick. 

A batch mixing process is generally used to ensure good control of the 
tempering water added. After mixing, the mortar is packed in steel drums 
and sealed with rubber-gasketed steel lids. These containers are sold in 
50-, 100-, and 200-lb sizes. ASTM Specification C 178-47 specifies three 
classes of mortar. The mortar must be fine enough to pass 95 per cent 
through a 35-mesh screen and when used in a joint should give a dry 
strength of over 200 psi modulus of rupture as measured by ASTM 
Specification C 198-47. 

Recently air-setting mortars have been developed with aluminum 
phosphate as the bonding agent. Typical of this product is the composi¬ 
tion described in the patent by Greger and Reimer. Barium aluminates 
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as cements have been suggested as having both high setting strengths 
and refractoriness. 

For some special applications, a dry, air-setting mortar is desired. In 
this case, dry, powdered sodium silicate is used instead of the wet solution, 
the rest of the mortar remaining essentially the same. The air-set strength 
of these dry mortars, however, is not so great as that obtained with the wet 
mortars. Dry, air-setting mortar is packaged in moistureproof bags, 
usually in lOO-lb sizes. 

Some manufacturers have had trouble with air-setting mortars harden¬ 
ing in storage, and considerable research has been carried out to find the 
cause. It is generally believed now that the hardening is due to a base- 
exchange reaction between the sodium silicate and the natural clay with 
adsorbed calcium ions. This is brought out in Table 56, derived from 
some experiments made in the Ceramic Laboratory of the Massachusetts 
Institute of Technology. It has also been found that clays containing 
organic matter may develop an acid reaction in storage and thus cause 
setting. 

Table 56. Hardening Properties of Air-setting Cements 


Adsorbed Ions on Clay Hardening 

Na"*" None 

K+ None 

Ba+ + None 

Ca"^ Severe 

H"*" Severe 


Special Mortars. For special applications, both heat-setting and 
air-setting mortars are made up using bases other than fireclay. Magne¬ 
site, chrome, silica, alumina, and silicon carbide are the more common ones 
and are used in laying up bricks of their respective materials. Alumina 
mortars are used where extreme temperature conditions are encountered 
and where freedom from iron is important. So-called ^'natural mortars^^ 
are much used in Europe. They consist of a naturally occurring clay and 
sand mixture with good working properties. 

Application. Mortar is generally applied in one of three ways, but it 
should be emphasized that in most cases, the thinnest possible joint is 
desired. The first method results in the so-called ^‘buttered joint,where 
the mortar is mixed to a batter consistency and the top of the exposed 
course of brickwork is spread, using a trowel, with a thin coating. The 
brick to be laid is given a trowel coating on the bottom of one end and then 
tapped or pushed into place. 

The second is known as the ‘‘dip^^ method. The mortar is thinned out 
with more water than when using buttered joints. The brick to be laid is 
dipped into the thin batter on the bottom and one end and then pushed 
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into place. The thickness of the joint can be regulated by the consistency 
of the batter. A combination method sometimes used consists of pouring 
a batter on to the exposed top course and then dipping the bricks to be 
laid on them. This results in more completely filled joints than the 
straight dipping method. 

Approximately 400 lb of mortar is required for setting 1,000 bricks. 

Tesi8 for Refractory Mortars, A number of methods have been pro¬ 
posed for testing mortars, but it is still difficult to get a quantitative 
measure of the illusive property called workability. 

The fusion point can be determined by the methods described in Chap. 
XIV; but when silicate of soda is present, a preliminary calcining of tlu^ 
material to 1100°C is recommended by Phelps in order to obtain consist(*nt 
results. However, the fusion point is I 

not particularly valuable, and the block 
tests as used for glazes and enamels^’^^ 
or the amount of flow of the mortar 
when used as a bond is more important. 

The bonding range is generally 
determined by cementing two half bricks 
together on the 23 ^^- by 43/^-in. faces 
with a definite thickness of joint. 

(ASTM Specification C 198-47.) After 
drying, they are broken as shown in Fig. 164, or they may be heated to 
various temperatures and broken while heated or when cooled to room 
temperature. Care must be exercised to prevent any stresses in the 
samples due to movement of the pieces while drying; otherwise low values 
will result from fine cracks. 

The shrinkage can be measured on bars of the mortar in the usual way 
or by the characteristics of a layer dried and fired on a brick. The 
coefficient of thermal expansion can be measured by the methods described 
in Chap. XVIL 

The workability is an important property, but one difficult to measure. 
Troweling ability is measured by a machine developed by the National 
Bureau of Standards, but it is generally better to depend on the reports 
of experienced bricklayers. Rate of settling is important in mortars used 
in the pouring consistency and is simple to evaluate. Water-retention 
values, as measured by Phelps, are determined by cementing two half 
bricks together with no load and then, after a certain time interval, adding 
a load and noting the amount of mortar squeezed out. This test is par¬ 
ticularly important for insulating refractories. 

Resistance to erosion by slags or penetration by gases can be measured 
by methods described in Chaps. XVI and XX, respectively. 


Fkj. 104. Method of measuring bond¬ 
ing strength. 
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3. Plastics. Plastic refractories are now being used in somewhat larger 
quantities than in the past; in some instances, quite large furnaces have 
been constructed of monolithic plastic material with good results. It 
should be noted that the plastic material fires hard only on the hot surface 
and has a weaker and more flexible zone on the cooler side. Although this 
may sometimes be a disadvantage, in other cases it actually seems to give 
a greater life than the burned refractory because of the flexibility of the 
wall. However, success can be obtained with plastics in large monolithic 
structures only by skilled application. 

Fireclay Plastics. Some of the plastic materials are cold setting; i.e., 
they develop strength on drying. As in the case of cold-setting mortars, 
this strength is achieved by the addition of sodium silicate to the mass. 
Most of the plastics are made up with a base of fireclay grog, either specially 
prepared or made from waste brickbats and saggers. The maximum size 
of this grog runs from 4 to 2 mesh in order to reduce the drying and firing 
shrinkage. The bond clay used must be selected with great care to give 
good workability and low shrinkage. 

It is particularly important that the plastics have a low drying and firing 
shrinkage; otherwise the structure will be badly cracked after the first 
firing. For this reason, the proportion of grog is comparatively large, 
running between 40 and 60 per cent of the total. Not only the maximum 
size of the grog is important in achieving good results, but the grading of 
the grog to give the best characteristics is quite important. The plastic 
mass should be of such consistency that it is coherent and sticks to the 
brickwork. It should not be crumbly when worked up or get soft and wet 
when hard rammed. A good plastic can be rammed into a patch in the 
crown without slumping or pulling away. ASTM Specification C 176-47 
calls for two types of plastic varying in refractoriness. 

Ladle Mixes. A considerable amount of plastic refractory called 
^^ladle” or ^‘ramming” mixes are used for lining ladles in the iron and steel 
industry and for pouring spouts and parts of that nature. These refrac¬ 
tories must have rather special properties, such as good workability and a 
softening point approaching the pouring temperature of the metal, so that 
the surface of the refractory becomes glazed and offers a good resistance to 
metal and slag attack. Whereas many of these mixes have bases of fire¬ 
clay grog, others consist of a kaolin base; and in some cases, high-alumina 
clays have been used. 

Special Plastics. Besides the fireclay-base plastics, considerable quan¬ 
tities of chrome-base plastics are used, particularly under conditions of 
severe slag erosion. The important field for this class of plastics is in the 
stud walls of boiler furnaces, where it can be rammed around the waterwall 
tubes to form a refractory capable of withstanding terrific punishment in 
the way of high temperatures and slag conditions. This type of plastic is 
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usually made up of raw or calcined chrome ore with some clay bond and 
often silicate of soda. African or Cuban chrome ore is generally preferred 
for this use. 

Silica ramming mixtures are made from crushed ganister or sandstone 
and fireclay as a bond. These mixes should be made up to have good work¬ 
ability and are used largely for patching cupolas and othc^r metallurgical 
furnaces. Silicon carbide ramming mixtures are used where high heat 
transfer or good slag resistance is desired. Though comparatively expen¬ 
sive, they give excellent service under certain severe conditions. Magne¬ 
site ramming mixtures usually consist of dead-burned magnesite grain 
mixed with some organic bond like tar or dextrine. These are used for th(' 
basic electric furnaces, basic open-hearth furnaces, and some of the 
nonferrous constructions. 

Application of Plastics. Satisfactory service cannot be expected from 
plastic materials unless they are properly applif^d. The directions givcai 
by the maker of the plastic used should be carefully followed in order to 
ensure a first-class job. Although the methods vary somewhat depending 
on the type of plastic, in general the following steps should be taken in the 
application of this material. 

In laying a plastic furnace bottom, such as plastic chrome ore in a 
forging furnace, it is customary to use the following procedure: Take the 
material out of the cans and dump it on a clean spot on the floor n(^ar the 
furnace, cutting the lumps with a spade but adding no water. If the mate¬ 
rial has to be left for any length of time, it should be covered with damp 
burlap bags to prevent its drying out. Beginning on one side of the furnace 
floor, lumps of the material should be spread out in a layer approximately 
50 per cent thicker than the finished layer; i.e., if a 3-in. floor is going to be 
put in, the thickness of the lump material should be 4 or 5 in. It is well 
to work in a strip about 30 in. wide beginning at one side of the furnace. 
A heavy spade then thoroughly cuts through the lumps with deep strokes 
so that the blanket of material is thoroughly tied together. Then with a 
heavy tamper, the whole mass is consolidated with heavy strokes. The 
thickness of the layer should be tested with a rod. If it is too thin, the 
whole mass will have to be cut up again with a spade before adding more 
material; otherwise it will not consolidate. The final surface can be put on 
by laying boards on top and tamping on these. The next 30-in. strip can 
then be started, care being taken to ensure that it is well cut into the edge 
of the finished strip to make a bond. More boards can bo laid on this, and 
the procedure repeated until the whole floor is done. The finished surface 
should not be walked on unless boards are put down. 

It is good practice in all plastic construction to punch the layer with 
small vent holes about 2 in. deep to let out the steam on drying. This can 
be very conveniently done by making a rectangular frame into which spikes 
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have been driven on about 3-in. centers. The frame can be readily pressed 
down on to the surface of the plastic. 

In some cases, successful results have been obtained by tamping the 
hearth while it is hot with a heavy weight on the end of a pipe that can be 
introduced through the furnace door. If this tamping is carried out 
every week end, the hearth soon becomes consolidated into an excellent 
structure. 

When using plastic materials in side walls, wooden forms are required 
in ord('r that the plastic can be rammed in to form a really monolithic 



Fig. 165. An exa.uiple of furiiacG repBirs with b plBstic refractory. (^CouTtesy of A. F, Gveeti 
Fire Brick Co.) 


structure. Sometimes plastic materials have been used for small furnace 
roofs where the ramming is done on top of a form. Generally, however, a 
refractory concrete would be used for this purpose. 

Plastics are also used for patching walls; and under these conditions, 
great care must be taken to obtain a satisfactory piece of work. The wall 
itself must be carefully cleaned of any adhering slag, and the brickwork 
surface roughed up and, in some cases, undercut to hold the patch. This 
is usually hammered in with a heavy wooden mallet, precautions being 
used to build up the layer uniformly and without laminations. Fig. 165 
shows a patch of this kind which has been completed in a furnace. 

Packing of Plastics, Plastics are usually shipped wet in tightly sealed 
cans, although manufacturers sometimes pack a cube of the mixture in 
waterproof paper and ship it in a carton; Occasionally, manufacturers 
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have had trouble with air-setting plastics hardening in storage, as discussed 
for air-setting mortars. 

Testing of Plastics. The important characteristics of plastic materials 
are the fusion point, the workability, the reheat shrinkage as determined by 
the panel test, and the strength when fired to various temperatures. The 
workability is measured as specified in ASTM C 181-47, which seems to 
give satisfactory results. The work of Heindl and Pendergast^^^^ may also 
be referred to. 

4. Concretes. Refractory concretes are generally made up with a 
heavy grog to provide a dense, strong mass or with a porous grog to provide 
a light refractory. They are widely used for low- and medium-tcmperaturc‘ 
work. Some important applications are the casting of baffles in boiler-tube 
banks, forming the lining of doors and the tops of tunnel-kiln cars, and, in 
some cases, the construction of special shapes. 

Dense Mixes. These mixes arc generally made up with 60 to 80 per 
cent fireclay grog, perhaps made from crushed brickbats, and 15 to 25 per 
cent early strength or high-alumina cement and clay for workability. The 
prepared mixes, of course, are always shipped dry, but often they are made 
up and mixed by the user, as he generally has available his o^vn brickbats, 
which can be readily crushed up for grog. It will be found, however, in 
general, that a carefully prepared batch made by a reliable manufacturer 
will give better results than mixes made up by the user. Refractory con¬ 
cretes can seldom be used above 2650°F (about 1460°C). ASTM Specifica¬ 
tion C 213-47 calls for two typers, one for high-temperature zones and one 
for low. 

The pure, high-alumina cement described by Pole and Moore,con¬ 
sisting of SCaO’fiAbOa, would seem to have some advantage in raising the 
use limit of refractory concretes. 

Lightweight Mizes. These mixes are made up in a similar way to the 
previous ones, except that the aggregate is of some lightweight material 
like lumps of infusorial earth, bloated clay, or porous grog. Lightweight 
mixes are used in such places as doors of furnaces and similar positions 
where the temperature is not extreme. Their density runs between 45 
and 60 lb per cu ft. 

All the refractory concretes have a low strength at a temperature of 
1500 to ISOO'^F (about 820 to 980°C), where the cement is dehydrated and 
strength has not been attained by vitrification. This will give a weak 
layer in the structure that has not yet been overcome in this class of 
material. Nevertheless, these mixes are being used with considerable suc¬ 
cess in many types of structure. 

Tests. The tests of refractory concretes are similar to those mentioned 
for plastics, i.e., the softening point, the drying and firing shrinkage, and 
the strength at various temperatures. 



298 


REFRACTORIES 


6. Coatings. Refractory coatings are used to some extent on the 
surface of certain types of brickwork to close the pores and present a more 
homogeneous surface, thus minimizing abrasion and slag erosion. How¬ 
ever, unwarranted claims have been made for coatings, claims indicating 
that a good coating would make a lower grade refractory give the service 
of a high-grade refractory. This is not generally true, and a coating is by 
no means a cure-all for refractory troubles. 

Natural Coatings. Raw fireclay, which was used to some extent in the 
early days, has been more or less discarded because of its high shrinkage 
and tendency to peel off the brickwork. Natural coatings are used exten¬ 
sively in Europe containing clay, quartz, and feldspar in such proportions 
as to reduce the shrinkage and give a fluxing action. This material is very 
similar to the natural mortars previously discussed and generally has good 
working properties with a comparatively low cost. 

Prepared Fireclay Coatings. For high-temp('rature conditions, the 
coating used most frequently is a mixture of calcined grog with a plastic 
bond clay. A satisfactory coating should have a low shrinkage and adhere 
well to the brick so that no peeling or checking is observable on heating to 
the working temperature. The brick manufacturers^ recommendation 
should be taken, because a coating that may work very well with one type 
of refracjtory may not work at all with another type, even though of very 
similar properties. 

Special Coatings. Many special coatings are available such as those 
with a chromite base or a chrome oxide base which are used to give some 
additional slag resistance to fireclay or insulating firebrick. There are also 
coatings having fused alumina or silicon carbide as a base for special pur¬ 
poses. They all must have the property, however, of low shrinkage and 
adherence to the brick with which they are used. 

Application of the Coatings. Coatings can be applied to the brickwork 
with a brush or with a spray gun. The latter is generally more satisfactory 
in giving a really good job. The coatings must be applied in comparatively 
thin layers, Ke to in. being the maximum generally used. Even then, 
a better job is obtained by applying it in several successive applications if 
this is possible. About 34 to 3^ lb per sq ft of material should be allowed 
for an average coating job. Particular care should be taken that the 
brickwork is clean and free from dust before the coating is applied. 


Mortars: 
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CHAPTER XII 


SOME SPECIAL REFRACTORY MATERIALS 

1. Introduction. Since the previous edition of this book was published, 
considerable material has be(;ome available on special, high-temperature 
refractory materials, which, though as yet too costly for tonnage use, have 
great interest for small-scale applications. These include the pure oxides, 
(carbides, nitrides, borides, and sulfides of high stability. In particular, 
developments have been rapid in the production of low-porosity bodies 
from them with little or no fluxes. These bodies are so valuable for certain 
purposes that a new chapter dealing with them has seemed justified. 

2. Refractory Metals. The refractory metals may be divided into 
two classes: the noble metals that can be heated in air and the tungsten 
metals for use in a vacuum, neutral, or reducing atmosphere. The former 
include ruthenium, rhodium, palladium, osmium, iridium, and platinum. 
Of these, only platinum is plentiful enough for any large-scale use, and it is 
unfortunate that it does not have a higher melting point. In addition to its 
laboratory use, it is finding an increasing place in the glass industry for 
fiber glass and optical glass manufacture. Pots holding up to 100 lb of 
glass are lined with this metal, and it is said that a small continuous tank 
is in operation with a complete platinum lining. Because there is no 
solution of the container, optical glass of very fine quality is claimed. 
Platinum also has the advantage of being ductile, so that it can be readily 
formed into any shape. 

The second class of metals include tungsten, rhenium, tantalum, molyb¬ 
denum, columbium, thorium, titanium, vanadium, zirconium, and hafnium. 
The true melting point of many metals is still not well known. For exam¬ 
ple, the value for tantalum has gone up from 2850^'^^ to 2996°C^^^ in the last 
few years, and that for uranium has gone down from 2100^^®®^ to 
The most useful of these metals are tungsten, tantalum, and molybdenum. 
The first is most refractory but is difficult to fabricate. Molybdenum can 
be formed and welded in simple shapes, while tantalum is quite ductile and 
can be formed into complicated structures. Any of them can be formed 
by powder metallurgy methods in much the same way as the oxides. 

The low vapor pressures of tungsten and tantalum (as shown in Fig. 
166) make them particularly suitable for high-temperature work in a vac- 
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Fig. 166. Vapor pressures of elements at elevated temperatures. 
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uum. In Table 57 are shown the important properties of the refractory 
metals. 

3. Refractory Oxides. The oxides are particularly valuable, as they 
are stable in air as well as in less active atmospheres. 

Alumina. This oxide is one of the easiest of all to vitrify by means of 
the solid reaction, and much ware has been made both here and abroad in 
the form of a pure, nonporous, translucent body with excellent mechanical, 
electrical, chemical, and refractory properties. 

The manufacture seems to follow the original German development of 
“Sinterkorund,^^ a description of which is given in Report P.B. 18776.^^^^ 

The raw material is a chemically pure calcined alumina (a-alumina) 
containing about 0.1 per cent Fe203, 0.1 per cent MgO, and 0.2 per cent 
CaO. This is ground wet in a steel ball mill for 50 to 75 hr until the maxi¬ 
mum particle size is 12 to 15 g and 65 per cent is below 5 g. The suspension 
is then digested with 10 to 15 per cent of hot HCl (200 liters of ac^id to 
100 kg of AI 2 O 3 ) for one or more days, then water washed three or four 
times to eliminate the soluble iron and leaving the suspensions slightly acid. 
We have found in our laboratories that if the freshly ground slip is passed 
through a magnetic separator, the acid treatment is greatly shortened. To 
flocculate the suspension so that it will settle after washing may require the 
addition of a base to raise the pH. If the grinding is carried out in 
alumina mills the acid washing is eliminated. 

The forming may be done by slip casting into plaster molds. The Ger¬ 
man practice uses a slip with a specific gravity of 2.0, but we have found it 
possible to make casts with slips having a specific gravity as high as 3.0 
and with a pH of 4.5. P. D. Johnson has shown that alumina gel can be 
precipitated on the alumina particles, after which casting slips can be made 
with a pH of 9, much like clay slips. Forming can also be carried out by 
dry pressing in steel molds with organic binders or lubricants such as wheat 
flour, gum tragacanth, polyvinyl alcohol, waxes, or rubber latex. Extru¬ 
sion is also possible if the ,binder content is high enough. By mixing the 
alumina with a heated synthetic resin (thermoplastic), injection molding 
into a cooled die is possible to give an accurately sized piece with a polished 
surface. The previously mentioned report gives the formula used by 
Bosch for this purpose as taken from the Bosch patent B489,981 (German). 
By using the proper binders, the dried ware can be accurately turned to 
size as is common practice with electrical insulators. 

The firing in Germany takes place in pure, fused magnesia muffles 
heated by surface combustion, using city gas and preheated air to tempera¬ 
tures of 1900 to 1950°C and held for 1 to 3 hr. It seems to be common 
practice to use 0.5 per cent MgF2 to prevent the growth of large crystals, 
but most of the fluorine should be eliminated in the firing. If porous ware 
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* M. Mob’s scale. Rc. Rockwell C. Rb. Rockwell B. Br. Brinell. 
t See bst of abbre\Tation8 Table 63, pp. 318-321. 
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is permissible, then lower firing temperatures can be used. Firing in a 
neutral or oxidized atmosphere seems necessary as shown in the Siemens 
and Halske patent B339,726 (German). 

The properties of sintered alumina ware are given at the end of this sec¬ 
tion, indicating its low porosity and high strength. These properties have 
made it particularly valuable as pyrometer tubes, spark-plug insulators, 
and crucibles for melting metals or glasses. 


Table 58. Purity of Commercial Beryllium Oxide 


Constituent 

Light. 

fluffy* 

Higli-fire 
standard 
purit y * 

llofractory 
gi-ade t 

Be(0H)4 

BeOJ. 

99.8 

99.8 

99.3 

53.5 

Si()2. 

0.09 

0 22 

0.01 

AUh . 

0.01 

0.01 

0.22 

0.01 


0.10 

0.10 

0.07 

0.01 

. 

MgO. 

0.02 

0.02 

0.12 

0.01 

CaO. 

0.02 

0.02 

0.02 

0.01 

MnO. 

0.005 

Alkalies. 

0.02 


0.01 

Ignition loss. 



1 46,5 

1 - 






* Brush Beryllium Company, 
t Clifton Products Company, 
t By difference. 


Beryllia. Considerable research has been done on pure, dense beryllia 
ware in the Ceramic Laboratory at the Massachusetts Institute of Tech¬ 
nology. The details will be quoted at some length^‘^‘^^ from the Journal of 
the American Ceramic Society, 

Table 59. Properties of Beryllium Oxide 


Melting point. 2510°C 

Specific gravity. 3.0 

Hardness. 9 

Thermal conductivity. Very high 

Heatz-shock resistance. Excellent 

Thermal expansion (mean up to 1400°C). 9.3 X 10“®°C 

Vapor pressure (at 2080°C). 1.8 X 10“® mm Hq. 


Raw Materials. The production of BeO from beryl is completely 
described by Potvin^^^ as carried out in the Degussa plants in Germany, 
and the ore resources and output are discussed in P.B. 60,386.^^®^ The 
purity of available BeO materials is shown in Table 58, and the properties 
of pure BeO are given in Table 59. Most of this research was carried out 
with the highly purified hydroxide described in the last column. 
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The melting point of the highly purified oxide may be somewhat higher 
than the figures given in the literature. When the oxide is heated in a 
combustion furnace, it is volatile at temperatures as low as 1800°C; small 
crucibles fired several hours at this temperature may lose 50 per cent of 
their weight. The hardness of the fused material is about the same as or 
greater than that of sapphire, and instances have been noted where it even 



14()0°C 1500'^C 

Fig. 167. Electron microscope photomicrographs of berylJia crystals as affected by calcining 
temperature. {Note: These photomicrographs are similar, but not identical with those in 
the original article.) 


scratched a boron carbide mortar. The thermal conductivity has been 
reported to be relatively very high compared with other oxides. More 
work must be done to obtain quantitative data on the thermal conductivity 
of BeO, but it is known that its heat-shock resistance is unusually good. 

Calcining Be {OH) 2 . Early work on pressing bodies was carried out with 
the oxide, but a variability from batch to batch made consistent production 
impossible. The next step was to calcine the hydroxide at various tem- 
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peratures to find the conditions best suited to molding dense crucibles 
because the inherent crystal size is known to increase with calcining 
temperature. 

Electron microscope photographs in Fig. 167 show the beryllia crystals 
clearly. At 1200°C calcination temperature, most of the crystals are 0.05 
to 0.2 fjL in size. At 1300°C, many crystals are of the same size, but a num¬ 
ber of them are 1.0 to 2.0 ix long. At 1400°C, a few small particles still 
exist but large ones predominate 2.0 to 4.0 fx long; and at 1500°C, the mass 



Fio. 168. Particle-sizo distribution of beryllia calcines determined by sedimentation 
methods. 

consists entirely of crystals 2.0 to 4.0 fx long. The particle-size distribution 
by sedimentation, as shown in Fig. 168, gives somewhat different results, 
because clusters are measured rather than individual crystals. The 
increasing size with temperature, however, is clearly indicated. 

The mechanism of crystal growth is a solid reaction whereby atoms or 
atom groups are dislodged from the crystal face by thermal agitation. 
Those atoms then are attracted to another nearby face and fall into a posi¬ 
tion to give the minimum surface energy. As large faces attract atoms 
more strongly than small ones, the large crystals grow at the expense of the 
small ones. Owing to the high vapor pressure of BeO in combustion gases, 
the growth is quite rapid. 

Forming Procedures. A refractory body was readily made by bonding 
high-temperature calcine or fused grog with about one-third of its weight 
of fine, low-temperature calcined oxide. The mixture was blended with 
water without a binder and tamped in a mold. For more complicated 
shapes, an organic binder was required, and Davidsuggests the use of a 
4 per cent solution of BeCU for this process. 

Drain castings were made in plaster molds by the same casting tech¬ 
nique used for clay slips. The 200-mesh fused oxide was ball milled in a 
3.5-gal steel mill, the charge being 21 kg of nickel-steel balls, 4 kg of beryllia, 
and 2.4 kg of water. The mill was rotated at 60 rpm for 25 hr to produce 
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the particle-size distribution shown in Fig. 169. In the grinding process, a 
considerable amount of iron was picked up, which was leached out with 
hydrochloric acid. Three acid treatments and washings were used, and 
the slip was left with a pH between 4.5 and 5; this should be checked before 
casting. The specific gravity of the casting slip was 1.9 to 2.0, representing 
37 to 33 per cent water, respectively. 

Pressed ware has the advantage that it can be made nonporous, an 
important feature in melting crucibles. 



Fig. 169. Typical particle-Hize diatribution for beryliia casting slip. 

To press a hard abrasive powder such as beryliia requires an efficient 
lubricant. Many are available, but satisfactory results were obtained by 
the use of a water-soluble wax, such as Carbowax 4000, a polyethylene 
glycol with a molecular weight of 4000. Fourteen per cent of the dry wax 
was added to the dry ball-milled powder as a 20 per cent solution in water 
and was thoroughly incorporated. The mix was then partially dried at 
80°C, nodulated by rubbing through a 14-mesh screen, and then completely 
dried, ready for pressing. Antisticking agents were found necessary in 
order to remove the piece from the die. Daxad No. 23 in the amount of 
0.1 per cent of the mix was satisfactory. 

Pressing was done in a carbon-chrome steel mold, heat-treated at 58 to 
62 Rockwell C hardness. A typical die is shown in Fig. 170. The working 
surfaces were lapped to a high polish, and a slight taper permitted easy 
removal of the finished piece. The molding was done in a hydraulic press 
at 20,000 to 30,000 psi, and a weighed amount of mix was used to produce 
uniform size of piece. 

The pressed pieces were strong and had a highly polished surface. In this 
state, they could be machined to close tolerances with tungsten carbide tools. 
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Firing Procedure. To remove the wax from pressed ware, the piece was 
placed in a closed sagger of insulating firebrick and heated uniformly for a 
period of 8 hr until a maximum temperature of 500°C was reached. The 
removal of the wax is a critical operation and must be carefully controlled 
or crac^king will result. The wax may be removed at a much lower tem¬ 
perature in a va(‘uum. 



Cast pieces can be prefired to 1000®C to make them strong enough for 
finishing. 

The preheated ware was next fired to 1800°C and held at this tempera¬ 
ture for 30 min to give a maximum density. The rate of heating depends 
on the size of the piece (small pieces can be fired in 4 or 5 hr). The firing 
was carried out in catenary kilns made of fused-alumina brick and fired by 
premixed city gas and cold air to a temperature of 1800°C. A small alu¬ 
mina furnace was also used, which was fired by oxygen and propane where 
temperatures of 2000''C could be reached. Some runs were made in a 
vacuum with high-frequency heating. Beryllia is volatile at this tempera¬ 
ture, since weight losses of 2 to 4 per cent were usual, while some crucibles, 
which were fired for several cycles, lost over 50 per cent in weight. The 
vaporized beryllia condensed in the cooler portions of the furnace. 
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Little is known definitely about the way in which the pores between the 
crystals close up, but there seem to be two steps. The first is the approach 
to a spherical pore either by surface flow due to surfacre-tension forces or by 
transfer in the vapor state from the long radius of (‘urvature portions to the 
more highly curved parts where they may adhere with a lower surface 
energy. The se(;ond step is closing the pore itself by some sort of solid flow 
under surface-tension forces. It is well known that at very low stresses, 
pure metals flow viscously, probably by migration of lattice defe(^ts. The 
same may well occur in the heated BeO (*rystals. The gas in the pores 
escapes by interconnecting passage until the end, where a small volume is 
trapped in the remaining closed pores. 

If ware with some porosity is required, the firing temperature can be 
lowered; even 1500°C gives a fairly strong piece. 

Properties and Uses, The dense BeO showed no dye absorption but 
had some closed pores, since the bulk density ranged from 2.7 to 2.9 rather 
than the theoretical value of 3.0. The body was translucent in thin sec¬ 
tions, and the surface was pure white and smooth. 

Beryllia is a particularly valuable refractory because of its high working 
temperature—500°C (about 930°F) above pure alumina—so that it may 
be used as cores for tungsten-wound furnaces, insulation in high-frequency 
induction furnaces, and insulators in radio tubes. Its high thermal (con¬ 
ductivity gives it excellent heat-shock resistance, and its high stability 
makes it a valuable crucible material for melting pure metals such as ii'on, 
nickel, and the platinum metals. Claussen^^*'^ and Kirby^'^'^^ claim that it 
is suitable for melting pure beryllium. Also it has been suggested for melt¬ 
ing glasses and slags. 

BeO is more inert in contact with C or CO than is MgO and thus can be 
used up to 2000°C^^^^ as supports and shields with graphite heaters in the 
induction furnace. Beryllia is claimed to have excellent hot strength 
and therefore should be valuable in the jet-propulsion field. Also this 
oxide has nuclear properties that make it of great value in atomic power 
development. 

Attention is called here to the extreme health hazard in using beryllium 
and its compounds. As yet, little is known about the toxic effects, but 
evidence points to the fact that certain individuals are susceptible to dust 
or vapors of the metal or its compounds, which causes a serious lung condi¬ 
tion. Extreme precautions should therefore be taken to have ample venti¬ 
lation for any dusty process and to carry off all fumes from furnaces. 

Thoria, This oxide, because of its high fusion point, is difficult to fire 
to a dense mass when of high purity. Except for a higher firing tempera¬ 
ture, the procedure described for beryllia can be followed in forming small 
objects. Swanger and CaldwelF^^ describe tamped crucibles of fused 
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thoria moistened with a 20 per cent solution of ThCU to form a dense body 
with an apparent density of 9.5 to 9.7 when fired at 1800°C. Richardson 
describes the casting of thoria crucibles in plaster molds with P 2 O 6 as a 
deflocculant and also a furnace for firing them at 1900°C. 

The main use of thoria would be for extremely high temperature use in 
an oxidizing atmosphere or vacuum, such as melting the platinum metals. 
On the other hand, as it is a fissionable material, its use may have future 
restrictions. Richardson ^^ 2 ) states that pure zirconium, thorium, 

iron, and uranium can be melted in thoria without wetting it. Swanger 
and Caldwelh^^ state that osmium can be melted in thoria. 

Thorium compounds should be handled with care, because on being 
stored in closed containers, they produce radioai^tive gases that are a pos¬ 
sible health hazard. Therefore, a container of such compounds should only 
be opened under a hood or in the open air. 

Magnesia. This plentiful and highly refractory oxide is perhaps the 
most promising for work in the high-temperature field. However, it must 
be of high purity and therefore requires very high firing temperatures to 
vitrify. The rate of crystal growth on heating is given by Birks and Fried¬ 
man. One to two per cent silica is helpful in bringing down the tiring 
temperature and extcaiding the maturing range. 

The casting of MgO is possible in water suspensions but difficult because 
of the rapid hydration. The method of making slips with absolute alcohol 
developed at the Bureau of Standards^^^^ works very satisfactorily. Extru¬ 
sion with a cellulose acetate bond is described by Partridge and Lait.^^^ 

The high thermal expansion of magn(‘sia, however, makes it rather sen¬ 
sitive to thermal shock; and at elevated temperatures, it reacts with carbon, 
forming magnesium vapor and carbon monoxide. In a vaemum, its high 
vapor pressure causes it to volatilize rather rapidly above 2()0()°C. Swan¬ 
ger and CaldwelP^^ state that magnesia crucibles are suitable for melting 
Ni, Fe, Cu, and Pt without contamination. 

Zirconia. This oxide is relatively plentiful and has a melting point 
about 500°C above alumina, thus making an excellent high-temperature 
refractory. Because of the rapid inversion of the pure oxide on heating and 
cooling, it is very sensitive to temperature changes and for practical use 
must be stabilized by additions to maintain the cubic lattice. The work of 
Pole, Bernbach, and Gilbert showed that the inversion could be reduced 
or eliminated by additions of CaO or MgO. However, Curtis^^^^ showed 
that the . most heat-shock-resistant body had the inversion only partially 
eliminated and suggested additions of (1) 8 to 12 per cent CaO, (2) 6.7 per 
cent Cab, plus 3.7 per cent MgO and (3) 2.3 per cent CaO plus 6.4 per cent 
MgO. Several companies are now marketing stabilized zirconia, probably 
with somewhat the above additions. 
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Few data are available on the production of dense zirconia bodies, but 
the procedure outlined for beryllia would probably be satisfactory here. 
In fact, Thompson and Mallet describe a method of casting zirconia cru¬ 
cibles as well as ramming with a ZrCU bond. 

Titania, There is little data on pure Ti02 as a refractory, for most ol 
the published work is concerned with it as an ingredient in electrical insula¬ 
tors. However, with a melting point of 1850°C it might have value for 
special purposes. Siemens describes a dense sintered Ti02 body pre¬ 
pared like alumina. Reduction of Ti02 to the suboxide TiO occurs readily 
in the presence of CO or H 2 . 

Chrmne Oxide. The pure oxide is seldom used as a refractory but can 
undoubtedly be used where it is not subject to reducing conditions. On the 
other hand, the high vapor pressure is a disadvantage. Some work is now 
being carried out in the Ceramics I^aboratory of the Massachusetts Insti¬ 
tute of Technology on the production of dense ware from this material as 
crucibles for melting. 

Limej Baria and Strontia. These oxides have high fusion points but are 
subject to hydration. It is possible, however, to form dense, pure refrac¬ 
tories from them in the same way as for magnesia. 

The Rarer Oxides. There are a number of rarer oxides of high melting 
point such as Ce02, La203, Y2O3, and Hf02 that would undoubtedly make 
excellent refractories if they were more available. Perhaps some of them 
have properties that would make them useful in the laboratory even in 
small amounts. There is little information concerning them now, but 
their properties should be determined. 

The Spinels. The spinels of high melting point, magnesia spinel 
(MgAl 204 ), barium spinel (BaAl 204 ), and chrysoberyl (BeAl 204 ), can all be 
readily prepared by solid reaction of the constituent oxides, in some cases 
assisted by boric acid as a fugitive fiux.^®^^ It has been claimed that spinels 
can be formed only by amorphous starting materials, but this is not strictly 
true. 

There is no reason to believe that these compounds cannot be formed 
into dense bodies in the same way as described for beryllia. In general, 
they are quite resistant to attack by slags and glasses and should be excel¬ 
lent refractories. However, we need to know more about their properties. 

A patent of General Motors, British Patent 509,516, describes a spinel 
series with Mn, Ni, or Co that can be fired to a dense body for a spark-plug 
insulator. 

The High-^temperature Silicates. ZrSi 04 , Be2Si04, Mg 2 Si 04 , and Ca 2 Si 04 
all have high fusion points and for some purposes are excellent refractories. 
Their forming and firing are similar to the methods described for alumina 
or beryllia. Some of their properties are given at the end of this section. 
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The High-temperature Zirconates. ThZr 04 , BaZrOs, CaZrOa, MgZrOa, 
and SrZrOs are all high-melting-point compounds on which little informa¬ 
tion is available. The work of Pole, Bernbach, and Gilbert'®*^ gives some 
properties of these refractories. 

Phosphates. Henryk”’ has suggested cerium and zirconium phosphates 
as refractories, but they seem imstable and gradually lose PaOs. A few 
other phosphates are shown in Table 60, but little is known of their stability. 


Table (X). Some Kefraotohy Phosphates^^****^ 


Compound 

Molecular vvfughi 

1 

Melting point, °C 

8p( cifi(; gravity 

CadV’lOa. 

520.88 

1530 

3.17 

CaF2*3Ca3P208 . 

1,008.84 

1630 ; 

3.18 

lOCaO-SPaOe. 

986.844 

1540 

2.89 

Ca4P209 . 

i 366.328 

1630 

3.06 

Ca,(P04)2 . 

310.258 

1670 

3.14 

BaF23Ba;iP208 . 

1,981.84 

1670 


BaCl2-3Ba3P208 . 

2,014.76 

1584 

5.949 


4. Refractory Porcelains. A porcelain body is distinguished from a 
pure oxide body in general by ha\ ing small amounts of other materials 
mixed with the principal oxide to lower the maturing temptu-ature, increase 
the maturing range, or control the crystal growth. In the early develop¬ 
ment of refractory porc(dains, it was recognized that the glassy phase must 
be minimized or eliminated and the crystal size kept small. 

An improvement over the usual feldspathic porcelain was the Marquardt 
body having a composition of 35.12 per cent Si 02 , 63.20 per cent AI 2 O 3 , 
and 1.65 per cent K 2 O.'”* Some years later when Bowen and Grieg dis¬ 
covered that the stable crystal in the alumina-si hca system was mullite 
(SiaAleOia), porcelains with the composition 28 per cent Si 02 and 72 per 
cent AlaOs were found much superior to others for laboratory ware, spark 
plugs, and thermocouple protection tubes. However, to reach maturity 
at commercial tempajratures a small amount of flux was often used. 

While it is generally believed that the pure alumina body previously 
described gives a structure with the optimum properties, the high firing 
temperature has caused many experimenters to develop other bodies with 
lower maturing temperatures, particularly in the field of spark-plug insula¬ 
tors. For example, Jeffery (French Patent 405,270) adds a small amount 
of lime, m wg ooHia , and silica; Fessler and Schwartzwalder (British Patent 
546,770), 10 to 25 per cent silica and 1 to 9 per cent magnesia; McDougal, 
Schwartzwalder, and Fessler (British Patent 546,759), beryllia and silica; 
McDougal, Fessler, and Schwartzwalder (British Patent 372,939), 0.6 per 
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cent Cr 203 ; Bosch (German Patent 705,679) kaolin and silica; and Fessler 
and Schwartzwalder (French Patent 368,968), 1 to 15 per cent zircon. 

Much work has been done on zircon porcelains—mainly, however, for 
high electrical properties. Russell and Mohr^^*^^ give some excellent data 
on these bodies. 

Considerable interest has been shown in cordierite bodies containing 
theoretically 13.78 per cent MgO, 34.84 per cent AI 2 O 3 and 51.38 per cent 
Si 02 , because of their very low coefficient of expansion. Wisely and 


Table 01. Pom elains with Less than 0.1 Per Cent Absorptions^*) 


Composition, 

mol(*s 

Maturing 
tompera- 
turc* °C 
range 

Linear 

shrinkag(‘. 

rang(‘ 

Absorp¬ 

tion 

C'oeffi(*ient 

of 

expansion, 

700-800"C^ 

Relative 

thermal 

con- 

(luetivity 

Crushing 
stnuigth, 
M psi 

MgC) 

BeO 

AI2O3 

1 

24 

1 

1600-1725 

15.5-17.6 

0.1 

10.8 

9 

169 

1 

16 

1 



0.1 


7 


1 

8 

1 

1625-1725 

13.6-14.4 

O.l 


5 

152 

1 

4 

1 

1680-1725 

11.2-12.0 

0.1 

9.4 

4 

142 

1 

2 

1 

1650 

9.7 

0.1 




4 

96 

1 

1500-1635 


O.l 

10.3 

11 

105 

4 

48 

1 

1500-1635 

16.8-19.4 

0.1 


11 


4 

24 

1 

1600-1630 

14.4-20.5 

0.1 


12.5 

133 

4 

16 

1 

1630 

15.5-20.0 

0.1 


9 


BeO 

AtiCa 

ThOa 







160 

2 

1 

1650 


0.0 

10.4 

25 

244 

48 

1 

1 

1750 


0.02 
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BaO 

AWz 

ZrOa 







8 1 

1 

2 




9.3 




Gobler^^^^ give some results on this body, finding that B 2 O 3 and P 2 O 6 are 
the best mineralizers. 

Beryl porcelains also have low expansion coefficients as shown by Hum¬ 
mel and Henry. A composition of 80 per cent natural beryl and 20 per 
cent Florida clay, when fired to 1300°C for 9 hr, had an expansion of about 
1.0 X 10 ~® (twice that of fused quartz) but deformed above 1350°C, so it 
would not be useful for really high temperatures. 

The most thorough study in the field of high-temperature porcelains is 
the work of Geller and his associates at the National Bureau of Standards. 
Some of the more promising bodies in the field of MgO-BeO-AUOs, 
together with their properties, are given in Table 61. 
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The system Be 0 “Al 203 -“Th 02 showed complete vitrification in only a 
limited range up to 18()0°C, but probably higher maturing temperatures 
would give other excellent porcelain bodies. 

In the system Be--Al 205 -Zr 02 there were no vitrified bodies up to 
18()()°C, but here again it would be expected that excellent bodies might 
result from higher firing temperatures. 

In Table 62 are shown some lugh-melting eutectic compounds that might 
be of interest in the development of porcelains. In Table 63 are shown the 
important properties of the refractory oxides. 

Tahlk 62. Some IIkih-mei.ting Euteotios'’" 


C<)inpo.si(ioi) by VVoiKht McKing Point, °C 

27% BcO, 73% AM),. 1865 

14% B(4), 86'/c AM),. 1880 

43% BeO, 57%, MgO. 1850 

20%, BeO, 80% TW),. 2200 

19%, BeO, 81% ZrO,. 2240 

35'>(, B(^0, 65% CaO. 1450 

28% BoO, 44% MgO, 28% AbO.,. 1640 

19% BoO, 39% AM),, 43%, Ztih . 1750 

11% BoO, 48% AM),, 40%, ThO,. 1810 

18%, BoO, 37% A1,0,, 45Vc, TliO,. 1795 

55% AbO,, 45%, ZrO,. 1885 

61% AbO,, 39%, TM),. 1910 

85%, ZrOj, 17% CaO. 2260 

55%, MrO, 45-:’;, AM),. 2030 

38% MgO, 62%r SiO,. 18.50 

25% MgO, 75%, ZrOj. 2250 

75%', ZrO,, 25% SiO,. 2210 


6. Carbides. The carbi(le.s are among the most stable of the solids, 
as several are believed to have softening points above 3500°C„ They are 
hard, have fair thermal and electrical conductivity, but have only limited 
stability at high temperatures in air. In Table 64 are listed the available 
properties of the more stable carbides together with carbon itself. 

Production of the Raw Material. Much literature is available on the 
production of the hard carbides for use in cutting tools. For example, 
tungsten carbide is made by grinding tungsten powder with 7 per cent 
carbon black and heated to 1600°C for 2 hr in a graphite container and 
cooled in an Hz atmosphere. The cake contains 6.1 to 6.4 per cent com¬ 
bined carbon and 0 to 0.3 per cent free carbon. This material is wet ball 
milled in carbide mills to the desired size. Titanium carbide is made by 
adding 80 per cent of the theoretical carbon to titania, with liOz or C 
added to correct the composition. This charge is then heated to 1900 C. 
Vanadium and neodymium carbides are made exactly like titanium carbide, 
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* K = Knoop scale. M = Mohs scale, 
t Explanation of abbreNnations: 

a. - acid dil. = dilute 8. = soluble 

alk. = alkali i. = insoluble si. = slightly 

d. = decomposes min, = mineral v. = very 
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t Explanation of abbreviations: 

a. = acid aq.reg. = aqua regia dil. = dilute rain. = mineral si. = slightly 

alk. = d. = decomposes i. = insoluble s. == soluble v. = very 
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* K = Knoop scale; M = Mohs scale, 
t See list of abbreWations, Table 63, pp. 318-321. 





















Table 64. Properties of Pefractory Carbides ( Coyiiinned ) 
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* K = Knoop scale; M = Mohs scale, 
t See list of abbreviations, Table 63, pp. 318-321. 
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and molybdenum carbide is made in the same way as tungsten 
carbide. 

Boron carbide, B4C, is described in the paper of Ridgeway.Its 
great hardness makes it of interest for gages, sand-blast nozzles, and polish¬ 
ing powder. It does not seem to be so resistant to oxidation as SiC. l"his 
material is made^^^^ from a mixture of boric acid and petroleum cok(^ with 
10 per cent excess boric acid to allow for volatilization. The mixture is 
melted in an arc furnace at about 2600''C. The product is ground in steel 
mills, acetone washed, and dried. 

Silicon carbide is a well-known refractory, used for its high thermal con¬ 
ductivity, high resistance to spalling, and good resistance to slag attack. 
It is made in a resistance furnace as shown in Fig. 171. For example, a 



Fig. 171. Cross section of a silicon carbide furnace ready to start. 

charge of 1,500 lb of petroleum coke, 9,000 lb of sand, 1,600 lb of sawdust, 
and 400 lb of salt is packed around the coke heater element, and this, in 
turn, is surrounded with low-grade SiC as an insulator. The furnace draws 
a maximum of 25,000 kw, reaches a temperature of 2200°C, and runs for 
about 36 hr. Perhaps 25 per cent of the charge is first-quality SiC. The 
power used is stated to amount to 4 to 5 kw-hr per lb. 

Forming. The metal carbides may be formed by pressing the powder 
together with a few per cent of cobalt in steel or carbide dies at pressures up 
to 100,000 psi. Lubricants such as camphor, cetal alcohol, or waxes are 
used. The blocks are often fired or presintered in molybdenum resistance 
furnaces at 1050 to 1100°C for 2 hr in a hydrogen atmosphere. They are 
then sized and then sintered in a vacuum at 1500°C for 2 hr. 

While it is difficult to obtain zero porosity in the carbides without using 
a permanent binder, such as 0.5 to 14 per cent cobalt, for refractory pur¬ 
poses, it should be possible to make pure dense articles by observing the 
principle described for the oxides and nitrides. 
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Many of the carbides can be formed by hot-pressing methods^**'’’ (see 
Table 36, Chap. VIII). B 4 C is especially adapted to this method and can 
be made into dense articles in graphite molds below 2375°C. 

Silicon carbide is usually bonded with clay or phosphate but can be 
bonded by recrystallization, a process that is very costly because of the 
high temperature and long time needed. 

Uses, Of course, the great use of the heavy metal carbides is for cutting 
tools and wear-resisting parts, where their hardness is the chief criterion. 
Silicon carbide, besides being a very valuable abrasive, is used largely as a 
refractory where high hot strength, good thermal conductivity, or resistance 
to slags are needed. 

Carbides may also be of use for heaters and shields in high-frequency 
furnaces, as well as containers for rei)(*tions or melting. 

It would, of course, be highly desirable if the carbide could be used in 
air at elevated temperatures. Silicon (carbide, because of the viscous silica 
glass formed on the surface, is quite resistant to oxidation. There is much 
conflicting evidence as to the resistance of other carbides. Becker^^^^^ 
states that Zr, Ti, and Hf carbides are the most resistant metal carbides, but 
no quantitative data are given. Hummed and Henrystate that TiC at 
1100°C> for 1 hr showed only surface alteration. Henry^^*'^^ stales that B 4 C 
oxidizes about ten times as rapidly as SiC. Beryllium carbide is also 
believed quite vStable, but much more research is needed to get the facts. 

6 . Nitrides. The nitrides are more stable at elevated temperatures 
than is gencirally appreciated and are, therefore, of considerable interest 
where heating is not in air. Table 65 gives the available data on the more 
stable compositions from various references in the literature. It will be 
seen that several are believed to have melting points of over 3000°C. 

(111,113,116,123,124) 

Titanium nitride can be formed from the tetrachloride by the following 
reactions: 

TiCU + XNHa-^TiCUXNHs 

TiCU-XNHs^TiN + 4 NH 4 CI + H 2 + 3 ^X 2 + (X ~ 6 )NHg 
Also it can be made from the oxide as follows: 

TiOs + 2 CaH 2 ->TiH 2 + 2 CaO + H 2 
TiHa-^Ti (finely divided) + Hz 
Ti (finely divided) + NHg—>TiN + 

The latter method is simpler and gives a product conforming more closely 
to the theoretical analysis of 77.4 per cent Ti and 22.6 per cent N. This 
material is the color of pure gold and shows no tarnish after long exposure. 

Zirconium nitride can be prepared in the same way as TiN. It is also 
stable in air and has the appearance of green gold. 



Table 65. Properties of Refractory N 
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* See list of abbreviations, Table 63, pp. 318-321. 
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Boron nitride^ according to Dr. Ryschkewitsch/^^ is produced from a 
mixture of lampblack and borax by the following reaction: 

Na 2 B 407 + 2 N 2 + 7C = 2Na + 7CO + 4 BN 
at temperatures as low as 1400°C 

A white powder results much like talc or white graphite, which is quite 
stable in air. 

Thorium nitride}^'^^^ can be formed in the same way as TiN, but it is diffi¬ 
cult to approach the theoretical amount of nitr ogen of 10.8 per cent. 

The nitrides of cerium and lanthanum can be readily made; but as they 
hydrolyze rapidly in the atmosphere, they are of no great interest at present. 

Beryllium nitride is readily formed by allowing the metal to react with 
NH 3 at 1000 °C in a (quartz tube, giving close to the composition represented 
by Be 3 N 2 . 

Tantalum, and vanadium nitrides can be formed by heating the metal in 
a stream of pure NH 3 . 

Forming. The grinding of the nitrides without contamination is some¬ 
what of a problem, but the TiN and ZrN can be ground in steel ball mills 
and then acid washed. In other cases, grinding can be done in boron 
carbide mills with little contamination. 

The powdered nitrides can be slip cast from water or absolute alcohol 
suspensions, or they can be pressed with a suitable temporary binder as 
described for beryllia. By proper sizing, pressing, and firing in ammonia, 
it is possible to produce nonporous ware. As the nitrides in general are 
electrical conductors, they can be heated in a high-frequency induction 
furnace directly. 

Uses. The nitrides will find most use as a high-temperature refractory 
in a vacuum, especially for melting metals without contamination. 

7. Sulfides. As sulfur comes next to oxygen in the Periodic Table, it 
might be thought that sulfides would have the high stability of oxides. 
There are many stable sulfides, such as CeS, ThS, US, and others as given 
by Brewer^^®^^ in Table 66. However, it should be mentioned that none of 
them can be heated to elevated temperatures in air, owing to their rapid 
oxidation; but for work in high vacua and neutral atmospheres, these 
materials are very encouraging because of their low vapor pressures. 

More specifically, Pauling^^^^ states that the sulfides of cerium and thor¬ 
ium, ThS and CeS, as well as related sulfides, have been found valuable as 
refractory materials. Previously, the lower sulfides were not known, and 
their initial production was due to the work of Drs. L. Brewer and U. D. 
P^astman and associates at the University of California. As an example of 
sulfide preparation, the formation of uranium sulfide will be described. 
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Preparation of Sulfides. Three methods of preparation for the sulfides of 
uranium will be described below. By these methods pure US, U 2 S 8 , and US 2 
have been prepared and other compositions may be prepared similarly. 

Method 1 

Step A. US 2 and intermediate sulfides all the way down to U 2 S 3 may be 
prepared by treatment of the oxides, UO 2 or IbOs, with H 2 S in a carbon s^^stem, 
followed by Step B, a vacuum heating, in the (^ase of an intermediate sulfide. 
The temperature of reaction is 1200 to 1300®G, the rate of reaction at these tem¬ 
peratures being fairly rapid. During the course of the reaction, UOS is first 


Table 66. 


Sulfide 

F2»8°K 

H298°K 

8298 °K 

Mp, °C 

Sol.* 

Volatility 

MgS 

-92.5 

-71 

(-23.7) 

2000 

d. H 2 O 


CaS 

-121.9 

-128.9 

(-23.7) 


d. H2( ) 


SrS 

-121.6 

-128.6 

(-23.7) 

2000 

d. H 2 O 


BaS 

-119.7 

-126.7 

(-23.7) 

2200 

d. H 2 O 


BeS 

-65 

-71 

(-23.7) 


d. H 2 O 


La2S3 

-107.2 

-114 

(-23.0) 


i. H 2 O 


CeS 


-133.4 


2450 

i. H 2 O 

Rapid at 2200°C 

Slow at 17(X)°C 

}4 00384 


-120.9 


2050 

i. H 2 O 


} 3 C.'G 2*^3 


-115.7 


1900 

i. H 2 O 

Slow at 1700°C 

H NdjS, 


-114 



i. H 2 O 


ThS 


(-135) 


2200 

i. H 2 O; sa 

Moderate at 2200®C 

H Th,S, 


(-125) 


2000 

i. H 2 O; sa 

Nonvolatile at 1700°C 

M Th4S7 


(-114) 


2000 

i. H 2 O; sa 

Nonvolatile at 1700°C 

12 " ThS, 


(-106) 


1900 

i. H 2 O; sa 


US 




2000 

s. dil. a 

Kaj)id at 2200°C 


* See list of abbreviations, Table 63, pp. 318-321. 


formed at lower temperatures with the liberation of H 2 O. As the temperature is 
raised to the maximum value, the H 2 S being introduced attacks the carbon- 
producing CS, which then reacts with UOS, producing CO. 

Because of the instability of US 2 at high temperatures, the product of reaction 
at high temperatures will be somewhat reduced to a lower composition, the extent 
of reduction depending upon the actual temperature. To insure formation of 
US 2 after all oxygen has been removed, the final reaction temperature will have 
to be lowered to below 1000°K, thus allowing the reduced sulfide to pick up sulfur 
from the H 2 S. 

Step B. The preparation of U 2 S 8 and sulfides between US 2 and US is quite 
simple because of the US 2 instability. A sample of US 2 heated for 20 min at 
1600®C in a vacuum of about 10“^ mm Hg is reduced to US 1 . 60 , indicating the ease 
of reduction. USi.e heated at 1800*^0 dissociated to USi.as in 15 min. See US 2 -X 
for further detail. 
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Method 2 

When pure metal is available, any of the oxidation states of uranium can be 
j^repared by action of the correct amount of H2S upon the hydride prepared from 
the pure metal. Ihe preparation of the hydride of uranium is (Conducted in a 
well-degassed bulb using pure hydrogen at a temperature of 300 °C, the product 
of reaction being a finely divided powder ideal for reaction with a gas. A controlled 
amount of H2S is then reacted with the hydride at 400 to 500 °C, in a circulatory 
system whi( 4 i brings unreacted 1128 continually back over the sample until the 
re(piired amount of H2S has reacted. All products of this reaction including US2 
are not stable in air because of tiie low temperature of production, tluis re(iuiring 
handling in an inert atmosfdiere. If sulfides below USo are being produced, the 
product of the H28 reaction will contain finely divided metal as well as a small 
amount of undecomposed hydride, and an additional lieating at a higher tem¬ 
perature is thus necessary to obtain a uniform produ(d. The US may be heated 
to a!)Ove 1800 °C to obUain a uniform product, while the U2S8 and higher sulfides 
must be heated for longer times at much lower temperatures to avoid loss of 
sulfur. 

Method 3 

Pure US2 and uranium hydride may be mixed in the proper proportions to 
give the desired composition of product. Since the preparation procedures for 
the sulfide and hydride liave been described above, no further comment is neces¬ 
sary. The hydride present in tliis mixture must first be decomposed to the metal, 
which is done in a vacuum at 400 to (iOO'^fU after which the mixture is licated at a 
higher temperature to liring aliout comjilete interaction. This last step must be 
done at tlie proper temperature to avoid decomposition of the j^roduct through 
sulfur loss. This method is not usually satisfactory for com])osition between 
U2S3 and US2 unless carefully carried out because of sulfur loss. 

U82. When pure metal is available, this sulfide may be jirepared most simply 
through use of Method 2, since the apparatus may be constructed quite easily. 
The product from this pro(*edure is less stable in air than that obtained through 
use of Method 1 , however, because of the larger crystal form that results from 
the higher temperature treatment in the latter method. One advantage of 
Method 1 over Method 2 is that oxygen impurity is removed during the prep¬ 
aration, which is not the case during the low-temperature reaction of H28 with 
the hydride which may contain oxygen. 

US2_x. Intermediate compositions between U82 and U283 are difficult to 
prepare by Method 8, since during the vacuum heating, considerable sulfur is 
lost from the starting U82 during the dehydriding and from the final melt. If the 
composition does not have to be fixed closely, Method 1 , Step B, is most con¬ 
venient, If only a small number of samples are to be made. Method 2 is very 
convenient and the composition can be fixed more closely than by any of the 
other methods. 

In the discussion of Method 1 , Step it was stated that USkc was reduced 
to USi.M by heating to 1800 °C for 15 min. It should be stated that the original 
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mixture consisted of U and US 2 with a total composition of USi.e and the reduc¬ 
tion to USi .36 may be due to loss of sulfur from US 2 before reduction with the II. 
We have no evidence to indicate that reduction below U 2 SS can be obtained by 
vacuum heating at this temperature. 

US, the monosulfide, can be best prepared through use of either Method 3 
or Method 2 with a subsequent treatment at a high temperature to obtain a 
uniform product. 


Tahle 06a. Flow Sheet for the Preparation ok C'ertum Sulfide 


PREPARATION OF CeS 



Physical and Chemical Properties of Uranium Sulfide, The monosulfide of 
uranium is a grayish, metallic-looking solid melting considerably above 2000®C. 
Like ThS, the crystal structure is cubic with a unit cell dimension determined by 
Zachariasen, of 5.473 A. The calculated density based on the X-ray structure 
analysis is 10.87. In dilute acid the US is very slowly soluble. The magnetic 
susceptibility is 4180^10"* emu. 
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CeS can be prepared from the sesquisulfide by the following reaction 
suggested by Brewer: 

2CeH3 + 2Ce2S3 = 6CeS + 3 H 2 

In this reaction, it is possible to control the ratio of Ce to S in the fina l 
product. The production of CeS from the oxide and metal is given in the 
flow sheet of Table 6 Ga and the analyses of the materials in Table 6 G 6 . 


Tahlk ()()/> 



ATnterial 

(constituent 

Leriuin oxide 




lindsav light 

Leiiuin metal 

('eriuin 


optical grade 


H(\squisulfidc 


89.4 



cv 


97.3 

1 es. 1 

La 

1.93 

0.09 

i 1.17 

Mg 

0.77 

O.OS 

1 0.15 

V 

0.22 


0.01 

C 


0.12 

1 

Si 

0.07 


0.02 

rt) 

0.07 


0.01 

Fv 

0.03 


0.03 

8 



26.2 

Ig, Loss 1 

l.Ol 



oth(‘r im:. 

7.96 

2.5 



Cmc.ibles (*an be formed by pressing in steel molds in the same way as 
described for oxides. ('eS has a metallic*, gold color and is quite stable in air. 
It has a density of 5.1 to 5.8 g per cc and a porosity of 0 to 10 per cent. 
The melting point is above 2200 °C, and it thus makes an excellent container 
for vacuum melting of metals where freedom from oxygen is essential. 

ThS is produced in substantially the same way. It is silvery in color 
with a density of 9.6 g per cc. 

8. Borides. Little is known about the stable borides, but some data 
are shown in Table 69, Chap. XIII. HfB, WBe, ZrBs, BC 4 , and NB are 
believed to have high melting points and low vapor pressures. Undoubt¬ 
edly additional stable borides exist. NB and B 4 C have been described in 
previous sections of this chapter, and little is known about the others. 
This is an interesting field of research. 

9. Refractory Selenides, Silicides, and Phosphides. Very little is known 
of the compounds of these nonmetallic elements, but there is the possibility 
of some stable ones at high temperatures. 
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records VSi 2 as melting at 1650°C and Ba 3 P 2 with a melting 
point of 3200°C. 

10. Refractory Single Crystals. The development of the lower melt ing 
crystals, such as the chlorides and fluorides, during the Second World 
War was brought to a high state of perfection by Dr. D. C. Stockbar- 
ggj.(i44,i47) j^jg associates at the Massachusetts Institute of Technology. 
However, when temperatures above the useful range of platinum are 
required, other methods have been developed. 

Quartz. During the Second World War, considerable effort was made 
in Germany to produce synthetic quartz crystals for piezoelectric uses, as 
their supply of natural crystals was greatly curtailed. In general, two 
methods may be used to produce quartz: (1) by cooling a siliceous melt 
containing a mineralizer such as sodium tungstate and (2) by crystallization 
from a water solution at high temperatures. Sosman^^'**'’^ mentions a num¬ 
ber of methods on page IV 51. Along the same lines, the growing of quartz 
from Si 02 dissolved in water that had been acidified by CO 2 and held at 
320°C in a pressure vessel was mentioned by Norton. 

Nacken claims to have grown quartz crystals in the silver-lined 
autoclave shown in Fig. 172, where the amorphous quartz dissolves at the 
higher temperature and grows on the seed crystal suspended by a hair at a 
lower temperature. On the whole, it would seem that few if any quartz 
crystals of commercial size were made, as much effort was spent on 
substitutes. 

Silvermanstates that one of our glass companies has grown quartz 
crystals up to 3^^ in. on a side by dissolving silica glass (up to 3 per cent) in 
water at 350°C and then allowing precipitation onto a seed crystal by the 
foregoing method. The process goes on, as crystal quartz is said to be solu¬ 
ble to only 0.3 per cent under these conditions. 

Corundum crystals with or without coloring oxides (sapphires or rubies) 
have been made for many years by building up a single boule with fine 
globules of melted alumina passing through an oxyacetylene flame by the 
well-known Verneuil process. An excellent description is contained in the 
report by Barnes. Recently the Linde Air Products Companyhas 
developed a method of growing single crystals of alumina in the form of 
rods, which can then be cut up for instrument jewels or ball-bearing balls. 
These rods are also of value in high-temperature expansion furnaces, as 
they have a much higher use limit than fused silica. Another use developed 
in the Ceramic Laboratories at the Massachusetts Institute of Technology 
consists in forming parts of an optical system of sapphires that are used 
inside a furnace up to 1500°C. A ruby color may be imparted to the crys¬ 
tal by adding about 0.5 per cent Cr 203 to the alumina. 
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Spinel Boules and rods of single crystals of spinel (MgAl 204 ) are regu¬ 
larly made in various colors/^^^-^^^^ A hardening process used in Germany 
is described by Barnes^^^^^ consisting of an unmixing with a deposite of fine 
AhOa crystals through the mass. 

Beryls and Emeralds. Nacken is said to have made excellent beryls 
and emeralds by hydrothermal methods in a time of 3 or 4 days, using the 



autoclave shown in Fig. 172. It is reported that very fine emeralds are 
being made in this country by much the same method. 

Rutile. Single crystals of rutile (Ti02) have been grown to fairly large 
sizes in the same way as for sapphires by the National Lead Company and 
the Linde Air Products Company. The high index of refraction of this 
stone, 2.8, gives it great brilliance as a gem and valuable optical and elec¬ 
trical properties. 

Mica. While mica is not strictly a refractory material, its production 
is an important high-temperature problem as supplies of natural mica 
become exhausted. Considerable efforts have been made to produce it in 
Germany by Siemans and Halske and by Dr. Dietzel at Ostheim.^^^^ The 
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crystals are grown from a slowly cooled melt and from the composition 
would seem to be a fluorine mica, and not muscovite, as all the OH“ groups 
are replaced by F”. It would seem impossible to grow muscovite outside 
hydrothermal conditions. Dietzel mentions the use of a magnetic field to 
orient the growing crystal, but there is considerable doubt as to its effec¬ 
tiveness. We have not as yet seen direct evidence of any large mica crys¬ 
tals grown in the laboratory. 

It is reported that excellent tourmalines (a complex aluminum boro- 
silicate) have been made in the laboratory. 

11. Heterogeneous Refractory Systems. We have considered previ¬ 
ously rather simple mixture of oxides with each other, but it is quite possible 
to mix, for example, metals and oxides. Such combinations are not new, 
as for many years platinum and porcelainhave been fired together to 
make a conducting body for electrodes, graphite and copper mixture is 
commonly used for motor brushes, cobalt is used to bond the hard carbides, 
and clay and graphite crucibles are extensively used for metal melting. 

Much work has been carried out recently to produce bodies of good 
heat-sho(^k resistance for gas turbine parts. For example, finely precipi¬ 
tated metallic iron and alumina^*'^® ®^^ are fired together to give a body with 
excellent heat-shock resistance, but little is known of its creep values or its 
resistance to oxidation. Silicon carbide bonded with clay or a por(‘elain 
has been used for many years and is known to have an excellent heat-shock 
resistance and fair resistance to oxidation, but its creep value has not been 
published. Other suggested combinations are SiC-Cr, SiC-Si, AhOa-Ni, 
Al20:3-“Co. As yet we are not able to say whether or not any of these hetero¬ 
geneous mixtures will be of value as refractories, but undoubtedly there is 
enough promise to warrant a basic study of this field. 

Another type of system is the solid solution, such as TiC~TiO or 
US~U02. Little work has been done on such systems, but they certainly 
warrant more extensive study. 

12. Refractory Glasses. The structure of glass is a random network 
of atoms in contradiction to the orderly placing of the atoms in the crystal 
lattice and may be thought of as an undercooled liquid. Glass is found to a 
small extent in nearly all of our refractories containing silica and serves a 
useful purpose in cementing the crystalline material together. On the 
other hand, for high use limits it is disadvantageous, for it causes flow under 
stress. 

There has always been a demand for high-temperature glasses as con¬ 
taining vessels for vacuum furnaces, gas discharge lamps, and many other 
purposes where transparency is required, but as yet nothing of higher use 
limit than fused silica has been developed commercially. 
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Fused Silica. This glass is well known and generally used for high- 
temperature installations, but its use limit is about 1000°C due to devitrifi¬ 
cation. Because of its high viscosity, it must be worked at high tempera¬ 
tures and therefore is much more costly than the lower temperature glasses. 
The Nieder method produces very clear material from powdered crystals. 

Vycor. This glass is a unique development of the composition shown 
in Table 67. It is made from a soft glass that separates into two phases, one 
high in silica and the other high in borates. The latter is leached out, and 
the resulting siliceous framework shnmk by heating into a homogeneous 
structure much in the same way that porcelain is fired. For many pur¬ 
poses, it may replace the more costly fused sili(;a. 

High-alumina Glasses. For use in high-intensity gas discharge lamps, 
high-alumina glasses have been developed with a relatively high softening 
temperature and at the samci time a reasonable temperature of melting. 
This is shown by the viscosity values from the Adams^^®-^^ patent in Table 68. 


Table 67. Composi'iion of Some Higii-temperatxtre Glasses 


Constituent 

Fused 

silica 

Vycor'’''2) 

glass 

glass 

Iligh- 
aluntina 
glass (A) 

High- 
aluinina 
glass (B) 

Cduh.s ior 
sodium-vapor 

Iajups^^®2) 

Class for 
tungsten 
.seals'iB2) 

C*ia».s for 
molybdenum 
seals' 

Si02 

100 

90.3 

80.0 

.^>1.0 

43.G 1 

21.5 

88.3 

77.0 

71.2 

BjOa 


2.9 

12.0 

LG 

] 1.3 1 

40.0 

8.4 

15.4 

14.6 

AI2O8 


0.4 

3.0 

20.0 

20.4 

22.0 

2.9 

1.0 

2.4 

FeaOs 

ZnO j 



0.1 


10.1 



0.1 

0.1 

CaO 




ir).4 

14.G 


0.4 

0.4 

2.9 

MgO 




G.r> 


10.0 




BaO 




O..') 






NaaO 

j 

0.02 

3.9 



0.5 


4.9 

3.6 

K2O 

Soft point, "(-■ 


0.02 

0.3 

918 

840 


1 

1.9 

4.0 


Table 68. Viscosity in Poises 


Temperature °C 

Comm, soda-lime gla8.s 

Pyrex glass 

High-alumina glass (B) 


10"-^ 

106.6 

109.0 

1000 


106.6 

106.6 

1100 

103.8 

104.9 

10'-7 

1200 


104.3 

103*6 

1300 

102 J 

103-7 

102.8 


Metal Sealing Glasses. A number of high-silica glasses for sealing metals 
to fused silica—so-called graded seals—have been developed. A few are 
shown in Table 67. 
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Other Glasses. In the search for very refractory glasses, a great deal of 
effort has been spent in examining all possible glass formers. Cohn^^®^^ 
reports making Zr02 glass in his sun furnace, but other experimenters have 
failed to form it. It seems to be the consensus of opinion at present that 
no commercially useful, high-temperature glass is possible without a con¬ 
siderable silica content. 
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CHAPTER XIII 


THE FUSION POINT OF REFRACTORY MATERIALS 
AND THEIR EQUILIBRIUM DIAGRAMS 

1. Fusion Process. At the present time, there is very little under¬ 
standing of the mechanism concerning the fusing of nonmetallic materials. 
If a curve of viscosity is plotted against temperature, it will be found that 
for some materials, the change from a solid to a liquid occurs within a very 
small temperature interval whereas in other materials, especially silicates, 
the melting process is a more gradual one and occurs over a large tempera¬ 
ture range. As shown earlier, it will be found, in the case of materials 
having a long softening range, that there is a great difference in the bond 
strength between the various atoms. For example, in the silicates, the 
bond strength that holds the silicon in the center of an oxygen tetrahedron 
is very strong and probably will not break up until much higher tempera¬ 
tures are reached than are necessary to break the weaker bonds. There¬ 
fore, we may conceive that when a silicate fuses, at first the weaker bonds are 
broken and a very viscous liquid results, which contains aggregates of the 
silicon-oxygen groups. As the temperature goes higher, these groups are 
broken up by the thermal agitation until the viscosity markedly decreases. 
Unfortunately, we have no experimental evidence; to show just what hap¬ 
pens in this process and can merely conjecture a mechanism that most 
nearly fits the facts. 

In the literature, it will be found that the terms “melting point,” 
“softening point,” and “fusion point” are used more or less indiscriminately 
in discussing refractories. The best usage would seem to indicate that the 
terra melting point should be reserved for pure materials and fusion or 
softening point for more complex or impure materials. It is, of course, 
diflBcult to draw a sharp boundary between the two; so it was thought best 
to use the term fusion point throughout this chapter for everything except 
the pure materials, as the majority of the refractories show a considerable 
softening range. 

2. Method of Obtaining Fusion Points. Physical Significance of the 
Fusion Point. There has been a great deal of confusion in considering 
just what is meant by the fusion point of the average refractory. We can 
do no better than refer to the method used by the glass technologist in 
determining the fusion or softening point of glass. Here, the fusion point 
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is specified as the temperature at which the particular specimen under a 
definite stress becomes sufficiently fluid to flow at a specified rate. No 
other meaning will have any significance in discussing materials that have 
no sharp boundary between the solid and liquid state. 

This definition of fusion point can be made clear by the curve in Fig. 
173 in which the deformation in millimeters of the specimen is plotted 
against the time, under the conditions where the specimen is heated up at 

a uniform rate. If we are arbitrarily 
assuming the fusion point as that 
temperature at which the rate of flow 
equals 0.01 mm per sec, a tangent 
can be drawn to the flow curve with 
this slope. The point where the curve 
and tangent meet will represent the 
fusion temperature, which, in the illus¬ 
tration, is 3143°F. Owing to experi¬ 
mental difficulties, the usual methods 
of measuring the fusion points do 
not follow such an exact procedure; 
Lftenh^ig point determining the consequently, Only an approximate 

value is obtained. 

Determination of Fusion Points hy Comparison with the Pyrometric Cones. 
A common method of determining the fusion point is by comparing the 
bending characteristics of the sample with those of a series of standard 
pyrometric cones all run in the same furnace. As it can be carried out by 
persons not skilled in pyrometric practice and with inexpensive equipment, 
this method has the advantage of simplicity. It has the disadvantage, 
however, of not giving the highest degree of precision, because of variations 
in the furnace atmosphere or from other causes that are not easy to con¬ 
trol. Under good conditions, however, a precision of ± 15°C (27°F) 
should be obtained. The following quotation gives the standard ASTM 
softening-point test for refractory materials: 

STANDARD METHOD OF TEST FOR PYROMETRIC CONE 
EQUIVALENT OF REFRACTORY MATERIALS 

ASTM Designation C 24-42i 

Adopted, 1920; Revised, 1928, 1931, 1933, 1935, 1942, 1946 

The Standard of the American Society for Testing Materials is issued under 
the fixed designation C 24; the final number indicates the year of original adoption 
as standard or, in case of revision, the year of the last revision. 

^ ASTM Standards are subject to revision. The Society's headquarters, in Phil¬ 
adelphia, may be consulted for the latest information. 
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1. Scope. This method is intended for determining the Pyrometric Cone 
Equivalent of fireclay, fireclay brick, silica cement, and ground fireclay by com¬ 
parison of test cones with Standard Pyrometric Cones under the conditions herein 
prescribed. 

2. Preparation of Sample, (a) Clay or Brick. The entire sample of fire¬ 
clay or fireclay brick, in case the amount is small, shall be reduced in size by means 
of rolls or a jaw crusher to a maximum size of 34 in. In c.ase the amount is large, 
a representative sample obtained by approved methods shall be so treated. The 
sample shall then be mixed thoroughly, and the amount reduced to about 250 g 
(0.5 lb) by quartering. Any magnetic material introduced by crushing or grinding 
shall be removed by means of a magnet. This portion shall then be ground in an 
agate, porcelain, or hard steel mortar, and the amount reduced again by quartering. 
The final size of the sample shall })e 50 g, and the fineness such that it will pass a 
No. 70 (210 m) ASTM sieve (equivalent to mesh No. 65 of the Tyler standard 
series). In order to avoid excessive redu(‘tion of fines, they shall be removed 
frequently during the process of reduction by throwing the sample on the sieve and 
continuing the grinding of the coarser particles until all the sample will pass 
through the sieve. 

b. Silica CemcMs. In the case of silica cements, the sample obtained by 
approved methods shall be tested as received without grinding or other treatment. 

Note: For the purpose of this test, silica cement is understood to be the usual 
finely ground mixture of quartzite, silica brick, and fireclay of various proportions 
and does not include materials sold under the name of high-temperature mortars. 

3. Preparation of Test Cones, a. The dried sample shall be thoroughly 

mixed and, after the addition of sufficient dextrin, glue, gum tragacanth, or other 
alkali-free organic binder and water, shall be formed in a truncated trigonal 
pyramid with its base at a small angle to the trigonal axis and of the following 
dimensions: over-all height (between planes perpendicular to the trigonal axis) 
134 in*; length of the side of the trigonal tip, 0.075 in.; length of the two longer 
sides of the base, base at an external angle of 82 deg to one face and 

perpendicular to the symmetry plane through the opposite edge of the pyramid. 

h. When dry, the test cones may be subjected, wlicn necessary, to a preliminary 
burn at a temperature not exceeding 2370°F (1300°C) for the purpose of sintering 
them into a firm condition to permit handling. 

4. Mounting. The test cones shall be mounted on plaques of refractory 
material of such a composition as will not affect the fusibility of the cones.* They 
shall be mounted with the base embedded approximately 3 mm (0.12 in.) in the 
plaque, and the face of one side inclined at an angle of 82 deg with the horizontal. 
The arrangement of the test cones with respect to the Standard Pyrometric Cones 
shall be substantially as shown in ¥\g. 174, i.e., alternating the test cones with 
the Standard Pyrometric Cones in so far as practical (Note, p. 350). The plaque 
may be any convenient size and shape and may be biscuited before using, if desired. 

* A mixture of equal parts of a highly refractory clay such as a good grade of china 
clay and fused alumina which will pass a No. 100 (149 m) ASTM sieve (equivalent to 
mesh No. 100 of the Tyler standard series) has been found satisfactory. 
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Note: The number of cones and their mounting so as to face inward as shown in 
Fig. 174 is typical for gas-fired furnaces of relatively large dimensions and gases moving 
at high velocity. The practical bore of the muffle tubes in most electric furnaces does 
not permit rone pats of this size. The static atmosphere prevailing permits the cones 
being mounted to face outward, if so desired. 



Fig. 174. Method of mounting test cones and appearance after testing. 


6. Heating, a. The heating shall be carried out in a suitable furnace at a 
rate to conform to the following requirements: 



Minutes 

Minutes 

To reach cone No. 20. 

. 45 

Time interval to: 


Time interval to: 


Cone 32. 

. 8 

Cone No. 23. 

. 20 

Cone No. 32H. 

. 9 

Cone No. 26. 

. 6 

Cone No. 33. 

. 9 

Cone No. 27. 

. 4 

Cone No. 34. 

. 6 

Cone No. 28. 

. 4 

Cone No. 35. 

. 10 

Cone No. 29. 

. 10 

Cone No. 36. 

. 10 

Cone No. 30. 

. 4 

Cone No. 37. 

. 4 

Cone No. 31. 

. 12 

Cone No. 38. 

. 6 


Note: At 1830°F (]000°C) the old cone pat may be removed and a new one put 
in without cooling the furnace down below red heat. 

h. That type of furnace in which a neutral or oxidizing atmosphere may be 
maintained is to be preferred. Excessive reducing conditions should be avoided. 
Care should be taken that the flame does not strike directly against the cone or 
cone plaque. The furnace should be tested at intervals for the determination 
of the uniformity of the distribution of the heat. 

6. Pyrometric Cone Equivalent, o. The softening of the cone will be indicated 
by the top bending over and the tips touching the plaque. The bloating, squatting 
or unequal fusion of small constituent particles should always be reported. The 
Pyrometric Cone Equipment shall be reported in terms of Standard Pyrometric 
Cones and shall be that cone which most nearly corresponds in time of softening 
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with the test cone. If the test cone softens later than one Standard Pyrometric 
Cone but earlier than the next Standard Pyrometric Cone and approximately 
midway between, the P.C.E. shall be reported thus: Cone No. 31-32. 

b. If the test cone starts bending at an early cone but is not down until a 
later cone, the fact should be reported. 

Determination of Fusion Points with the Optical Pyrometer, A more 
precise determination of the fusion point can be made with the optical 
pyrometer, which is sighted on the test specimen heated in a furnace under 
black-body conditions. With ordinary care, a precision of ±7°C (about 
12.6°F) should be obtained; and with especial care in calibration, a preci¬ 
sion of ±4°C (about 7.2°F) is possible. 

Most of the fusion points have 
been made on specimens formed into 

a slender tetrahedron similar in ~%olI 

shape to the standard pyrometric - 
cone. This particular form of 
specimen has commonly been used 
because the bending can readily 
be seen without special measuring 
apparatus, but it does have certain 
disadvantages for precise work be¬ 
cause (1) the size of the specimen 
varies, depending on the shrinkage of 

the refractory material; (2) the den- yiq . 175. A g^s-firod fueion-jwint furnace, 
sity of the specimen varies with the 

material so that the bending forces are variable; and (3) the bending 
forces vary with the position of the cone. 

Apparently a much better form of specimen for fusion-point tests would 
be a small bar supported at its ends. On heating, this bar will soften and 
sag in the middle. By sighting on the center of the bar with a reading 
telescope, it is possible to plot the amount of settling against time and thus 
obtain a curve capable of giving a precise value of fusion point as shown 
in Fig. 174. Certain precautions are necessary, however, in this type of 
test: (1) The material should be precalcined in order to shrink it to a stable 
volume, and (2) the distance between the supports should be so arranged 
as to give a definite stress in the specimen based on its density and cross- 
sectional area. 

Furnaces for Determining Fusion Points. Fusion points can be deter¬ 
mined in a cylindrical type of furnace heated by a gas and air burner up 
to temperatures of 1700®C (about 3090®F). Figure 175 shows such a fur¬ 
nace for determining fusion points in comparison with pyrometric cones. 
For higher temperatures, the same type of furnace can be used with oxygen 
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instead of air, in which case temperatures as high as 2000°C (about 3630°F) 
can be reached. The high-frequency induction furnaces shown in Chap. 
X are excellent for melting-point determinations. 

Preparation of Fusiori’-point Specimens. In making up specimens for 
fusion-point determinations, it is essential that representative samples b(' 
taken. For example, if the fusion point of a brick is desired, the brick 
should be brok('n up and a number of random samples taken. These 
fragments are then ground so that they will completely pass a G5-mesh 



Fig. 17b. A riffle sampler. {Courtesy of W. S. Tyler Company.) 

screen. Grinding should be carried out at first in a steel mortar; and if 
the material is very hard, iron specks should be removed with a magnet. 
The final grinding should be done in an agate mortar. In the case of clay, 
the usual sampling methods should be employed in order to ensure repre¬ 
sentative results. In the case of lump clay, such as bauxite, it will be found 
that the hard nodules have a higher melting point than soft material; 
therefore a considerable amount must be crushed and split down to a small 
sample. A riflie sampler such as that shown in Fig. 176 is excellent for 
the purpose. 

The sample is moistened with water and pressed with a spatula into a 
mold. With nonplastic materials, an organic binder is used. It is usually 
desirable to make the cones small, as they will more readily follow the 
temperature of the furnace. A cone 1 in. high with a triangular 
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base, according to the standard of the American Society for Testing Materi¬ 
als, is very satisfactory. A mold for making these cones is shown in Fig. 
177. Considerable manipulative skill is required to make and handle 
cones made from lean or sandy materials. 

The cones should be carefully dried before 
being placed in the melting furnace; and if ^ 
they are fragile, they should be given sufficient 
preliminary heating to frit them together. In 
placing a cone on a boat, it is a good idea to 
cut a shallow recess and cement the base of 
the cone into it, but great care should be 
taken to make this cement out of the identical 
material from which the cone is made, as ^ 

otherwise a reaction may occur that will giv(^ ^ making 

P . . . • 1 1 1 i 1 T conew. 

a lusion point considerably too low. In every 

case, the cone should be placed so that the face will make an angle of 82 
deg with the horizontal, as shown in Figs. 178 and 179. 

Effect of Atmosphere on Fusion Point. The fusion point of pure silica or 
alumina is little, if at all, influenced by the furnace atmosphere; however, 
when any impurity is present, especially iron oxide, the atmosphere does 




Fig. 178. Cones ready for 
plaeing in the kihi. {Courtesy 
of The Standard Pyrometric 
Cone Company,) 



Fig. 179. Cories after firing. 
Cone 6 is just down. {Courtesy 
of The Standard Pyrometric 
Cone Company.) 


have a marked effect on the fusion point. Just why the reduced oxide 
should combine more readily with the other constituents to form a low- 
melting compound is not known. Fieldner, Hall, and Feild^^^ found that 
when the iron oxide in the mixture was reduced to the metallic condition 
below the softening temperature, little lowering of the fusion point resulted. 
Apparently the act of reduction makes the iron oxide more active in com¬ 
bining with the other constituents. 

The influence of the atmosphere on the fusion point of fireclay con¬ 
taining very finely divided iron oxide is shown by the results of Vickers and 
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Theobald/®^^ The effect of the reducing gases is very marked (Fig. 180) 
and shows that the lowering of the fusion point increases almost directly 
with the iron oxide content. 

Test cones in a reducing atmosphere seldom bend over smoothly. 
Often a hard coating forms, allowing the molten center to run out at the 



Fig. 180. Curves showing the fusion temperatures of a clay containing various proportions 
of finely divided ferric oxide in various gases. 

base. Fusion points should be taken only when the test cone bends down 
gradually until the tip touches the base, as in A of Fig. 181. When a 
cone bends only at the base, as in By it is probable that interaction has 
occurred between the cone and the plaque. Some materials even under 
the best conditions will not give good readings but will either bloat, C, or 



slump down, D. Unless for some special purpose, fusion points should 
always be made in an oxidizing or neutral atmosphere. 

3. Fusion Point and Composition. A number of relations have been 
suggested to connect the chemical composition of a clay with its fusion 
point. Perhaps the earliest work on this subject was that of Richter, 
who showed that various fluxes had equal effects if they were taken in 
molecular equivalents; i,e., 40 parts of MgO would have the same influence 
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on a clay as 94 parts of K 2 O. He also stated that if a number of fluxes 
are present, their influence is proportional to the sum of their equivalents. 
We know now that these relations are not strictly true, but this work was 
a great step forward in logical procedure. 

Richter’s law has been applied to fireclay by Ludwig, who found the 
law restricted to certain conditions, such as low concentrations and 
intimate mixtures. 

Schuen^^®^ gives for the fusion point of a clay, in degrees centigrade, 
the following formula: 

360 + AI 2 O 3 - RO 
“ 0.228 

The AI 2 O 3 and RO are given in percentage weight, so calculated that the 
AI2O3 and Si 02 equal 100. He finds that although this formula gives fair 
average results, there are many other important influences, such as grain 
size and state of oxidation. 

H. Salmang^^^^ and Hohler^^^^ have studied the influence of grain size on 
the fusion point. They find that the finer the grain the lower the fusion 
value. 

Many attempts have been made to correlate the atomic structure of a 
crystal with its melting point, for it should be possible to determine this 
value from the bond strengths in the lattice. Although certain correlations 
exist in some of the simple structures like a series of alkali halides, the 
structures are, in general, too complicated to handle directly. However, it 
is possible to formulate a few general rules from the data available. 

In the first place, the only compounds having high fusion points are 
borides, carbides, nitrides, oxides, and sulfides. It is interesting to notice 
that the five elements boron, carbon, nitrogen, oxygen, and sulfur are 
adjacent to one another in the Periodic Table. Although we do not have 
particularly accurate values of fusion point for the high-temperature 
materials, it would seem reasonable to expect that the small number of 
electrons in the outer shell of this series correspond to the higher fusion 
point. There are few data on the melting point of the fluorides, and none 
listed goes above 1400°C (about 2550°F). It should be remembered that 
most of the nitrides, carbides, borides, and sulfides are unstable in an 
oxidizing atmosphere. 

It will also be noticed that all the high-melting-point compounds have 
a valeilce number of 2 or over, and a general tendency indicates that the 
higher the ionic bonding the higher the fusion point. It may also be noted 
that many of the refractory materials have a high hardness, generally over 
6, if we neglect the unstable materials containing the CO 2 or OH groups. 
Then again, the refractory materials generally have a high density, very 
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few being below 3.0. Although very few data are available, there is evi¬ 
dence to indicate that materials having the lowest volume compressibility 
are the most refractory, which would also follow from our conception of 
high bond strength. 

4. Melting Point of Some Refractory Materials. Table 69 shows the 
melting points of pure n^fractory materials in so far as they are at present 
available, taken largi^ly from the following phase diagrams. It should be 
realized that the determination of the fusion points of these very refractory 
materials presents great difficulties and that undoubtedly more refined 
work mil alter many of them in the future. In fact, any value above 
2000°C (about 3630°F) may be open to considerat)le error. 


Table 69, Melting Points of Pure Refractory Materials 

Elements 


Boron. 

Coliimbiiim.. 
Graphite. .,. 
Hafnium.... 

Iridium. 

Molybdenum 

Osmium. 

Platinum.... 
Rhenium.... 
Rhodium.... 
Ruthenium.. 
Tantalum... 
Thorium.... 
Titanium.... 
Tungsten.... 
Vanadium... 
Zirconium.. . 


Formula 

Melting point 



B 

2300 

4170 

Ch 

1950 

3540 

C 

3700 

6690 

Hf 

1700 

3000 

Ir 

2450 

4440 

Mo 

2630 

4770 

Os 

2700 

4890 

Pt 

1775 

3240 

Re 

3000 

5430 

Rh 

1966 

3570 

Ru 

2450 

4440 

Ta 

3000 

5430 

Th 

1845 

3350 

Ti 

1800 

3270 

W 

3410 

6170 

V 

1710 

3110 

Zr 

1800 

3270 


Oxides 


Material 

Mineral or 

common name 

Formula 

Melting point 

°C 

ojp 

Aluminum oxide. 

Alumina 

AhOg 


3720 

Barium oxide. 


BaO 

1923 

3490 

Beryllium oxide. 

BromeUite 

BeO 


4580 

Calcium oxide. 

Lime 

CaO 



Cerium oxide. 

Ceria 

CeOj 


4710 

Chromitun oxide. 


CrjO, 

2436 

4410 
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Table 69. Melting Points of Puhe Refractory Materials {Continued) 

Oxides {Continued) 


Material 

Mineral or 

common name 

j 

Formula 

Melting point 


°F 

Cobalt oxide. 


CoO 

1800 

2370 

Colunibiurn oxide. 


CbjOe 

1520 

2770 

Gallium oxide. 


Ga-iOs 

1740 

3160 

Hafnium oxide. 

Hafnia 

Hf02 

2810 

5090 

Lanthium oxide. 

Lanthia 

La^Os 

2320 

4208 

Lithium oxide. 

Lithia 

LiO-i 

1700 

3090 

Magnesium oxide. 

Pciriclase 

MgO 

2800 

5070 

Manganese oxide. 

Manganosite 

MnO 

1785 

3250 

Nickel oxide. 

Bunsenite 

NiO 

1900 

3610 

Silicon oxide. 

Gristobalite 

Si( >2 

1725 

3130 

Strontium oxidt;. 

Strontia 

SrO 

2430 

4410 

Tantalum oxide. 


Ta206 

1875 

3310 

Thorium oxide. 

Thoria 

ThOi 

3050 

5520 

Tin Oxide. 


Si02 

1825 

3320 

Titanium oxide. 

Titania 

TiOz 

1830 

3330 

Tungsten oxide. 


WOa 

1 1470 

2680 

Uranium oxide.i 


UO 2 

1970 

3580 

Vanadium oxide. 


V 2 OS 

1970 

3580 

Yttrium oxide. 

Yttria 

YUOz 

2410 

4370 

Zinc oxide. 

Zincite 

ZnO 

1975 

3590 

Zirconium oxide. 

Zirconia 

Zr02 

2690 

4870 


Silicates 


Aluminum silicate. 

Mu Hite 

3Al203-2Si02 

1810d 

3290d 

Barium silicate. 

Metasilicate 

BaOSiOj 

1605 

2921 

Barium silicate. I 


BaO'Si02 

1420 

2588 

Barium silicate. 

()rt hosilicate 

2Ba0Si02 

>1755 

>3191 

Barium silicate. 


2Ba()-3Si02 

1450 

2642 

Barium aluminum sili¬ 
cate . 

C^dsian 

BaO-Al2().,-2SiC)2 

>1700 

>3092 

Barium calcium silicale. 


]Ja()-2(3a()-3Si()2 

1320d 

2408 

Barium zirconium sili-; 
cate. 


Ba0-Zr02-Si02 

1573 

2864 

Beryllium silicate. 

Metasilicate 

BeO-SiOs 

>1755 

>3191 

B(iryllium silicate. i 

Orthosilicate 

2BeO-SiC)2 

2000 

3632 

Beryllium aluminum si\~' 
icate. 

Beryl 

1 

SBeOAbOa'OSiOa I 

1410 

2570 

Calcium silicate. 


3Ca0Si02 

1900 

3452 

Calcium silicate. 

Orthosilicate 

2CaOSi02 

2130 

3866 

Calcium silicate. 


3Ca0*2Si02 

1475 

2687 

Calcium silicate. 

Pseudowollostonite 

CaO’SiOz 

1540 

2804 

Calcium aluminum sili¬ 
cate. 

Anorthite 

Ca0*Al208*Si02 

1550 

2822 
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Table 69. Melting Points of Pure Refractory Materials (Continued) 

Silicates (Continued) 


Material 

Mineral or 

Formula 

1 Melting point 

i 

common name 

°C 


Calcium aluminum sili¬ 
cate . 

Cehlt*ni1e 

2Ca() Al203 SiOz 

1590 

2894 

Calcium magnesium sili¬ 
cate . 

Monticellite 

(ViO-MgOSiOo 

1498d 

2728 

Calcium potassium sili¬ 
cate . 


('aO-KjOSiOj 

1620 

2948 

Calcium zirconium sili- 

catci. 


('aO-ZrOz'SiOz 

1582 

2880 

Iron silicate . 

(rnieiK'nte 

FeO-SiOz 

1550 

2822 

Magnesium silicate. . . . 

PoT'sterite 

2Mg0*Si02 

1890 

3434 

Magnesium silicate. 

(dino-enstatite 

MgOSiOj 

1557d 

2835d 

Magnesium zirconium 
silicate. 


Mg()ZK)2Si0j 

1793 

3260 

Manganese silicate. 

Tej)hroite 

2Mn0-Si02 

1320d 

2408d 

Potassium aluminum sil¬ 
icate . 

Kaliophilite 

KjO-Al2()3-2SiOs 

1790 

3254 

Potassium aluminum sil¬ 
icate . 

L(‘ucite 

K2()-Al202-4Si02 

1810 

3290 

Silica. 

('ristohalite 

SiOz 

1710 

3110 

Sodium zirconium sili ¬ 
cate . 


NaaOZrOjSiOj 

1708 

3107 

Sodium aluminum sili¬ 
cates . 

Nephalite 

Na2()-Al203-2Si02 

1526 

2779 

Strontium silicate.i 


2SrO-Si<)2 

>1700 

>3092 

Strontium silicate*. | 


SrO-SiOj 

1580 

2876 

Strontium aluminum sil-j 
icate. 


SrOAW),-28102 

>1700 

>3092 

Zinc silicate. 

Willemite 

2Zn0Si02 

1509 

2748 

Zinc zirconium silicate. . 


Zn0ZrO2Si02 

2078 

3773 

Zirconium silicate. 

Zircon 

ZrOj-SiOs 

2500 

4532 


A lu mi nates (Other 

Than Spinels) 



Calcium aluminate. 


SCaO-SAljO, 

1455 

2651 

Calcium aluminate. 


SCaO-SAljO, 

1720 

3128 

Calcium aluminate. 


3CaOAl20, 

1535d 

2795 

Calcium ferric aluminate 


4CaO-Fe2O,Al20, 

1415 

2579 

Calcium sodium alumi¬ 
nate . 


3Ca0-2Na20-6Al20, 

>1630 

>2966 

Calcium sodium alumi¬ 
nate . 


8Ca0-Na,0-3Al20, 

1508d 

2746d 

Lithium aluminate. 


LizO'AljOf 

>1625 

>2957 

Sodium aluminate. 


NazO-AhOa 

1650 

3002 

Titanium aluminate.... 


TiOi'AlzOa 

1860 

3380 
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Table 69. Melting Points of I^ure Refractory Materials (Continued) 

Nitrides 


Material 

Mineral or 

common name 

1 

1 

j Formula 

i 

Meriting point 

°C 

op 

Aluminum nitride. 


AIN 

2200 d 

3990d 

Barium nitride. 


Ba^Na 

2200 

3990 

Beryllium nitride. 


Bc^sNz 

2200 

3990 

Boron nitride. 


BN 

2730 

4950 

C'hromium nitride. 


CVN 

1770d 

3220d 

Columbium nitride. 


CbN 

2050d 

3720d 

Hafnium nitrid(‘.. 


HfN 

3300 

5970 

Magnesium nitride. 


Mg3N2 

1500d 

2730d 

Silicon nitride. 


SiaN 

2170 

3940 

Scandium nitride. 


ScN 

2650 

4800 

Tantalum nitride. 


TaN 

3360 

6080 

Thorium nitride. 


Th3N4 

2100 

3810 

Titanium nitride. 


TiN 

2000 

5250 

Vanadium nitride. 


VN 

2050 

3720 

Zirconium nitrid(j. 


ZrN 

2950 

5340 


Titaimt(‘.s 


BcTyllium titanate. 


SBeOTiOj 

1 

1810 

3290 

Beryllium titanate. 


BeOTiOj 

1720 

3128 

Calcium titanate. 


C^aO-TiOs 

1980 

3596 

Calcium titanate. 


2 Ca0-Ti02 

1800 

3272 

Calcium titanate. 


3Ca0Ti02 

1840 

3344 

Magnesium titanate.... 


2 Mgl)Ti02 

1830 

3326 

Magnesium titanate.... 


Mg0-2Ti02 

1670 

3038 

Manganese titanate. . . .j 

Pyrophanitxi 

1 _ ______ 

MnO-TiOs 

1404 

2559 


Borides 


Boron nitride. 


NB 

3000 

6432 

Hafnium boride. 


HfB 

3065 

5549 

Iron boride. 


FesBs 

1340 

2444 

Iron boride. 


Fe5B2 

1351 

2464 

Tungsten boride. 


WBe 

2920 

5288 

Zirconium borid(‘. 

1 

ZrBs 

2990 

5414 


Carbides 


Beryllium carbide. 


BeiC 

2100 d 

3810 

Boron carbide. 


BiC 

2350 

4230 

Calcium carbide. 


CaC3, 

2300 

4170 

Chromium carbide. 


Cr,C, 

1890 

3430 

Columbium carbide.... 


CbC 

3500 

6330 

Hafnium carbide. 


HfC 

4160 

7530 

Iron carbide. 


Fe,C 

1840 

3340 
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Table 69. Melting Points of Pure Refractory Materials {Cmtinued) 

Carbides (Continued) 


Material 

Mineral or 

common name 

1 

Formula 

Melting point 

°C 

Ojp 

Molybdenum carbide. .. 


MojC 

2380 

4320 

Silicon carbide. 


SiO 

2700 

4890 

Tantalum carbide. 


TaC 

3880 

7020 

Thorium c'arbide. 


ThCs 

2770 

5020 

Titanium carbide. 


TiC 

3140 

5670 

Tungsten carludti. 


WC 

2780 

5036 

Uranium carbide. 


UC 

2400 

4350 

Vanadium carbide. 


VC 

2830 

5130 

Zirconium carbide. 


ZrC 

3530 

6380 


Zirconates 


Barium zirconate. 


BaOZrOs 

2620 

4748 

Calcium zirconate. 


CaOZrOz 

2350 

4202 

Magnesium zirconate... 


MgO'Zr02 

2150 

3902 

Strontium zirconate. . . 


Sr()-Zr02 

>2800 

>5072 

Thorium zirconate. 


Th02*Zr02 

2800 

5072 


Phosphates 


Aluminum phosphate... 


AIPO 4 

>1500 

>2732 

Calcium phosphate. 


CasCPO.), 

1670 

3038 

Calcium phosphate. 

i 

CaiPsO, 

1630 

2966 

Calcium })hosphate. 


CaioPnOia 

1540 

2804 

Calcium phosphate- 
fluoride . 

Fluorapatite 

CaF2 ’3( ^aP20g 

1630 

2966 

Calcium silicon phos¬ 
phate . 


5Ca0Si02P205 

1760 

3200 


Spinels 


Barium aluminate. 


BaO'AbOs 

2000 

3632 

Beryllium aluminate. . . j 

C'hrysoberyl 

BeOAbOg 

1870 

3398 

Calcium aluminate. 


CaOAbOa 

1600 

2912 

Cobalt aluminate. 


CoOAbOa 

1960 

3560 

Ferrous aluminate. 

Hercynite 

FeOAUO, 

1600 

2912 

Ferrous chromite. 

(vhromite 

FeOCraOa 

>1770 

3218 

Ferrous ferrite. 

Magnetite 

Fe0*F208 

1538d 

2800 

Magnesium aluminate.. 

Spinel 

MgO-AbOa 

'2135 

3875 

Magnesium chromite... 


MgOCraOa 

>1780 

3236 

Magnesium ferrite. 

Magnesioferrite 

MgO*Fe208 

>1780 

3236 

Nickel aluminate. 


NiO-AbOa 

2020 

3668 

Strontium aluminate. .. 


SrOAbOa 

2020 

3668 

Zinc aluminate. 

Gahnite 

ZnOAbOa 

1950 

3542 

Zinc ferrite. 


ZnO'FeaOa 

1690 

2894 































THE FUSION POINT OF REFRACTORY MATERIALS 


361 


In Table 70, the fusion points of a number of refractory bricks are given. 
These values were obtained with an optical pyrometer in a tube furnace 
under reducing conditions and, in many cases, will be slightly lower in 
value than a (corresponding determination made in an oxidizing atmosphere. 

Table 70. Fusion Points of Bricks Manufactured from Native Clays 


Material 

Fusion point 

‘’C 

OF 

Alumina, Fused. 

1750 to 2050 

3182 to 3722 

Bauxite. 

1732 to 1850 

3150 to 3362 

Carborundum (recrystallized). .. 
Carbon. 

2200 (deeom.) 

very high 
1950 to 2200 

3992 

Chrome. 

3542 to 3992 

Clay, native in: 

Arkansas. 

1615 to 1625 

2939 to 2954 

British Columbia. 

1615 to 1645 

2939 to 2993 

California. 

1657 to 1688 

3015 to 3070 

Colorado. 

1585 to 1796 

2885 to 3265 

England. 

1620 to 1657 ! 

2948 to 3015 

Georgia. 

1085 to 1700 

3065 to 3092 

Idaho. 

1060 to 1700 

3038 to 3092 

Kentucky. 

1627 to 1718 

2961 to 3124 

Maryland. 

1595 to 1640 

2903 to 2984 

Missouri. 

1610 to 1750 

2930 to 3182 

Montana. 

1580 

2876 

New Jersey. 

1582 to 1677 

2880 to 3051 

New York. 

1685 

3065 

Ohio. 

1610 to 1782 i 

2930 to 3240 

Pennsylvania. 

1630 to 1757 

2966 to 3195 

Texas... 

1615 

2939 

Washington. 

1605 to 1638 

2921 to 2980 

Clays high in alumina. 

1802 to 1880 

3276 to 3416 

Graphite-clay. 

1605 to 1675 

2921 to 3047 

Kaolins (southern). 

1645 to 1785 

2993 to 3246 

Magnesite. 

2200 

3992 

Mullite.. 

1780 to 1800 

3236 to 3272 

Silica. 

1700 

3090 

Spinel. 

1693 to 2100 

3079 to 3812 

Zircon and Zirconia. 

2200 to 2700 

3992 to 4892 



6. Value of Fusion Points. The value of a fusion point in determining 
the possibility of a material for specific purposes has oft(cn been over¬ 
estimated. What the fusion point does show is whether or not a material 
is unsuitable above a certain temperature. For example, if it should be 
desired to make a firebrick to be used with furnace temperatures of 1600®C 
(about 2910°F) and various samples of clays were selected, the fusion-point 
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test would eliminate at once all those with a fusion point equal to or below 
that temperature. However, a clay softening at 1850°C (about 3360^F) 
would not necessarily be better for this brick than another clay softening 
at 175()°C (about 3180°F). 

The fusion point of a material is by no means a criterion of its ability 
to carry a load at high temperatures, which in actual use is of considerable 
importance in determining the maximum temperature at which it can be 
successfully used. For example, commercial magnesite has a fusion point 
of over 2000°C (about 3630°F); yet it will not carry a load at temperatures 
over 1400*^0 (about 2550°F) to 1500°C (about 2730^F). On the other 
hand, a mullite brick that has a fusion point of 1780°C (about 3230°F) 
will show no deformation at temperatures of 1727°C (about 3140°F). 

6. Equilibrium Diagrams. The equilibrium diagrams in the refractory 
systems are particularly useful in studying p)roblems in the manufacture 
and use of refractories. A thorough understanding of the equilibrium 
conditions will allow one to interpret the rcvsults of practic^al tests more 
accurately, although it should be remembered that ceramic reactions 
s(4dom reach complete equilibrium. In this chapter are included nearly 
all of the equilibrium diagrams that are now available dealing with the 
refractory systems. 

Phdiie Rule, The construction and interpretation of the equilibrium 
diagram depend largely on the phase rule, which states 

P + F = C + 2 

where P = the number of phases 

C = the number of components 
V — the number of degrees of freedom 

The following definitions applying to the equilibrium system are 
commonly used: 

1. Sydein: Any })ortion of the mat(Tial universe that we choose to separate in 
thought from the rest of the universe for the purpose of considering and discussing 
the various changes that may occur within it under various conditions is called a 
“system.'^ 

2. Phase: The physically homogeneous but mechanically separable portions of the 
system are called its “phases.” 

3. Components: The number of components of a system at equilibrium is defined 
as the smallest number of independently variable constituents by means of which the 
composition of each phase can be quantitatively expressed. 

4. Varianx^e of a System {Degree of Freedom): In the application of the phase rule 
to the type of systems under consideration, the independently variable conditions 
usually taken into consideration are ttjmperature, pressure, and concentration. The 
number of these variables, which must be arbitrarily fixed to define the system com¬ 
pletely, is called the “variance” or “degree of freedom” of that system. 

5. Equilibrium: An equilibrium exists in any system under a fixed set of conditions 
when the parts of the system do not undergo any change of properties with the passage 



THE FUSION POINT OF REFRACTORY MATERIALS 


363 


of time and provided the parts of the system have the same properties when the same 
conditions are again arrived at by a different procedure. 

6. Melting Point: The temperature of transition of solid to liquid state at atmos¬ 
pheric pressure in which the liquid phase is of the same composition as the solid phase 
is known as the ^‘congruent melting point” of the solid phase. This is in contradis¬ 
tinction to the transition of one solid phase into a second solid phase with the lilxjration 
of liquid of a different composition; the latter is called an ‘^incongruent melting point.” 

7. Transition Point: When the pressure is the atmospheric pressure, the temperature 
at which two solid phases can coc'xist and at which the relative stability of the two 
forms undergcKJS change is known as the ‘Transition point.” 

3000 

2500 
d 

2000 

C 

3 

gl500 

t 

i tooo 

500 
0 

CaO 0 10 A 20 30 B 40 50 60 70 ^SO 90 100 MeO 

Fig. 182. Equilibrium diagram for lime and magnesia. (Weight per cent.) 

Methods of Obtaining High-temperature Equilibrium Diagrams, 
Although the method of using cooling curves has been of great aid to the 
metallurgist, it has not been successful for high-temperature refractory 
materials because of the great undercooling encountered and the small 
heat evolved or absorbed compared with radiation exchange. Heating 
curves are somewhat more reliable but not generally useful for studies of 
refractories. 

The method most used consists in heating the mixture at a given tem¬ 
perature until equilibrium is established and quenching suddenly to fix the 
structure developed. A microscopic examination will then show the 
crystalline phases present, if any. 

Interpretation of the Equilibrium Diagram, For a full discussion of the 
interpretation of the equilibrium diagrams, reference should be made to 
Hall and Insley,^®^^ from whom the diagrams reproduced here have been 
taken. However, a very brief outline is given here to indicate the features 
of the simpler types of diagrams. 

Let us first consider a phase diagram composed of two materials com¬ 
pletely soluble in each other and forming no compound. As an example, 
we may take lime and magnesia, shown in the diagram in Fig. 182. It will 
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be noted that the solution of either material in the other lowers the freezing 
point and that at a composition of 33 per cent MgO, the lowest freezing 
point is reached. When a composition represented by A is considered, the 
melt is completely liquid above point 1; but at this point, CaO begins to 
crystallize out. At point 2, no liquid is left and the solid consists of mixed 

crystals of MgO and CaO. The same 
thing occurs at composition C, except 
that MgO first crystallizes out. At the 
composition i?, CaO and MgO crystal¬ 
lize out simultaneously and there is no 
mixture of liquid and crystals as there 
are for all other compositions. This 
point is called the “eutectic point.’^ 
Another example may be considered 
where two substances are completely 
soluble in each other but form a 
single compound, such as magnesia and 
alumina. The simplified equilibrium 
diagram for these materials is shown 
in Fig. 183. The compound spinel is 
Fig. 183. Equilibrium diagram for formed of a Composition containing 
SS rawif 72 per cent MgO and 28 per cent AW,. 

The diagram may be divided into two 
portions, each one of which is similar to the preceding diagram. 

It is possible to determine the relative amount of liquid and solid at any 
point of the diagram by the so-called “lever principle.” Figure 182 gives 
the ratio of solid material at point 3 to liquid by 

Distance 63 
Distance a3 

measuring along the horizontal line ab. 

Equilibrium Diagrams for High-temperature Systems. In Table 71 are 
listed nearly all the diagrams of interest in the refractories field, together 
with the figure numbers of the corresponding diagrams that follow. These 
diagrams were taken from Hall and Insley, published in the Journal of the 
American Ceramic Society 



Table 71. Index to Phase Diagrams 


Binary aluminates 
BaO-AljO, (Fig. 207) 
BeO-AlaOa (Fig. 215) 
CaO-AljOa (Figs. 184, 206) 
CeO'AlaOa (Figs. 199, 201) 


CoO AhOs (Fig. 207) 

CraOj AbOj (Figs. 195, 200) 
CujO-AlA (Fig. 199) 
Fe804*Al208 (Fig. 200) 
GasOa AlaOa (Fig. 200) 
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Table 71. Index to Phase Diagbams (Continited) 


Binary aluminates {Continued) 
La^Os-Al^Os (Fig. 200) 
MgO-AlaOa (Figs. 196, 207, 213) 
MnO^-AlzOs (Fig. 200) 

NiO AhO, (Fig. 207) 

SiOj-AlzOa (Figs. 187, 199) 

Sr0 Al208 (Fig. 207) 

ThOs-AlaOa {Fig. 199) 

TiOa AUOa (Figs. 197, 199) 
ZnO-AhOs (Fig. 198) 

Zr 02 -Al 203 (Figs. 199, 220) 
Binary Chromites 

Al 20 s-Cr 203 (Figs. 195, 200) 
CkO-CraOa (Fig. 206) 

Ce02-Cr208 (Fig. 201) 
Zr02-Cr208 (Fig. 220) 

Binary Silicates 

AlaOs-SiOa (Fig. 187, 199) 
BaO-SiOa (Fig. 188) 

Ca()*Si02 (Fig. 189, 204) 
MgO-SiOa (Figs. 190, 213) 
SrO-Si02 (Fig. 191) 

TiOs'SiOa (Fig. 192) 

ZnO-Si02 (Fig. 193) 

ZrOa SiOa (Fig. 194) 

Binary Thorates 
BeO-Tli02 (Fig. 216) 

CaO Th02 (Fig. 204) 

MgO ThOj (Fig. 225) 

Zr02-Th02 (Fig. 217) 

Binary Titanates 
CaO Ti02 (Fig. 204) 

MgO Ti02 (Fig. 210) 

ZrOj TiOg (Fig. 220) 

Binary Zirconates 
AhOa-ZrOa (Fig. 220) 

BaO-Zr02 (Fig. 218) 

BeO-ZrOa (Fig. 216) 

CaO ZrOs (Figs. 203, 218) 
CeOs-ZrO* (Fig. 227) 

CoO*Zr02 (Fig. 219) 

CraOs-ZrOa (Fig. 220) 

FesOs-ZrOa (Fig. 220) 
LaiOa-ZrOa (Fig. 220) 

MgO-ZrOa (Figs. 213, 218) 
MnaOi-ZrOa (Fig. 220) 

NiO-ZrOj (Fig. 219) 

SrO ZrO, (Fig. 218) 

ThOj ZrOs (Fig. 217) 


TiOa-ZrOz (Fig. 220) 

ZnO*Zr02 (Fig. 219) 

Binary Beryllia Systems 
AhOs BeO (Fig. 215) 

CaO BeO (Fig. 214) 

CeOa BeO (Fig. 216) 

CoO*BeO (Fig. 214) 

CraOa-BeO (Fig. 215) 

Cu20 BeO (Fig. 214) 

Fe804 Be0 (Fig. 215) 

LajOa-BeO (Fig. 215) 

MgO BiiO (Fig. 214) 

Mn04-BeO (Fig. 215) 

NiO BeO (Fig. 214) 

ThOa BeO (Fig. 216) 

TiOi-BeO (Fig. 216) 

ZrO^ BeO (Fig. 216) 

Binary Cahuum Oxide Systems 
AhOs CaO (Figs. 184, 206) 
Ce02*(.^aO (Fig. 204) 

CoO-CaO (Fig. 205) 

CrjOs-CaO (Fig. 206) 

Cu20'CaO (Fig. 205) 

FejOs-CaO (Fig. 206) 

MgO-CaO (Figs. 202, 205, 208) 
MnOa-C^aO (Fig. 206) 

NiO CaO (Fig. 205) 

Si02*CaO {Fig. 189, 204) 

ThOa CaO (Fig. 204) 

Ti02 CaO (Fig. 204) 

Zr02 CaO (Figs. 203, 204) 

Ceria Systems 
Al203-Ce02 (Fig. 201) 

BeO-Ce02 (Fig. 216) 

CriOa-CeOa (Fig. 201) 
Fe804-Ce02 (Fig. 201) 
MgO'CeOi (Fig. 213) 
Mn.,04*Ce02 (Fig. 201) 
Zr02*Ce02 (Fig. 227) 

Binary Magnesia Systems 
AhOg-MgO (Figs. 196, 207, 213) 
BaO MgO (Fig. 212) 

BeO MgO (Fig. 212) 

CaO-MgO (Figs. 202, 205) 

CeOz MgO (Fig. 213) 

CoO MgO (Fig. 208) 

CuzO-MgO (Fig. 212) 
Fe,04-MgO (Fig. 213) 
Mn304-Mg0 (Fig. 213) 
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Table 71. Index to Phase Diagrams (Continued) 


Binary Magnesia Systems (Continued) 
NiO-MgO (Fig. 209) 

SiOa-MgO (Fig. 213) 

SrO-MgO (Fig. 212) 

ThOa-MgO (Fig. 225) 

Ti02-MgO (Fig. 210) 

ZrOi-MgO (Figs. 211, 213, 218) 
Ternary Aluminat(js 

BeO MgO-AUOa (Fig. 231) 

Be0 Th02 Al208 (Fig. 230) 
BeO-ZrOa-AloOa (Fig. 229) 
CaO'MgO-AIaOs (Fig. 232) 
CaO-SiOa-AljOa (Fig. 224) 
Mg0-Cr203-Al203 (Fig. 233) 


MgO*Si02-Al208 (Fig. 223) 
Zn0-Si02*Al20s (Fig. 222) 
Ternary Silicates 

Ca0*Al203*Si02 (Fig. 224) 
CaO-MgO-Si02 (Fig. 221) 
MgO AIaOs-SiOa (Fig. 223) 
ZnO AlaOs-SiOs (Fig. 222) 
Ternary Zirconates 

Be0*Al208'Zr02 (Fig. 229) 
BeO-CaO-ZrOz (Fig. 228) 
Be0-Ce02 Zr02 (Fig. 227) 
Ca0-Th02 Zr02 (Fig. 226) 
MgO Th02-Zr02 (Fig. 225) 
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Fig. 186. Stability relations of the silica minerals. {Modified from J. S. McDowell^ Trans, 
Am. Inst. Mining Met. Engrs.^ 57 , 7, 1917.) 
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Fig. 186. Vapor pressure (stability) relations of the silica minerals. (C. N. Fenner, Am. J. 
Sci., 4th Ser., 36 , 338, 1913; silica glass-fi-cristobalite inversion point from J. W. Grcig, ibid., 
5th Ser., 13 , 1-44, 1927.) 



Fig. 187. System a-AlsOt-^SiOt. (N. L. Bowen and J, W. Greig, J. Am. Ceram. Soc., 7, 4, 
242, 1924.) 
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Fig. 188. System BaO—Si02. (P. Eskola, Am. J. Sd., Bth Ser., 4, 345, 122; modified hy 

J. W. Greig, Am. J. Sci., 5th Ser., 13, 27. 1927.) 



3CcfO*2Si02 

Fig. 189. System Ca 0 -Si 02 (G. A. Rankin and F. E. WrigH, Am, J, Sci., 4th Ser., 39, 5, 
1915; modified hy J, W. Greig, ibid,, 5th Ser., 13, 1-44, 1927.) 
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Fig. 190. System MgO-SiOi. (N. L. Bowen and Olaf Anderson, Am. J. Sci., 4:th Ser., 37, 
488, 1914; modified by J. W, Greig, ibid., 5th Ser., 13, pp. 15, 133-54, 1927.) 
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Fig. 191. System SrO-SiOa. (P. Eskola, Am. J. Sd., 5th Ser., 4, 336, 1922; modified by 
J. W. (rreig, ibid., 5th Ser., 13, 19, 1927; see also F. C. Kracek, J. Am. Chem. Soc., 52 (4) 1440, 



Fig. 192. System SiOr-TiOj. {E. N. Bunting, Bur. Standards J. Research, 11, 723, 1933; 
R. P, 619.) 
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Fig. 193. System ZnO-SiO>. (E. N. Bunting, Bur. Standards J. Research, 4, 134, 1030; 
R. P. 136; sec also E. N, Bunting, J. Am. Ceram. Soc., 13 (1) 8, 1930.) 



Fio. 194. System SiOj-ZrOi. (R. F. Geller and P. J. Yavorsky, J. Research Nat. Bur. 
Standards, S8 (1) 109, 1946; R. P. 1662.) 
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Fig. 197. System a-AlaOs-TiOz. (E. N. HutdinUy Hur. Standards J. Hesrarch, 11, 725, 1933; 
solid dots hy H. v. Warlcnherg ami H. J. Reusrh, Z. anorg. u. allgem. (lum., 207, 10, 1932.) 



Fig. 198. Liquidus curve and .system ZnO”-Al*Oa. {E. N. Bunting, Bur. Standards J, 
Research, 8 (2) 280, 1932; R. P. 413.) 
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Cu20,Ce02,Si02, Mol. Vo AI 203 

Th02Ji02,Zr02 

Fia. 199. Liquidus curves of systems Cu*0-AlaO», AlaOa-CeOa, Al»Oa-SiOj, AUOs-ThOa, 
AljOi-TiOa, and AltOi-ZrOi. {H, von Wartenberg and H, J, Reusch, Z. anorg. w. allgem, Chem., 
207, 18, 1932.) 



THE FUSION POINT OF REFRACTORY MATERIALS 


375 



Cf'203,Ga203,La203, AI 2 O 3 

F€504, orMn304 

Fig. 200. Liquidus curves of systems AUOj-CrjOa, Al20»-Ga208, AljOi—LasOs, 

and AlaOs-MnaOa. {H, von Wartenherg and H. J. Reusch, Z. anorg. u. allgem. Chem., 207, 

19, 1932.) 



Fig. 201. Liquidus curves of systems CeOr-AW., CeO.~Cr.Oj 

(H. vm WaHenberg and K. Eckhardt, Part VIII, Z. anorg. u. all0em. Chem., 232, 184, 1937.) 
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Fig. 202. System CaO-MgO. {G. A. Rankin and H. E. Merwin, J. Am. Chem. Soc., 38, 
571. 1916.) 



Fio. 203. System C’aO-ZrOs. (0. Ruff, F. Ebert, and E, Stephan, Z. anorg. u. allgem. Chem., 
180, 219, 1929.) 
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Fiq. 204, Liquidus curves of systems C/aO-C^eOj, CaO-Si02, CaO—ThOz, ('aO-TiO*, and 
CaO-ZrOj. {H, v. Wartenherg, Z. anorg. u. allgem. Chem., 230, 267, 1937.) 
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MgO.or NiO 

Fia. 205. Liquidus curves of systems CuaO-CaO, CaO-CoO, CaO-MgO, and CaO-NiO. 
{H. V, WartenherQf H, J. Reusch, and E, Saran, Pari F//, Z. arwrg. u, allgem. Chem., 280, 
266, 1937.) 




THE FUSION POINT OF REFRACTORY MATERIALS 


379 



f'lG. 206. Liciuidus curves of systems CaO— AI 2 O 3 , CaO-CrsOs, CaO-FeaOs, and CaO- 
Mn804. H, V. Wartenherg^ H. J, Reusch, and E. Saran, Part VII, Z. anorg. u. allgem. Chem., 
230, 266, 1937.) 
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Fia. 208. System CoO-MgO. (//. v. Warienberg and E. Projihct, Z. anorg. u. allgcm, Chem.y 
208, 379, 1932.) 



Fig. 209. System MgO—NiO. (AT. v, Warienherg and E. Prophety Z, anorg, u. allgem. Chem.y 
208, 379, 1932.) 
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Fig. 210. System MgO-TiOa. (i/. v. Wartenbery and E. Prophet, Z. anorg. u. allgem. Chem., 
208, 373, 1932.) 
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Fig. 212. Liquidus curves of systems C’ujO—MgO, HaO-MgO, BeO—MgO, and MgO-SrO. 
Note: The MgO-BeO curve has been corrected as shown in Fig. 214. (//. von Wartcnberg 

and E. Prophet^ Part F, Z. anorg. u. allgem. Chem., 208, 378, 1932.) 
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Fig. 213. Liquidus curves of systems MgO-AlaOa, MgO-Fe*04, MgO- Mn804, MgO--Ce02, 
MgO—SiOz, and MgO-ZrOi. {H, von Wartenherg and E. Prophet^ Z. anorg. u. allgem. Chem., 
208, 379, 1932; the Ce02, curve from Wartenlterg and K. Eckhardt, Part VIII, ibid., 232, 184, 
1937.) 






Mol.% 


BeO 


AI2O3, Cr203, La203, 

Fej04orMn^4 

Fig. 215. Li(juidus curves of systems BeO-AUOa, BeO-Cr203, BeO-LasOa, Be0“Fe*04, and 
BeO-MniOi. {M. Dukeiski, Z. anorg. Ckem., 60 , 47, 1906.) 
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Fig. 216. Liquidus curves of systems HeO-CeOz, BeO -TliOz, Be0-Ti02, and BeO-ZrOs. 
(Af. Dukelaki, Z. anorg. Chem., 50, 47, 1906.) 



Fio. 217. System ThOr-ZrOj; probable diagram. (0. Ruff, F, Ebert, and H. Woitirvek, 
Z. anorg, u. allgem, Chem,, 180 , 256, 1929.) 
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Fig. 218. Melting curves of BaO-ZrOs, CaO-ZrOs, Mg0-Zr02, and SrO-ZrOa. {H. von 
Wartenherg and W. Gurr, Z. anorg. u. allgem. (^hem., 196 , 381, 1931.) 



Fio, 219. Liquidus curves of systems CoO-ZrOa, NiO-ZrO*, and ZnO-ZrO*. (H. von 
Wartenherg cmd W, Gurr, Z. anorg, u, aUgem, Chem., 196 , 381, 1931.) 
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Fig. 220. Liciuidus curves of systems AlaOs—ZrOi, CrzOs— ZrOa, Fe20a—ZrOx, LaaOs—ZrOa, 
MnsOa-ZrOz, and TiOz-ZrOz. (H, von Wartenberg and W. Gurr, Z. anorg. u. allgem. Chcm., 
196, 381, 1931; the LaaOa carve from Wartenberg and K. Eckhardt, Part VI11, ibid., 232, 180, 
1937.) 
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Fiu. 225. Melting isotherms of system Mg0-Th02-Zr02; A ~ moiioclinic ZrOa, B — cubic 
mix crv'Stal, C = two cubic mix cr.\'stals. {Otto Ruff, F. Ehert, and W. LoerpabeL, Z. anorg. u, 
allgem. Chem., 207, 309, 1932.) 



Fiq. 226. Melting isotherms of system CaO—ThOr-ZrO?; A == monoclinic ZrOa, -5 = cubic 
mix crystal, C = cubic mix crystal + C^aZrOs, D = two cubic mix cl•.^^stals (miscibility gap). 
{Otto Ruff, F. Ebert, and W. Loerpabel, Z. anorg. u. allgem, Chem., 207, 309, 1932.) 
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BeO 



Fig. 227. Melting isotherms of system BeO-C'eOr-ZrOz; A = monoclinic ZrOs, B — cubic 
mix crystal. {pUo Ruff, F. Ebert and W. Loerpahel, Z, anorg. u. allgem. Chem., 207, 310, 1932.) 


BeO 



Fig. 228. Melting isotherms of system BeO-CaO-ZrOa; A = monoclinic ZrOa, B =* cubic 
mix crystal, C — cubic mix crystal -f- CaZrO*. {Otto Ruff, F. Ebert, and W. Loerpahel, Z. 
anorg. u. aUgem. Chem., 207, 310, 1932.) 
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Fig. 230. System BeO-AliOf-ThO>. {Geller, et al., see p, 298 of reference of Fig, 231.) 
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Fig. 231. System BoO-MgO-AhOi. {R. F. Gellcr, P. J. Yavorsky, B. L. Stcierman, and 
A S, Creamer, J. Research Nat, Bur, Standards, 36 , (3) 289, 1940; R. P. 1703.) 
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Fig. 233. Melting isotherms of system MgO-AlaOa-C'rxOs. (IF. T. Wilde and W. J. Rees^ 
Trans. Bril. Ceram. Soc., 42 , 127, 1943.) 
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CHAPTER XIV 

LOAD-BEARING CAPACITY OF REFRACTORIES 

1, Mechanism of Load Failure. Flow Characteristics of Glass. The 
flow properties of a heated glass fiber are shown in Fig. 234, in which the 
elongation is plotted against time for a single load. It will be noted that 
the flow starts in rapidly but soon decreases until it reaches a constant 
rate. If the straight portion of the curve is projected back to the zero 
time axis, the value aSi is obtained, which represents the elastic strain. If, 
at time <i, the load is removed, the glass will contract rapidly at first and 



Time in Hours 

Fig. 234. Flow of heated glaws. 


then more slowly until it reaches a fixed length. The amount of contrac¬ 
tion is equal to Si, or the original elastic effect. The heated glass is a 
truly viscous material; for if the steady rate of flow is plotted against 
stress as shown in A of Fig. 235, a straight line passing through the 
origin results. 

I'he mechanism of flow in glass can perhaps be made clearer by consider¬ 
ing a mechanical model, the motion of which reproduces the glass flow with 
considerable exactness. This model, shown in Fig. 236, consists of the 
spring A, which represents the elastic effect in the glass but is restrained 
from reaching instant equilibrium by the dashpots B, representing the 
restraining force or internal friction of the glass. The steady flow of the 
glass is represented by the motion of the dashpot C ; the weight W provides 
the extension force. 

Flow of Crystals. The flow of single crystals of nonmetals at elevated 
temperatures has not been studied with any great care. It is believed that 
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Fig. 236. Flow characteristics of a vis¬ 
cous material (^) and an elasti co-plastic 
material (B). 


the single crystal has a definite yield point but deforms plastically below the 
melting temperature. Research on single crystals is complicated by the 
fact that some distortion occurs, probably along the slip planes, until there 
is no longer a single crystal and we must consider the system as many simi¬ 
larly oriented small crystals. A still 
greater departure from a single crystal 
is a system of small crystals with ran¬ 
dom orientation, which gives, in effect, 
the conditions of an isotropic medium. 
Here again, we have little information 
on the flow properties. 

Flow of a Mixture of Crystals and 
Glass, This mixture, which is a normal 
characteristic of most refractory mate¬ 
rials, has been studied to a considerable 
extent. Such mixtures are elastico- 
plastic materials, similar in flow char¬ 
acteristics to plastic metals; i,e., if the steady rate of flow is plotted 
against stress, a line results that does not pass through the origin but indi¬ 
cates a certain minimum stress necessary to initiate 
flow, as shown in curve B of Fig. 235, a charac¬ 
teristic typical of all plastic materials. The time- 
elongation curve, however, is very similar to that 
for a glass, as indicated in Fig. 237 for a porcelain. 

This shows the initial portion of rapid flow and 
later the gradual conformity to a uniform rate. 

It is characteristic of almost all refractory mate¬ 
rials that the rate of flow soon after the load is 
applied is much greater than after a uniform 
condition has been reached. Also it should be 
remembered that in plastic flow, the rate of flow is 
roughly proportional to the fourth power of the 
stress and not the first power as in viscous flow. 

In Fig. 238 is shown a more or less idealized 
type of flow diagram for a refractory material at 
various temperatures. 

The flow relations in an elasticoviscous material 
may be clarified by a mathematical discussion. 

Let St = the total flow of the specimen 
Se = the elastic portion of the flow 
Si == the total elastic flow under the external force F 





Fig. 236. Model simu¬ 
lating the flow in glass. 
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Now the force acting at any instant to cause elastic flow is 

F, = FiS, ~ ,S,) 

That is, at the start of flow, Fi ~ Fj whereas at tlie condit ion of equilibrium 
flow Fi = 0. 

The retarding force restraining the elastic flow is given by 



Hours 

2‘M. Plastic flow of heated porcelain. 



Fig. 238. The flow field of a porcelain. 
A = field of plastic flow 
B == field of elastic flow 
C = field of instant breaking 
D = field of viscous flow 
E = field of turbulent flow 
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But any time 


Fi = F2 


or 


Solving for Se we obtain 

= A(1 - 


The viscous flow is 


aS„ = hit 


Then 


+ .S, 

.S, = k,i + >Si(l - 6^'/*) 

This expression represents the flow relation of Fig. 234 and the motion 
of the model of Fig. 236. After a period of time, the second term becomes 
zero and the flow is steady. 

In the case of elastico-plastic flow, we can set up the expression for the 
elastic flow as 


F{Si - Se) - k^{dSe/dt)- 
and for the plastic flow as 

Sp = kzt 

where Sp = the plastic flow 

n = (approximately) 

The solution of these equations gives an expression for the total flow of 

Reference should be made to the excellent series of papers on the flow 
of refractories by Clews and his coworkers/^*’^®’“’ 

2. Method of Measurement. ASTM Load Test. The load resist¬ 
ances of refractories are almost invariably measured with a compression 
specimen, which is heated under a definite schedule and the amount of 
deformation deternained at the end of the test. However, tension 
and torsion®^'®^’^*^ tests have been made. A typical example of the com¬ 
pression tests is the ASTM standard test, which may be quoted as follows; 
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STANDARD METHOD OF TEST FOR REFRACTORY 
MATERIALS UNDER LOAD AT HIGH TEMPERATURES 

ASTM Designation: C 16-41i 

Issued as Tentative, 1939: Adopted, 1941 

This Standard of the American Society for Testing Materials is issued under 
the fixed designation C IG; the final number indicates the year of original adoption 
as standard or, in the case of revision, the year of last revision. 

1. Scope. This method of t(‘st covers the procedun; for determining the 
resistance to deformation of fireclay refractories, when subjected to a spindfied 
compressive load at a specified temperature for a sjiecified time. 

2. Apparatus, a. The ap])aratus shall consist essentially of a furnace and a 
loading service. It may be constructed in accordance with Fig. 239 or its 
equivalent.2 


P/afes^Wisyz-^ 



EndView of Column 


Fig. 239. 


- 201 ^ 4 - 

Section B-B 

Standard load-test furnace. 


Section A-A 


When gas or oil fuel is used, the furnace shall be of such form that the tern- 
jierature is substantially uniform in all parts of the furnace. Two burners shall 
be used. These shall be capable of individual control and located to produce a 
tangential flame that will not impinge on the specimens or on the thermocouple 
protecting tubes. 

h. The temperature shall be measured either with calibrated platinum-platinum- 
rhodium thermocouples, each encased in a protecdion tube with the junction 
not more than 1 in. (25 mm) from the center of the side or edge of each specimen 
farthest from the center of the furnace, or with some form of pyrometer that has 
been calibrated against a thermocouple in the furnace. A recording form of 
temperature indicator is recommended. If the optical pyrometer is used, obser- 

^ ASTM Standards are subject to revision. The Society’s headquarters, in Phila¬ 
delphia, may be consulted for the latest information. 

^ This standard, as adopted in 1941, recommends furnaces of three types, viz., the 
direct-load-type, gas- or oil-fired; the direct-load-typc, electrically heated; and the 
lever-type load test furnace. Only the last is here illustrated. 
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vations shall be made by sighting into refractory tubes having closed ends and 
in the same relative positions to the test specimens as those specified for the 
thermocouples. 

3. Test Specimen, a. 'Fhe test specimen shall consist of a minimum of two 
9 by 4)/2 by 2^2 in. straight refractory brick, or specimens of this size cut from 
larger shapes, utilizing as far as possilde existing plane surfaces. 

h. If necessary, the ends of the si)ecimen shall be ground so that they are 
approximately perpendicular to the vertical axis. 


Table 72. Time-temperature ScHEoin.Es for IlEATmG the Test Furnace 


Note: All temperatures shall b(^ lnaillt^^illed within ±10°C of those prescrila'd 
in this table, and the averagers of the temf)eratures attained shall equal those specifit'd. 


Time 

d\'mp('ratures for variems heating 

1 entative schedule of 

sch(‘dutes, “^C, fireclay brick 

temp(;ratures, 



Schedule 

Schedule 

Schedule 

Sch('dule 

Schedule 

Hours 

Minutc^s 

No. 3, 
super 

No. 2, 
high heat. 

No. 1, 

internuKliate 

No. 4, 
silica 

No. 5, basic 
aiifl neutral 



duty 

duty 

heat duty 

brick 

brick 

After 1 

0 

560 

500 

500 

119 

500 


15 

680 

020 

595 

154 

620 


30 

800 

720 

685 

193 

720 


45 

900 

815 

770 

232 

815 

After 2 

0 

990 

900 

850 

280 

900 


15 

1070 

980 

920 

335 

980 


30 

1140 

1045 

990 

413 

1045 


45 

1200 

1100 

1050 

552 

1100 

After 3 

0 

1250 

1150 

1100 

690 

1150 


15 

1290 

1195 

1145 

830 

1195 


30 

1330 

1235 

1185 

955 

1235 


45 

1370 

1270 

1220 

1090 

1270 

After 4 

0 

1400 

1300 

1250 

1205 

1300 


15 

1430 

1330 

1275 

1315 

1330 


30 

1450 

1350 

1300 

1400 

1350 


45 

1450 

1350 

1300 

1455 


After 6 

0 

1450 

1350 

1300 

1480 

To failure 


15 

1450 

1350 

1300 

To failure 

at 56*^0 


30 

1450 

1350 

1300 

at 56^0 

per hr 


45 

1450 

1350 

1300 

per hr 


After 6 

0 

1450(end) 

1350(end) 

1300(end) 
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c. The test specimen shall be measured before testing, four observations being 
made on each dimension (length, width, and thickness) at the center of the fac‘-es 
to within or minus 0.02 in. (0.5 mm). The average dimensions shall be recorded, 
and the cross sec^tion calculated. 

4. Setting the Test Specimen. The test specimen, set on end, shall occup\^ 
a position in the furnace so that the center line of the applied load coincides with 
the vertical axis of the sj)ecimen as indicated in Fig. 239 and sliall rest on a blo(*k 
of some highly refractory material, neutral to the si)ecimen, having a minimum 
expansion or contraction. (Recrystallized silicon carbide brick have been found 
satisfactory for this purpose.) There shall be placed between the specimen and 
the refractory blocks a thin layer of highly refractory material such as fused 
alumina or silicon carbide, which has been ground to pass a No. 20 (840m) A8TM 
sieve (equivalent to mesh No. 20 of the Tyler standard series). At the top of the 
test specimen a block of similar highly refractory material should be placed, 
extending through the furnace top to receive the load. 

Note: Gross errors which may more than double' the deformation will result if 
the speciiiK'n is not set pi‘rp('ndi(‘ular to the base of the support or if the load is applied 
('(‘(•('utrically. 

6. Procedure, a. Loading, The gross load to be applied shall be calculated 
from the average cross section of the original specimen as determined in Sec. 3c. 
A load of 25 Ib per sq ft (1.705 kg per sq cm) shall be used. 

h. Heating. The rate of heating shall be in ac^cordaru'e with the reciuirements 
of Table 72 and the time-temperature curves shown in Fig. 240 which give the 
rate and time of heating recpiired for different classes of refra(*tory materials. 
The temperature shall not vary more than ± 10°( ■ from the s])ec.ified temperature. 

c. Furnace Atmosphere. The furnace shall be operated with an oxidizing 
atmosphere above 800°C. 

d. Completion of Test. At the expiration of the time of heating, the supply 
of heat shall be stopped and the furnace allowed to cool by radiation to 100()°C, 
or lower, before the load is removed and the specimens examined. When the 
test specimens have cooled to room temperature, they shall ])e remeasured for 
length in accordance with Sec. 3c, and the average deformation shall be recorded 
and reported to the nearest 0,5 per cent of the original length. 

Note: It is recommended that a photograph be made of the specimen before and 
after testing, since these will yield useful information. 

The ASTM load test has been developed over a long period to fit best 
the needs of the manufacturer and the user of refractories and is particularly 
useful in control testing. As discussed later, it does not give information 
particularly suited to the need of the designer. 

European Load Tests, In Europe, the load test is generally carried out 
on smaller specimens, i.e.y cylinders approximately 1 in. in diameter and 
1 in. high. This method is preferred because the temperature can be made 
more uniform over the specimen and the furnace is smaller and more easily 
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controlled. An excellent furnace of this type is described by Swallow. 
On the other hand, such a small specimen may not represent accurately the 
structure of a coarse-grained brick, and the specimens are so short that the 
precision of measuring the elongation is somewhat less than with the larger 
specimens. However, there are certain advantages with each type of speci¬ 
men; and with carefully made tests, either should give reliable results. 
An excellent discussion of the load test is given in the references. 



Fi( 3. 240, T'inip-tompnnituro curve for loud te.st. 

Long-time Creep Tests. Re(;ently, some work has been carried out on 
the load testing of refractories in the same way that creep tests are made 
with metals^.e., the refractory is heated to a uniform temperature and 
then loaded for a sufficient length of time to establish a uniform rate of 
flow. A furnace that is heated by electric globars to the necessary tem¬ 
perature for carrying out this test is shown in Fig. 241. The length of the 
specimen not only is measured at the end of the run but is measured every 
day with a pair of telescopes sighting on the ends of the specimen in order 
to determine a time-elongation curve. Figure 242 shows such a series of 




LOAD-BEARING CAPACITY OF REFRACrORIES 


409 


curves for a firebrick run in this way; and in Fig. 243, the flow rates are 
plotted against load on logarithmic paper. It is felt that for design pur¬ 
poses, the long-time tests are much preferred to the short-time tests pre¬ 
viously described. Whether or not the shorter tests give accurate com- 




Fig. 241. Electrically heated load test furnace. {J. Am. Ceram. Soc.) 


parisons between various bricks cannot be determined until more long-time 
tests have been made to reproduce more nearly actual conditions. 

Considerable interest has been shown in the use of pure, sintered 
refractories for high-temperature Structural parts such as described in 
Chap. XII. Both hot tensile strengths and tensile creep values have been 
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obtained on a number of materials. Most of the tests have been made on 
special specimens mounted in refractory holders with provisions for axial 
loading, which is of the utmost importance when dealing with brittle 
materials. While most of the testing has been done in a standard tensile 
machine, Towers^^^^ has developed a pneumatic type that seems to give 



unusually consistent results. The series of papers by Clews and his col- 
laborators^^^ '^®’^^^ gives an excellent discussion of the flow of refractories, 
while the best data on tensile creep at high temperatures are those reported 
by Burdick, Moreland, and Geller.^®^^ 

Recently, there has been developed in the C'eramic Laboratory of the 
Massachusetts Institute of Technology a torsion creep test for refractories 
of a unique charactf^r/®^^ as the optical system is in the furnace. The 



0.8 LO 2 4 6 8 10 20 40 


RATE OF FLOW -PER CENT /lOOO HRJL 

Fio. 243. Flow rate load. (/. Am, Ceram, Soc,) 
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general plan is shown in Fig. 244. The specimen a is put under a steady 
torsional stress by the torque wheel / and the weight g through the refrac¬ 
tory holders e. At the end of the gage length of the specimen are cemented 
two concave sapphire mirrors, 6, in. in diameter. Light from lamps c are 
focused by these mirrors on the ground-glass scale d, so that any twist in 
the gage length shows up as a separation of the light spots. The screw i 
in the nut J moves the arm h by the micrcjmeter dial k to calibr ate the 
scale d. This method can be used up to at least 1300°C (about 2370°F) 



with a precision of ± 0.001 deg. It should be noted that the holders do not 
have to be rigidly attached to the specimen, as slippage does not affect the 
optical readings. This method has many advantages over the tensile test 
because of its much greater precision in determining low flow rates. 

3. Load Values for a Number of Refractories. In Table 73 will be 
found the comparative load values for a number of fireclay brick that have 
been tested in the ASTM type load test as published by the Refractories 
Institute. 

Table 74 shows load values for a number of special refractories run in 
the ASTM furnace but at the schedule shown in Fig. 245 in order to bring 
all of them down to give a direct comparison. 
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Only recently^^®^ have any values been available on the load values of 
insulating firebrick. The bricks shown in Table 75 are representative of 
those on the market at present. Their load value together with those of 
two second-quality firecilay brick are given in Table 76 when heated on the 
schedule shown in Fig. 246. It is interesting to notice that some of the 
insulating firebrick, even though they have a porosity of around 80 per 



Fig. 245. Load-test schedule for special bricks. 

Table 73. Load-bearing Capacity of Firecl.\t Brick 





Sub- 


Chemical compoaition. 




Pyro- 

metrio 

cone 

equiva¬ 

lent 

sidence. 







Method of 

Brand 

per cent, 
at 1350°C. 





Lime 

Com- 

manufacture 

No. 

(2462°F.) 


Alu- 

Iron 

Tita- 

and 

billed 



load test 

Silica 

mina 

oxide 

nia 

rnaR- 

alka- 



25 lb. per 





nesia 

lies 




sq. in. 









/A 

19 

Failed 

68.88 

24.03 

2.57 

1.24 

0.92 

2.01 


1 

B 

31 

12.70 

55.20 

40.00 

2.40 

2.00 

0.80 

1.60 



iC 

32 

3.40 

61.18 

35.05 

1.91 

1.04 

0.61 

0.71 

Dry press... 


Id 

32 

10.50 

54.22 

38.58 

1.86 

2.26 

0.87 

2.34 



|E 

32-33 

3.60 

54.08 

40.97 

2.34 

1.89 

0.40 

1.42 




33 

6.90 

53.00 

42.70 

1.70 

2.04 

0.70 

0.80 


1 

G 

33 

2.60 

62.47 

42.70 

1.66 

1.97 

0.48 

0.62 



35-36 

0.90 

33.54 

69.64 

1.76 

2.34 

0.64 

1.55 



il 

31-32 

1.30 

73.81 

21.69 

1.85 

0.90 

0.40 

0.66 




30-31 

4.00 

68.24 

28.29 

1.65 

0.66 

0.94 

0.32 

8ti£f-mud.... 


Ik 

30-31 

6.60 

60.04 

33.22 

1.83 

0.99 

1.20 

2.32 



L 

32-33 

6.60 

57.44 

36.88 

2.14 

1.80 

0.76 

0.72 


1 

M 

32-33 

3.90 

62.66 

38.67 

2.28 

2.53 

0.96 

2.64 


\N 

32-33 

1.86 

52.73 

43.20 

2.29 

1.02 

0.44 

0.37 


i 

fP 

29-30 

4.96 

76.96 

21.46 

1.12 

1.10 

0.64 

0.70 



Q 

27-28 

2.62 

70.00 

25.00 

1.20 

1.00 

0.50 

2.30 



|B 

30-31 

9.86 

65.28 

28.47 

1.77 

0.66 

0.83 

1.79 

Hand-made.. 


S 

31-32 

3.30 

60.08 

34.04 

1.40 

2.16 

0.68 

1.84 



It 

32 

8.43 

48.42 

44.33 

3.68 

1.70 

0.90 

1.52 


1 

'u 

32 

6.95 

51.30 

42.30 

2.23 

2.28 

0.47 

1.66 


! 

v 

33-34 

10.90 

42.20 

49.98 

3.18 

2.40 

0.86 

1.47 
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Tablk 74. Special Refractories 


Type 

Temperat un* for 10 
per c(*nt deformation 

Testf 

. 

oy 

Commercial fused alumina. 

1710 

3121 


Fused alumina, Norton IIA 1190 35 




(99 per cent + ALO 3 ). 

1925<“> 

3497 

10 psi: lO'^C' per min 

Chrome, commercial. 

1404 

2559 


Chrome-magnesite (German, av fig.). . 

1640(51) 

2980 

28 psi 

Kaolin (B & W K-80). 

1593 

2899 


Magnesite (sintered Grecian). 

1400* 

2552 


Magnesite, fused (Norton LM 171-35). 

2240<''^> 

4004 

10 psi: lO'^C' per min 

Mullite, dense. 

1727 

3140 


Silica, commercial. 

1046* 

2985* 


Spinel. 

1510* 

2750* 


Zirconia (clay-bonded baddidi^yite) ... 

1370 

2509 


Zirt^onia, fust'd, lime stabilized, Norton 




LZO 172-35. 

2200(55) 

3992 

10 psi: 10 °C per min 


* Slu)ared. 

t Unless noted tested under 25 psi at temperature rise shown in Fig. 245. 


Table 75 . Test Data on Commercial Insulating Firebrick 


Brand 

No. 

Use limit, 

op 

Weight, 
lb per 9 in. 
straight 

Modulus 
of rupture, 
psi 

Cold (Tushing 
strength, 
psi 

A 

2000 

1.72-1.82 

95 

120 

B 


2.21-2.75 

197 

172 

C 

2000 

1.64 

71 

104 

D 


2.27-2.32 

107 

559 

0 


1.88 

100 

176 

E 

2200 

1.87-1.90 

105 

193 

F 

2200 1 

2.71-3.07 

224 

377 

G 

2200 

2.27 

129 

208 

N 


2.44 

66 

235 

I 

2500 

2.40-2.03 

196 

248 

J 


2.76 1 

251 

408 

K 


2.30-2.50 

133 

128 

L 


2.68-2.80 

203 

372 

S 


2.40 

127 

196 

M 


2.42-2.48 

140 

150 

T 



235 

220 
















Table 76. Load-test Results 
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cent, give a resistance to load superior to the second-grade fireclay brick 
with a porosity of around 25 per cent. 

4. Factors Influencing the Load-bearing Capacity of Refractories. In 
general, it may be said that the load-bearing capacity of a refractory is 
directly influenced by the amount and viscosity of the glassy phase. Any¬ 
thing that can be done to diminish the amount of glass or raise it s viscosity 
will increase the resistance to flow. This can be accomplished by adding 



Ftq. 246. Temperaturo vs. beating time during loati te.sting of insulating firebrick. {J. Am, 
Ceram. Soc.) 

to the refractory a material that will form from the glass a more viscous 
material or a material containing more crystals. For example, a chrome 
brick containing silica as an impurity may have a comparatively low load 
value; whereas if the proper amount of magnesite is added to the brick, it 
will form the crystalline magnesium ortho-silicate, forsterite, which will 
greatly increase the load-bearing value of the brick. Also, an increase in 
firing temperature will generally increase the load-bearing capacity because 
it distributes the glassy phase more thoroughly and permits it to absorb 
crystallizing elements. This is shown in Table 77, which lists a number of 
commercial firebricks that were tested as they came from the kiln and then 
after refiring at a higher temperature. 
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Table 77. Effect of Ret vrs ko on the Load-bearing Properties of 

Firei r’ct s 



As rec^eived 

After rebiirriing to 1620'’C.* 

Brand 

Shrinkage 

10 per cent 

Shrinkage 

10 per cent 

No. 

starts 

shrinkage 

starts 

shrinkage 


°C. 

“F. 

°C. 

"F. 

i "C, 

"F. 


°F. 

A 

1200 

2192 

1510 

2750 

1480 

2696 

1590 

2894 S 

B 

1260 

2300 

1440 

2624 

1460 

2660 

1550 

2822 

C 

1200 

2192 

1490 

2714 

1460 

2660 

1570 

2858 

D 

1170 

2138 

1460 

2660 

1490 

2714 

1620 

2948 

E 

1090 

1994 

1460 

2660 

1430 

2606 

1580 

2876 

F 

1250 

2282 

1500 

2732 

1450 

2642 

1580 

2876 S 

G 

1200 

2192 

1500 

2732 

1490 

2714 

1590 

2894 S 

H 

1260 

2300 

1520 

2768 

1490 

2714 

1650 

3002 


* S indicates failure by shear. Load, 25 lb. per sq. in. 


The structure of the brick also has some influence on the load-bearing 
capacity. For example, a brick of high porosity will have less load-bearing 
capacity than one of the same material with a" lower porosity, as there is 
less material in the bri(;k to carry the load in the latter case. It must be 
remembered, however, that the porous bricks are lighter and therefore do 
not need to carry a heavy load. 

6. Application of Load-test Results to Design. It will be clear from 
the preceding discussion that the results of the usual short-time load test 
are of little value to the designer of furnaces. Only with the long-time test 
that has come to equilibrium flow are values available for the designer to 
use in computing allowable stresses in the structure. From the curve in 
Fig. 243, the data may be utilized in the following example: A pier under 
the hearth of a heat-treating furnace has an allowable deformation of 10 
per cent in its estimated working life of 4,000 hr, which amounts to a rate 
of 2.5 per cent in 1,000 hr. On the curve this corresponds to a loading of 
1.7 psi. 

It is probably safe to say that very few load failures occur in actual 
furnace construction and then only in cases where the refractory part is 
heated all the way through, such as in piers, partition walls, and highly 
insulated crowns. Nearly all other parts of furnaces have a considerable 
temperature gradient from the hot to the cool side, and therefore the load 
is supported by a relatively cool portion of the refractory, which is well able 
to carry the load. It is diflicult with the data at hand at the present time 
to compute the load-bearing capacity of a wall with a variable temperature 
gradient, but an approximation can be made by dividing the wall into a 
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number of sections parallel to the face and considering the mean tempera¬ 
ture of each section as a temperature for obtaining the load-bearing value. 
If these sections are all summed up, the load-bearing value of the whole 
wall can be roughly computed. It will be found, however, that in most 
cases, the cooler section will be responsible for supporting almost the 
whole load. 

The possible use of the refractories to replace metals in highly stressed 
parts at elevated temperatures, as discussed in Chap. XXV', will require 
a much more extensive background than we have at present on the creep 
of pure refractories at temperatures above 150()°F (about 820^^0). 
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CHAPTER XV 


SPALLING 

1 . Introduction. Spalling is usually defined as a fracture of the refrac¬ 
tory brick or block resulting from any of the following causes: 

1. A temperature gradii'ut in the brick, due to uiK'ven lu'ating or cooling, that is 
sufficient to set up stresses of such magnitude as to cause failure. 

2. Compression in a striK'ture of ndVactories, due to exj)ansion of the whole from a 
rise of temp(‘rature, sufficient to cause shear failures. 

3. Variation in coefficient of thermal expansion b(dw(Hm the surfac^e layt'r and the 
body of the brick, due to surface slag penetration or to a structural chang(^ in service?, 
great enough to shear off the surface layer. 

Many consider only the first type as true spalling. It is undoubtedly 
the predominating effect in refratdories siudi as silica, magnc'site, and 
chrome. As this type is caused by the inherent properties of the refrac¬ 
tory, it offers a good opportunity for careful analysis. The second type of 
spalling is almost always due to poor furnace design, and the refractory 
itself can seldom be blamed. The third type can be minimized by using 
bricks burned higher than their subsequent operating temperature and by 
preventing slag penetration in so far as is possible. 

The spalling properties of refractories cannot be consistently improved 
until we know the true mechanism of spalling. Although the study of 
stresses and fractures in brittle material is by no means well understood, 
light has been thrown on the matter in recent years. This work has 
been extended by Booze^^^^ and Phelps,Green,Preston,numerous 
researches at the National Bureau of Standards, and by Endell in Germany. 

2. Temperature Stresses in Solids. It may be of interest to examine 
first the distribution of stress in an elastic solid when its surface is heated 
or cooled. It is rather surprising that there has been so little recognition 
of the difference in stresses resulting from heating as differentiated from 
cooling. As will be shown later, the stresses as well as the fracture are quite 
different in the two cases. An investigation, therefore, has been carried 
out by the photoelastic method to determine the stresses occurring in 
various objects when suddenly heated and cooled at the surface. 

Photoelastic Method, The method of stud 3 dng stresses in various struc¬ 
tures by photoelasticity has recently been used to a considerable extent in 
determining the distribution of stress in objects where a direct computa- 

4 ^ 
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tion is impossible. For example, valuable studies have been made of the 
stresses in hooks, eyebolts, ships' hulls, and gear teeth, although it is 
believed that very little work has been previously carried out on the 
measurement of temperature stresses by this m(‘thod. 

Photoelastic models must be made from a transparent isotropic medium. 
In this case, clear bakelite was sekHded because of its high stress-optical 
coefficient. 

Polarized light is passed through a plane specimen, which becomes 
double refracting under stress and retards the two wave systems according 
to the values of the principal sti'esses ]> and g. Th(^ two wave systems 
interfei'e when passed through an analyzer and give isocdjromatic bands 
proportional to the difference p — q. The isochromatic lines are also lines 
of principal shear, for the prin(*ipal shear sti-ess at any point is equal to 
one-half the difference of the two principal stresses. The separate values 
of p and q can be determined by repeating the observations with circularly 
polarized light, which shows the isoclinic lines, or lines of equal direction of 
principal stresses. The values of p and q can be cakailated from the 
isoclinic and isochromatic lines, the boundary condit ions, and the constants 
of the material. It should be emphasized that this method applies only 
to a plane object. 

Temperature Stress Tests. The first model to be studied was a disk. 
This disk was carefully maintained at (122°F); then the circumference 
was suddenly heated to 100°C (212°F) by steam, and the resulting develop¬ 
ment of stresses watched until they had rea(*hed a maximum value, which 
required about 45 sec. The experiment was then rc^peated by suddenly 
chilling the circumference from 50°C (122°F) to (32°F) by means of 
ice water, and the stresses were similarly studied. In Fig. 247 are given 
the magnitudes and directions of the shear and resultant stresses under 
these conditions. 

It will be observed that when the circumference is suddenly heated, 
tangential compression of considerable magnitude is developed near the 
surface but the center of the disk is under a slight tension having an equal 
magnitude in all directions. The radial sti'esses are zero at the circum¬ 
ference but increase slowly toward the center. On the other hand, when 
the circumference is cooled, the sur*fa(^e is under consider‘able tension and 
the center of the disk is under light compression. In both (*ases, the shear 
stresses are the same and reach a maximum at the circumference. Their 
direction is everywhere at 45 deg to the radii. 

The next model tested was a brick heated on the end. The stresses are 
shown in Fig. 248 in the same way as for the disk. On heating, a com¬ 
pression maximum occurred at the center of the end; but on cooling, this 
was changed to a tension. It will be noted that the directions of the shear 
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stresses are approximately 45 deg to the surface everywhere and are a 
maximum at the center of the end. 

In the case shown in Fig. 249, the model brick was heated at the end 
and about on(vthir*d of the way up the side. A somewhat different type of 
stress distribution resulted, for the increase in stresses at the sides causes 


Intensity of Radial 



SURFACE HEATED 

Intensity of Radial 



SURFACE COOLED 

l’i(i. 247. Stre.'sses in a disk. (J. Amvr. Ceram. Soc.) 

the stresses at the end to decrease. It will be noted that at the corners, 
the shear lines are curved and follow the isothermals closely. 

Figure 250 shows a model representing a brick in a wall when this wall 
is heated and cooled at the surface. The isothermals will then be parallel 
to the heated surface. It will be noted that the resultant normal stresses 
are nearly parallel and perpendicular to the surface of the wall and that the 
shear sti esses are at 45 deg to them. 

Conchmons. We may conclude from the preceding results that 
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1. The stresses set up in a solid by suddenly heating the surface through a certain 
temperature interval are of the same order but of opposite sign from those set up by 
cooling the surface through the same temperature range. 

2. No high tensile stresses are developed on sudden heating. 

3. The maximum shearing stresses are equal to one-half the maximum res\iltant 
stresses. 

4. The stnjsses are geruTally low at th(‘ corners and interior of the sp(‘cimen but 
i‘t‘ach their highest value along tin* heated sides at a distance from the corners. 



SURFACE COOLED 

Fio. 248. Stresses in a brick heated at one end. (/. Amer. Ceram. Soc.) 
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3. Study of Cracks Developed in Spalling. In order to correlate the 
types of cracks formed in the material when heated and cooled, with the 
stress distribution previously determined, a number of spheres and bricks 
were made up with a fine-grained, porcelain-like structure in order to make 
spalling occur readily. These objects were gradually heated to 900®(' 




Fig. 249. Stresses in a brick heated on one end and one-third of the distance up the side. 
{J. Am. Ceram. Soc.) 
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(about 1650°F) for the first condition and were placed in still air to cooL 
Under the second condition, the objects were heated by placing suddenly 
in a furnace that had a temperature of 900°C (about 1G50®F). 

Spheres. Let us first consider the sphere that was suddenly cooled 
(Fig. 251). It will be noted that in gene^ral, the fractures follow great 
circles. When the portions of the sphere were separatfnl, it was noted that 



Intensity of Intensity of Direction of Direction of 

Maximum Shear- Stresses Parattet Principal Shear 

mg Stresses and -Normal to Stresses Stresses 
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Infen'sity of Intensity of ’Direction of Direction of 
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SURFACE COOLBO 

Fia. 260, Stresses in a wall, (J, Am. Ceram. Soc.) 
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the cracks entered the surface in every case at approximately 90 deg. On 
the other hand, when the sphere is suddenly heated, a quite different type 
of fracture is obtained, as shown in Fig. 252. In this case, the fractures 
entered the surface at 45 deg and tended to split off circular segments of 
the sphere having a height of approximately one-quarter the diameter. 



Fig. 251. C'rackb in a sphere 
suddenly cooled. iJ. Am. Co am. 
Sov.) 



Fig. 252. Cracks in a sphere 
suddenly heated. (./. Am. Ceram. 
Sor.) 



Fig. 253, Cracks in a brick Fig. 254. Cracks in a brick 
suddenly cooled. {J. Am. Ceram. suddenly heated. {J. Am. Ceram. 

Soe.) Soc.) 

Bricks, Standard-size bricks were made up of the same material as 
the spheres. They were also heated and cooled in the same way. In Fig. 
253 are shown the fractures resulting from rapid cooling. It will be noted 
that the fractures enter, in nearly every case, at right angles to the surface 
and tend to break the brick into cubes. Figure 254 shows the same brick 
when heated suddenly. The typical spalling failure is shown at the edges 
and corners; and in every case, cracks enter the surface at approximately 
45 deg. 

As a brick does not consist of a homogeneous material, it is possible to 
have a weakening or disintegration of the structure aside from actual frac¬ 
tures. This effect is usually due to a difference between the coefficient of 





SPALLING 


427 


thermal expansion of the bond and that of the grog particles. This ma}^ 
be due to the use of different materials for the grog and bond or to a low- 
burned bond when the material is the same throughout. Goodrich^^*^^ has 
examined the loss in strength due to repeated heatings and finds a distinct 
weakening of the brick structure. 

Conclusions. We may conclude from the preceding studies that spalling 
is due to both shear and tension failures. On siiddem heating, spalling is 
due almost entirely to shear stresses and, on sudden cooling, to tension 
stresses except at the corners and edges, where shear stresses may still 
cause failure. The shear values are about equal on heating and cooling, 
but there are no large tensicjn stresses on rapid heating. 

Shear failure occurs suddenly; complete pieces are split off at each 
cycle of heating, and they begin to split at the edges and corners, so that a 
brick tends to approach a spherical shape on the end. The shear cracks 
follow in the lines of shear determined by the photoelastic method very 
closely, as is indicated by the slight curvature of the shear fractures at 
the corners. 

Tension cracks seldom occur near the corners but usually first appear 
halfway up the brick where the tensile stresses are a maximum. The ten¬ 
sion cracks enter the surface at 90 deg. They do not occur as suddenly as 
do shear fractures but penetrate deeper and deeper at each cycle until 
finally the cracks meet at the center. In every case, the tension failures 
follow approximately the lines of principal stress, although the deviation 
was considerably more than for the shear stress, owing undoubtedly to the 
length of the cracks and the greater influence of discontinuities. 

It should be noted at this time that the stress distribution is much 
altered after a crack starts, as was pointed out by Preston.Generally, 
however, the tension cracks enter and leave at 90 deg and shear cracks at 
45 deg to the surface. The fracture need not follow the direction of stress 
everywhere but will travel in such a way as to release the maximum strain 
energy. A great deal of confusion has been caused in the past by failure 
to differentiate between the effects of heating and cooling. 

4. Theoxy of Spalling Due to Shear Stresses. As shown in the pre¬ 
ceding pages, a spalling failure may occur either by a shear or by a tension 
fracture. If we first assume a shear failure, which appears to be the most 
common type, it is possible to analyze the mechanism of spalling in terms 
of the physical properties of the material. 

Temperature Distribution. It is necessary at first to consider the dis¬ 
tribution of temperature in a homogeneous solid. We shall first make the 
assumption that this solid has one infinite plane surface. Originally this 
solid is at a uniform temperature of Uy but at time ro the surface is suddenly 
cooled to a temperature of 1%. The problem is to find the temperature 
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distribution in the solid for diflFerent values of r. For the solution, it will 
be necessary to apply Fourier^s equation of heat flow. As the surface is 
infinite, the isothermal planes will be everywhere parallel to the surface of 
the solid. Putting — k — k or simply shifting the temperature scale, 
the temperature t at any distance below the surface x and at any time r will 
be given by 


3 
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TT > 


ih \/ r 




( 1 ) 


where ft = a constant of the material. 

The diffusivity of a material, or the rate at which a point in a hot body 
will cool under definite surface conditions, is known as h- and is ecjuivalent 
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Fia. 255. Temperature Rradieiita at different levels below the surface of a cooling body. 
(J. Am. Ceram. Soc.) 


to k/pCpj where k is the conductivity, p the density, and Cp the specific heat. 
It should be noted that the preceding equation is in the form of the prob¬ 
ability integral and can therefore be readily evaluated from tables. 

As will be shown later, the stress set up in a homogeneous material as 
a result of a change in temperature is proportional to the temperature 
gradient at any point. It will therefore be necessary to differentiate the 
preceding equation with respect to x. 

We have 


3 — 3l _ 1 _ 

dx (-2/iV7) 


p- xyihi r 

hV^r 


dt 

dx 


( 2 ) 


To show the practical application of this equation, curves have been 
plotted in Fig. 255 to give the temperature gradient h = 0.080 when a 
body is cooled suddenly from 850°C (about 1560°F) to room temperature. 
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Fig. 256. The round¬ 
ing of ifciotliermal planes 
at the edg(‘ of a solid, 
(t/. Arner, Ceram, 6’oc.) 


The gradient is, of course, high(\st at the surface but falls rapidly toward 
the interior. Near the surface, the gradient falls rapidly with increasing 
time; but at a certain depth, the gradient increases with the time. This is 
one of the reasons why spalling does not usually take place immediately 
after the specimen is chilled. 

In an actual case, the surface is not instantane¬ 
ously cooled (1) because a cooling medium cannot 
be instantaneously introduced and (2) because per¬ 
fect thermal contact cannot be made between thc^ 
cooling medium and the surface of the brick. The 
equations can be modified to take care of this 
effect, as suggested by Ingersoll and Zobel,^“^ by 
adding a fictitious distance beyond the%rue sur¬ 
face. In this instance, however, as we are not 
interested in the region very close to the surface, it 
will be more convenient to use a constant k to modify h. 

Only the case of an infinite plane surface has been considered. At the 
edge of a solid, the isothermal planes will not be parallel to the surface but 
will be rounded off as in Fig. 25(1 This can be explained by considering 
that point A is cooled by the area abc kx addition to the cooling received 
from an infinite surface such as a point at B. As the isothei rnals recede 
further from the surface, the area abc increases and corresponding depar¬ 
tures from parallel conditions exist at corners. 

It is important to notice that the temperature gradient is slightly less 
at the edges and the corners than at the faces of a cooling brick; hence, 
corners spall off because of mecdianical weakness rather than because of 
greater temperature gradients. 

Temperature Stresses. Now that we have the temperature distribution 
in a solid, it is possible to study the distribution of stresses. We shall first 
assume that the material is an elastic, homogeneous medium. It will be 
shown later that in the temperature range at which spalling occurs, the 
brick is perfectly elastic. The homogeneity will depend upon the structure 
of the brick and upon the process of manufacture. 

The exact evaluation of the stresses in a brick under a given temperature 
distribution cannot be solved mathematically except in a few simple cases; 
however, it is required to find the tendency to spall only in terms of the 
physical properties of the material; f.e., comparative but quantitative 
results are desired among various types of brick tested in the same manner. 

Let us consider an isothermal plane ah in a portion of a heating or cool¬ 
ing brick at a given instant of time (Fig. 257). Let the temperature of the 
plane ah be t and that of another isothermal plane dx distant be t -f dt^ 
which gives the temperature gradient dt/dx. Let the plane cd cut the iso¬ 
thermal surfaces at a neutral point of shear. Now measure along ab a 
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distance s, and erect the plane e/. If the temperature throughout the brick 
were t, this plane would be normal to ah] but under the existing conditions, 
it will cut the t + dt isothermal at a distance 5 + sa d/ from cd. The 
coefficient of expansion iv«? a. 



Ceram. Soc.) 


The shear strain is measured by the deflec'tion of one plane with respect 
to another divided by the distance between them. In this case, 


sa dt 



(3) 


This means that the strain set up in a heating or cooling body is pro¬ 
portional to the size, the coefficient of thermal expansion, and the tem¬ 
perature gradient. This explains why large glassware cracks on cooling or 
heating more readily than small ware. In large pieces of refra(dury ware, 
the temperature distribution may be so uneven that strict proportionality 
to s may well be doubted. This does not greatly concern us, for we shall 
compare specimens of the same shape and size and with the same tem¬ 
perature gradient. The shear fracture theoretic^ally should occur at 45 deg 
to the isothermal but often is parallel to it. However, the direction of 
fracture does not affect the reasoning. As pointed out by Clark,the* 
maximum stress or strain is not strictly a constant of the material at a 
given temperature but varies to some extent with the duration of stress. 

From Eq. (2) 


dt 

dx h 


(4) 


where fci = a constant 

This follows, for dt/dx is closely proportional to 1/h because small change , 
of h in the term have little effect when r is reasonably large. 

Then the tendency to spall Ss is 


if> _ Sa (dt/dx) _ sa (ki/h) __ j sa a 

06 06 "“ “ ^ “ ' ^06 ^ ^ ^ 

where 06 = the maximum shearing strain or flexibility 

This shows that the spalling tendency of a brick is proportional to the 
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coefficient of thermal expansion divided by the square root of the dif- 
fusivity and maximum shearing strain. 

6. Theory of Spalling Due to Tensile Stresses. The preceding theory 
has been based entirely on the shear failure of a material under shear 
stresses. It was seen that this failure would occur on sudden heating of the 
brick. The sudden heating produces local compressive stresses in the 
material, since the portion at a higher temperature tends to try to expand, 
but this being prevented by the cooler portions places the hotter portion of 
the brick in compression. It is known that brittle materials fail in shear 
when subjected to compressive stresses; hence, we get a shear failure under 
these conditions. 

If the brick is suddenly cooled, 
a, different phenomenon is involved. 

When one portion of the brick is sud¬ 
denly cooled below the temperature of 
the adjacent material, the part of the 
bri(^k at the lower temperature tends 
to contract, but this contraction is 
prevented by the adjacent portions, 
which are at a higher temperature. 

In this case, tensile stresses are set up in the cooler portion; and since the 
shearing strength of a brittle material is usually considerably greater than 
the tensile strength, the brick will fail in tension, provided sufficiently 
rapid local cooling is present. 

Let us then visualize a portion of the brick as shown in Fig. 258, which 
we will assume to be at the uniform temperature k. This means that at 
the start, the isothermal planes ah and cd, which are initially separated by 
the distance dx, are at the same temperature W The surface of the brick 
is now cooled to a temperature W, and at a later time r, the planes ab and 
cd possess temperatures t and t + dt^ respectively, where the temperature 
is given by Eq. (1). Let us consider a gage length s between points M and 
N on plane cd. As a result of the lower temperature on plane a6, the 
material on this plane tends to contract by an amount AS. This con¬ 
traction is, however, prevented by the adjacent material, and a tensile^ 
strain is set up in plane ah of amount 

2 = = Q, . dt (6) 

where a = the coefficient of thermal expansion 

Now, from Eq. (4) 

dx h 






-S-AS—-i |-AS 




jt- i ^ d t 


M 1^-.s. -4 ^ 



J'^io. 258. Illustration of tensile stresses 
in a heating or cooling brick. 


and 


IT ^ E • 'S 


( 7 ) 
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It follows from the preceding equations, then, that 

<7 ^ E ' a ' di — E ‘ a ' ‘ dx 

h 


( 8 ) 


If <Th is the breaking stress of the material or the so-called ^^tensile 
strength, 

Ch ^ E • 'hh (9) 

where St = the tensile breaking strain 
The tendency to spall then becomes 



E ‘ a • ki ‘ dx , j a 


( 10 ) 


It will be noted that Eq. (10) has the same units and is in the same form 
as Eq. (5) of the preceding section. Instead of the shear strain at at frac*- 
ture, we have the tensile strain Zt; and in place of the distan(‘e S from the 
neutral place of shear, we have the distance dx over which the temperature^ 
drop dt exists. 

Let us now compare this equation temperature with the Winkelmann- 
Schott^^^ equation, which is as follows: 


A'A" to-E- ax 
A 2hV7 


where ^4', A", .4 = constants 

to = the tempea’ature of the outer layer 
The tendency to spall is 


( 11 ) 


or 


where 


^ — A^ ’ A" ' to - a ' X 

‘ ~^b~ 2AhV7{a^ 



A'A’% 


( 12 ) 

(13) 

(14) 


It is thus seen that the Winkelmann-Schott equation can be put in the 
same form as given by Eq. (5) or (10). In the derivation given in the 
original article by Winkelmann and Schott, the size factor x was absorbed 
in another constant B, where B is essentially Kx, This, of course, can be 
done, since the purpose was to compare the spalling propeHies of various 
glasses for the same values of t and x. 
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6. Experimental Confirmation of Theory. In order to determine the 
validity of the equation for tendency to spall, the physical characteristics 
of a number of different bric^ks shown in Table 78 were tested and the 
tendency to spall, as computed from the preceding formula, was compared 
with the actual spalling characteristics of the brick in Tables 79. 


TahLE 78. CHARACTERISTlClfi OF BrTCK TeSTET) FOR SpALLING 


Material 

Grog 

Bond 

Hardness 

Approximate 

burning 

temperature 

Remarks 






1 

op 


A. Fireclay. 

Very coarse 

Soft 

Soft 

1200 

2300 

^ Commercial brick 

B. Sillimanite. 

Medium 

Little 

Hard 

IGHO 

3050 

Special brick 

C. Fireclay. 

Very coarse 

Soft 

Medium 

1430 

2600 

Same as A (hard 
burn) 

D. SiC. 

20-mo8h 

Molasses 

Hard 

1640 

2800 

Special brick 

E. Fireclay. 

Coarse 

Soft 

Soft 

1316 

2400 

Commercial brick 

F. Bauxite.. 

Fine 

Littki 

Hard 

1704 

3100 

Special brick 

G. Fireclay. 

Medium 

Soft 

Soft 

1316 

2400 

Commercial brick 

H. Kaolin. 

Medium 

Little 

hard 

Very 

hard 

1660 

3000 

Con: rnercial brick 

t. Fireclay. 

Fine 

Soft 

Soft 

1200 

2300 

Commercial brick 

J. Fireclay. 

Medium 

Hard 

Hard 

1200 

2300 

Commercial brick 

K. Fireclay. 

Fine 

Soft 

Soft 

1200 

2300 

Commercial brick 

L. Spinel. 

Medium 

Hard 

Hard 

1370 

2500 

Commercial brick 

M. Silica. 

N. Same as C pre¬ 

heated to 
2900°F 

Fine 

None 

1 Hard 

1480 

2700 

Commercial brick 


Flexibility in Shear, In orxler to measure the characteristics of the 
bricks as listed above, a number of 1 X 1 X 9-in. bars were sawed out of 
each specimen. These bars were then cemented into holders, and the 
angle and torque measured up to the breaking point at a temperature of 
5()0°C (about 930°F). 

Such a low temperature is justified because it has been noticed that 
spalling nearly always occurs at about red heat. In all cases where the 
specimen was carefully held, there was no permanent set after removing 
the torque until a point was reached just before failure; i,e,, the specimens 
all acted as if perfectly elastic. The bricks tested are described in the table 
above and represent a wide range. Some are experimental bricks; others 
are of extensively used commercial brands. 

The Coefficient of Expansion. The coefficient of thermal expansion of 
each type of brick was measured at 500°C (about 930®F). In general, the 
brick having the greatest coefficient of thermal expansion had the highest 
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Table 79. Constants for the Bricks Tested 


Brand 

<i>b 

a 

h 

(a/ <f>bh) 

Number of 
quenches 

A. 

0.114 

0.0000051 

6.2 

72 X 10-7 

26.5 

B. 

0.052 

0.0000039 

6.5 

115 

8.0 

B. 

0.052 

0.0000039 

6.5 

115 

24.0 

C. 

0.050 

0.0000050 

6.3 

157 

23.0 

D. 

0.072 

0.0000031 

9.9 

44 

★ 

. E. 

0.057 

0.0000053 

6.5 

143 

15.6 

F. 

0.032 

0.0000037 

6.2 

no 

2.0 

F. 

0.032 

0.0000037 

6.2 

no 

15.0 

G. 

0.090 

0.0000104 

6.2 

187 

12.2 

H. 

0.050 

0.0000063 

6.4 

197 

10.6 

I. 

0.107 

0.0000133 

6.3 

197 

8.4 

J. 

0.050 

0.0000071 

6.0 

237 

5.2 

K. 

0.089 

0.0000126 

6.2 

229 

2.7 

L. 

0.032 

0.0000116 

6.4 

567 

2.4 

M. 

0.094 

0.0000405 

6.7 

644 

0.3 

N. 

0.060 

0.0000072 

6.1 

I 197 



* No exactly comparable spalling value was available for this brick; i)ut it is undoubtedly 
lower than should be expected, as an oxidizing atmosphere tends to convert the SiC into 
SiOt and thereby to raise the coefficient of thermal expansion. 


content of silica, but we are by no means justified in using the silica content 
of a brick as an index of its coefficient. 

Diffusiviiy, The value of the diffusivity can, of course, be obtained by 
measurements of thermal conductivity and specific heat. These measure¬ 
ments, however, are laborious and slow, so a simple method of measuring 
the relative diffusivity was devised. A 2-in. cube of the material was 
cemented from four 1 X 1 X 2-in. blocks with a thermal junction at the 
center, was suspended by the junction wires in an electric furnace until it 
had reached a constant temperature of about 550°C (about 1020®F), and 
then was taken out and suspended in a room free from drafts. The tem¬ 
perature of the center was recorded, and the slope of the cooling curve at 
500°C (about 930®F) taken as the value for the diffusivity. This method 
is rapid and accurate where only relative values are desired. 

The values of the diffusivity given are entirely arbitrary, and the results 
are comparable only among themselves, but it will be noted that with the 
exception of the silicon carbide specimen, the values of h vary only a few 
per cent and cannot be an important factor in spalling. 

Comparison with Actual Spalling Tests. The results from laboratory 
air-spalling tests are also given. A comparison between this test and 
actual service results has been made, and the agreement is generally good. 
From five to ten bricks of each kind were spalled, and the average taken. 
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Attention should be called to the two values given for bricks B and F, 
These two bricks showed the common type of shear spalling at the corners 
for several quenches, then suddenly broke across the center with a tension 
failure. The first value in the table gives the quenches actually obtained, 
and the second is estimated from the amount lost by shear. The first 
values have been disregarded in drawing the curves. 

If the value of a/h<t>h is an index of the spalling tendency of a brick as 
indicated by the theory, then these values plotted against the number of 
quenches for each spe(;imen should fall along a curve rather than be widely 



(il;) 


Fig. 269. A plot showing correlation between theoretical and experimental values of spalling. 
(J. Amer. Ceram. Soc.) 

scattered. Such a plot has been made in Fig. 259, and it is quite clear that 
the points group themselves into a definite band. The deviations that 
occur can be explained by the fact that some of the bricks were altered 
from their original characteristics in heating. 

Specimen K, which is considerably below the mean curve, was notice¬ 
ably laminated in structure. The higher values for bricks B and F were 
only estimates. 

The form of the curve is of interest, for it approa(;hes a rectangular 
hyperbola asymptotic to the two axes. When the value of a/<f>hh is high, 
the bricks show little difference in spalling resistance, as they are almost 
completely shattered at the first temperature change. On the other hand, 
the bricks having a low value of a/<t>bh increase rapidly in spalling resist¬ 
ance as is decreased. This behavior is not unexpected, as it is 

simply an approach to a classification of bricks into two sets: those which 
spall on the first quench and those which do not spall under an infinite 
number of quenches. 
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The best spalling brick of those tested withstood 26 quenches and had 
a value for a/ft>hh of 72 X 10“^. Suppose that by slightly increasing the 
flexibility or by decreasing the coefficient of thermal expansion, a value of 
50 X 10~^ were obtained; the brick should then withstand about 50 
quenc^hes. This illustrates the possibilities of making remarkable non¬ 
spalling brick. 

On the whole, it would seem that the theoretical work agrees with 
practice as closely as the nature of the tests allows. Although this method 
cannot be recaanmended to replace the usual spalling tests without a more 
thorough trial, it is felt that more information is obtained by it as to the 
causes of spalling in a (certain biick than by other methods. 

It is interesting to note that Booze^^^^ and Phelps^^®^ independently 
came to the same conclusions after testing a number of experimental bricks 
for coefficient of thermal expansion, diffusivity, and flexibility. They 
found that the best spalling bricks had the greatest flexibility and that 
the diffusivity had no appreciable effect. Endeirs^^*^^ work on magnesite 
brick checks this theory. 

7. Laboratory Spalling Test. The expense and the time required to 
determine the spalling characteristics of bricks in service are so great that 
a laboratory spalling test is highly dt^sirable. 

A number of spalling tests have been suggested and used. In most 
cases, they consist in subjecting the brick to a severe thermal shock in 
order that the test may produce definite results in a reasonably short time. 
Tests on single bricks as formerly used have now been almost abandoned, 
as they do not in all cases correspond to service conditions. Therefore the 
present ASTM test on a panel will be described. It is quite satisfactory 
but requires expensive equipment. 

PANEL TEST FOR RESISTANCE TO THERMAL AND STRUCTURAL 
SPALLINGS OF REFRACTORY BRICK 

ASTM Designation: C 38-42^ 

Adoptigi), 1936; Revised, 1942, 1945, 1947 

This standard of the American Society for Testing Materials is issued under 
the fixed designation C 38; the final number indicates the year of adoption as 
standard or, in the case of revision, the year of last revision. 

1. Scope. This method of test is intended to show the resistance of refractory 
brick to the separate and combined effects of structural and thermal spalling. 
The test is believed to give a sufficient simulation of service conditions to suggest 

1 ASTM Standards are subject to revision. The Society's headquarters, in Philadel¬ 
phia, may be consulted for the latest information. Only minor changes from the 1942 
revision given here have been made in the 1947 revision. 
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its use as a suitability test for certain classes of service that have been correlated 
with the test data (see Note). 

Note: Such correlation is now available in the case of higli-lieat-duty clay 
brick for stationary boilers, malleable iron furnace bun^s, and incinerator furnaces. 



Section Through Brickwork at B*B 



Fiq. 260. Panel frame and brickwork. The brick around the test panel are dummy brick 
which are used to help maintain uniform conditions within the panel. 


2. Apparatus. The following; apparatus and equipment^ are needed: 

а. Panel Frame. A panel framework shall be used which is essentially the 
same as that shown in Fig. 260. 

б. Preheating Furnace. A preheating furnace shall be used, constructed 
essentially like the design shown in Fig. 261. 

c. Spoiling Furnace. A spalling furnace shall be used, constructed in a 
manner as shown in Fig. 262. 

* The complete set of drawings necessary for the construction of the panel spalling 
equipment would require too much space to be includ(Hl with the procedure, but these 
are available at a nominal charge from the Refractories Fellowship, Mellon Institute of 
Industrial Research, Pittsburgh, Pa. 
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d. Temperature-rmasuring InatrumerUs. The temperature of the test panel 
(luring the preheating shall be measured by means of an optical pyrometer. The 
spalling furnace temperature shall be determined by means of a platinum, platinum- 
rhodium thermocouple. 

e. Air Supply. Means shall lie provided for delivering air through each 
cooling unit at a specified rate. 

/. Transfer Facilities. A suitable means, such as a track or trolley, shall 
be provided for transferring the test panels. 



3. Test Specimen. Whenever po.ssible, the panel test specimen shall consist 
of 9-in. straight brick. When shapes of other sizes are to be tested, these shnll 
be cut so as to be not more than 3 in. in thickness by 9 in. in length by 4i^ in. 
in width. 

4. Panel Construction. The test brick shall be laid up so as to form a panel 
not less than 18 in. square, so that a 9- by 2i^-in. surface of each brick will be 
exposed to the heat-treatment. Each test brick shall be labeled with ceramic 
paint on the face opposite that to be tested and then weighed to the nearest 0.06 lb. 
There shall be placed about the panel test specimen a suitable grade of refractory 
dummy brick, in the manner shown in Fig. 260. The dummy brick shall extend 
H in. beyond the surface of the test panel. All brick in the test panel shall be 
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laid up with refractory kaolin unless otherwise specified. The joints shall not be 
thicker than He in. The insulation shall consist of a material suitable for service 
at 1300°C and of a specified insulating value. 

6. Preheating Test Panels. The prepared test panels shall be placed in 
position on either side of the preheating furnace. When onlj^ one lot of brick 
is to be tested, a dummy panel should be used. The joint between the ends of 
the panel dummy brick and the preheating furnace shall be sealed with plastic 
kaolin. During the heating of the panels, tlie surface of the test brick opposite 
that being lieatf^d shall })e insulated in the specified manner so as to maintain 
a suitable temperature gradient in the test bri(*k. The furnace is to be 0 })erated 
so that the tenij)erature specified for preheating shall be reached in not less than 
5 hr nor more than 8 hr and maintained 24 hr. The permissible variation in 
temperature may be ±20°F or ± lO^C, but the average of the temperature during 
the run shall he that specified. After comi)leting the preheating, the test panel 
shall be left in position for not less than 8 hr before being removed. As a result 
of this heat-treatment, any tendency toward fusion, vitrification, swelling, or 
shrinkage will be evident and any development of structural spalling will be 
apparent. A record shall be made of the condition of the brick, indicating the 
extent of the fusion, vitrification, swelling, or shrinkage. If shrinkage takes 
place, a record shall be made of its nature, f.e., whether this occurs as a shrinkage 
of each brick as a unit or as the development of cracks on the surface of each 
brick. The surface of the test })anels may be photographed. 

6. Spalling. The panels shall then be subjected to thermal spalling by heating 
them in a specified time to a specified temperature and rapidly cooling by means 
of a prescribed blast. The panels shall be placed in position in front of the 
spalling furna(^e in the manner shown in Fig. 262. The temperature of the spalling 
furnace shall be raised within 3 hr to the specified temperature. During the 
heating period, the panels shall be alternately placed in position in front of the 
furnace so that each may be heated to about the same temperature. The position 
of the panels shall be changed at temperatures of 400, 200 and 100°C below the 
final furnace temperature. During this period, the panels shall not be cooled 
by means of the cooling blast. After the final temperature of spalling is obtained, 
the panels shall be held in position for a specif! ed time and then shifted so as to 
expose the heated panel for (tooling. After each panel has been subjected to the 
required number of cycles, the furnace shall be allowed to cool, but the cooling 
procedure for the panels shall be condu(;ted so that each panel receives two addi¬ 
tional periods. 

7. Dismantling the Panels. When the panels have cooled sufficiently so that 
the brick can be handled, the test i)anel shall be carefully dismantled. The test 
brick shall be reweighed to the (dosest 0.05 lb, and the loss in weight recorded as 
percentage of the original weight. 

8 . Report. The report may include a photograph of the panel after pre¬ 
heating and shall include comments as to its condition. The average spalling 
loss for the whole panel shall be given, as well as a photograph of the spalled brick 
arranged in the manner shown in Fig. 263. 
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STANDARD METHOD OF PANEL TEST FOR RESISTANCE TO 
THERMAL AND STRUCTURAL SPALLING OF HIGH HEAT 
DUTY FIREC^LAY BRICK 

ASTM Designation: C 107-42^ 

Adopted, 1936; Revised, 1940, 1942, 1945, 1947 

This Standard of the American Society for Testing Materials is issued under 
the fixed designation C 107; the final number indicates the year of original adojition 
as standard or, in the case of revision, the year of last revision. 



Fig. 263. A typical panel after the spalling test. {Courtesy of the American Refractories 
Institute.) 

1. Scope. This method of test covers the procedure for determining the 
resistance of fireclay brick used for stationary boilers, malleable-iron furnace 
bungs, and incinerator furnaces to the separate and combined effects of structural 
and thermal spalling. This method makes use of the general requirements and 
procedure prescribed in the Method of Panel Test for Resistance to Thermal 
and Structural Spalling of Refractory Brick (ASTM Designation C 38) of the 
American Society for Testing Materials and supplements that method by giving 
the detailed requirements of the procedure to be followed in testing refractories 
for use in stationary boilers, malleable-iron furnace bungs, and incinerator furnaces. 

^ ASTM Standards are subject to revision. The Society's headquarters, in Phila¬ 
delphia, may be consulted for the latest information. 
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2. Apparatus and Test Specimens. The apparatus and test specimens shall 
be in general as described in the Method of Panel Test for Resistance to Thermal 
and Structural Spalling of Refractory Brick (ASTM Designation C 38) of the 
American Society for Testing Materials. 

3. Procedure. The procedure shall be in general as outlined in the Method 
C 38, supplemented by the })rocedure for preheating and spalling as prescribed 
in the following Se(5S. 4 and 5. 

4. Preheating Test Panels, a. The test brick shall be laid up with kaolin 
having a pyrornetric cone etjuivalent not below cone No. 34. 

h. The test panels and dummy brick shall be insulated with group 26 insulat¬ 
ing firebrick weighing 46 ± 2 lb per cu ft. 

c. The temperature of the panel faces shall be maintained so as to average 
29]0°F (1600°C) by means of a gas-fired furnace for a period of 24 hr. 

d. The furnace gas pressure during the 24-hr preheating period shall be within 
the limits of 0.4 to 0.5 in. of water for gas-fired furnaces. 

6. Spalling, a. The panel insulation shall be removed. 

5. The gas-fired furnace shall be operated so as to obtain a temperature of 
2550°F (14CK)°(]) before the panels are cooled by means of the blast. 

c. The period for heating shall be 10 min and for cooling 10 min making a 
20-min cycle. 

d. The cooling shall be accomplished by means of an air-water mist blast, 
which shall be delivered through a vertical manifold with an opening measuring 
Z }/2 by 24 in. as shown in the Method C 38. Air shall be delivered through each 
cooling unit at the rate of 1,400 cu ft per min. The water used in the four spray 
units shall be filtered and measured by means of a meter. The spray nozzles shall 
be regulated so as to deliver water at the rate of 23 ^ gal during the first 8 min of 
the cycle. No water shall be used during the last 2 min. The cooling units 
shall be operated with a reciprocating motion so as to pass back and forth across 
the surface of the entire panel, including the dummy guard brick, 125 times in 
10 min. 

e. The spalling treatment shall consist of 12 cycles, after which the furnace 
shall be shut off and the panels given 2 additional cooling cycles without the 
water mist. 

/. After carefully dismantling the panel, the kaolin shall be scraped off with 
a trowel, removing such pieces of the brick that separate easily. No attempt 
shall be made to separate pieces that might be removed by prying or tapping. 

STANDARD METHOD OF PANEL TEST FOR RESISTANCE TO 
THERMAL AND STRUCTURAL SPALLING OF SUPER DUTY 
FIRECLAY BRICK 
ASTM Designation: C 122-42 
Adopted, 1937; Revised, 1940, 1942, 1945, 1947 

This Standard of the American Society for Testing Materials is issued under 
the fixed designation C 122; the final number indicates the year of original adop¬ 
tion as standard or, in the case of revision, the year of last revision. 
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1. Scope. This method of test covers the procedure for determining the 
resistance of super-duty fireclay brick to the separate and combined effects of 
structural and thermal spalling. This method makes use of the general require¬ 
ments and procedure prescribed in the Method of Panel Test for Resistance to 
Thermal and Structural Spalling of Refractory Brick (ASTM Designation C 38) 
of the Ameri(^an Society for Testing Materials, and supplements that method by 
giving the detailed requirements of the procedure to be followed in testing super¬ 
duty fireclay brick. 

2. Apparatus and Test Specimens. The apparatus and test specimens shall 
be in general as described in the Method of Panel Test for Resistance to Thermal 
and Structural Spalling of Refractory Brick (ASTM Designation C 38) of the 
American Society for Testing Materials. 

3. Procedure. The procedure shall be in general as outlined in Method 
C 38, supplemented by the procedure for preheating and spalling as prescribed 
in the following Secs. 4 and 5. 

4. Preheating Test Panels, a. The test bri(*k shall be laid up with kaolin 
having a pyrometric cone equivalent not below cone No. 34. 

h. The test panels and dummy brick shall be insulated with group 26 insulat¬ 
ing fire brick weighing 46 ± 2 lb per cu ft. 

c. The temperature of the panel faces shall be maintained so as to average 
3000®F (]650"’C) by means of a gas-fired furnace for a period of 24 hr. 

d. The furnace gas pressure during the 24-hr preheating period shall be within 
the limits of 0.4 to 0.5 in. of water for gas-fired furna(*es. 

5. Spalling, a. The panel insulation shall be removed. 

h. The gas-fired furnace shall be operated so as to obtain a temperature of 
2550°r (1400°C) before the panels are cooled by means of the blast. 

c. The period for heating shall be 10 min and for cooling 10 min making a 
20-min cycle. 

d. The cooling shall be accomplished by means of an air-water mist blast, 
which shall be delivered through a vertical manifold with an opening measuring 
3K by 24 in. as shown in the Method C 38. Air shall be delivered through each 
cooling unit at the rate of 1,400 cu ft per min. The water used in the four spray 
units shall be filtered and measured by means of a meter. The spray nozzles 
shall be regulated so as to deliver water at the rate of 2J^ gal during the first 
8 min of the cycle. No water shall be used during the last 2 min. The cooling 
units shall be operated with a reciprocating motion so as to pass back and forth 
across the surface of the entire panel, including the dummy guard brick, 125 
times in 10 min. 

e. The spalling treatment shall consist of 12 cycles, after which the furnace 
shall be shut off and the panels given 2 additional cooling cycles without the 
water mist. 

/. After carefully dismantling the panel, the kaolin shall be scraped off with 
a trowel, removing such pieces of the brick that separate easily. No attempt 
shall be made to separate pieces that might be removed by prying or 
tapping. 
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In using the ASTM panel test for spalling, the following losses are 
generally used as limits. 

Average Weight 


Conditions Loss, Per Cent 

Average spalling. 15 

Moderat(‘ly severe. 10 

Severe (malleable furnace bungs). 5-7.5 

PJxtnuiudy severe (super duty class). 4 


The ASTM panel spalling test equipment has been installed in a num¬ 
ber of laboratories and, in spite of the considerable cost of operation and 
large floor space required, has been well worth while when reliable spalling 
results are required. This test is valuable to the producer of refractories 
for a control test of his product and for the development of improved 
refractories. It also is of aid to the consumer in assuring that the standard 
of quality of the refractories purchased is adhered to. Those who do not 
have enough testing to justify the cost of this equipment may have their 
produ(;t tested at a commercial testing laboratory. 

The U.S. Navy simulative service furnace, as described in Chap. XVII, 
can be used for a spalling test with results agreeing well with those obtained 
in service. 

8. Spalling Characteristics of Various Bricks. In Table 80 are givcm 
the spalling resistance of a number of fireclay brick as measured by the 
ASTM panel spalling test. 

Silica brick are not at all resistant to spalling in the low-temperature 
range; but once they are above the inversion temperature, they are very 
resistant to wide changes in temperature be(;ause of the flatness of the 
expansion curve in this region. This is the reason that they give such good 
service in regenerative furnaces. 

Chrome and magnesite brick, because of their rather high coefficient of 
thermal expansion, are not so resistant to spalling as fireclay brick, but 
great improvements have been made in the last few years in providing a 
more flexible structure^^®^ and thus increased resistance. 

Silicon carbide brick have an excellent resistance to spalling. 

9. Effect of the Brick Structure on Spalling. The structure of the 
brick and the method of manufacture have a considerable influence on 
spalling. Data given below illustrate the effect of various factors. These 
data are for one particular clay and will not be exactly the same for others, 
but the trend should be general. 

Effect of Grog Size. A number of bricks were made up with various 
sizes of grog, other conditions being the same. The spalling resistance for 
each grog size is given in Table 81. The spalling resistance increases 
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Table 80. Spalling Resistance op Fireclay Brick by the ASTM Panel 

Spalling Test* 

(Courtesy of the American Refractories Instituted 


Method of 
manufacture 

Brand 

No. 

Loss in panel 
spalling test, 
per cent 

Porosity, 
per cent 



12.8 

17.8 

Hand-made.. 

fe 

8.0 

25.0 



6.3 

24.0 


(d 

21.0 

22.4 


/E 

25.0 

15.7 


(f 

28.0 

13.7 

Stiff-mud. 

Jg 

20.5 

20.1 


/H 

1 2.5 

24.4 


\I 

0.5 

30.0 


/J 

14.8 

20.9 


\K 

5.5 

16.7 

Dry-press. 

<L 

13.0 

17.5 


(M 

2.0 

23.0 


' N 

1.0 

14.0 


* 'Fhewe parii^lH were proheat<‘(l 1(»0()®C aerordin^ to speeifications C-107. 


steadily with the grog size foi- a given burning temperature. These results 
were obtained on single brit^ks, and somewhat different values might be 
obtained by panel spalling methods. 


Table 81. Effect of Grog Size on Spalling Resistance 


Burned at 

1649°C. (3000‘’F.) 

1677'^a (3051"F.) 

1704°C. (3099“F.) 

2 mesh. 

20 cycles 

12 cycles 

5 cycles 

3}4 mesh. 

11 cycles 

6 cycles 

3 cycles 

4 mesh. 

6 cycles 

3 cycles 

1 cycle 

20 mesh. 

1 cycle 

1 cycle 

1 cycle 


Effect of Amount of Grog, In Fig. 264 is plotted a curve of spalling 
resistance against percentage of grog. It is interesting to note that the 
maximum spalling resistance occurs at 40 per cent of bond, or at the 
condition where the pores are just filled up. Above or below this point, 
the spalling resistance falls off rapidly, probably owing to loss of flexibility. 

Effect of Burning Temperature, Figure 265 shows a curve of spalling 
resistance plotted against burning temperature. There is a minimum 
value at 1620®C (about 2950°F) and a maximum at 1650®C (about 3000®F). 
This type of curve has been observed a number of times for this particular 
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brick, but it may not apply to all others. The minimum point is probably 
due to the decreasing flexibility of the structure with increased tempera¬ 
ture. Beyond 1600°C (about 2950°F), the free silica is dissolved and the 
coefficient of thermal expansion is lowered, which increases the spalling 
resistance up to 1635°C (about 3000°F). After this, the structure gets 



Fig. 264. 'i'ho intluonce of the amount of bond on spallinj? resistance. 


more rigid and the spalling resistance falls off. In general, it may be said 
that incu’easing the burning temperature decreases the resistance to spall¬ 
ing. This is shown in Table 82, where the spalling resistance is given for 
a number of bricks before and after preheating. Again it is probable that 
the hard-burned bricks would have shown up comparatively better if the 
spalling had be('n made with the panel test or in service. 



Fio. 265. Influence of burning temperature on spalling resistance. 
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Characteristics of a Good Spall-resisting Brick, We usually have a 
specified material from which to make a brick. With this material, it is 
impossible to alter the diffusivity appreciably, and only small changes can 
be made in the coefficient of thermal expansion. Therefore, if we desire 
to make the best spall-resistant brick from a given material, we must do 
two things: (1) make a structure having the greatest possible flexibility 
and (2) eliminate all possible flaws and laminations. 


Table 82. Effect op Preheating on Spalling Resistance 


Brick 

As burned, cycles 

rrchcatcd to 167()°C 
(30o8‘'J'') cycles 

Missouri. 

45 

4 

Missouri (diasporc). 

29 

13 


/ 12 

1 


18 

4 

Pennsylvania. 

i 

i:> 

\ 22 

1 

2 



1 

j 

1 4 

1 

Kaolin. 

12 

12 


Flexibility can best be obtained by using a large size of grog, a high 
degree of porosity, and a low degree of vitrification. These characteristics 
cannot be obtained to a high degree without sacrificing others of consider¬ 
able importance. For example, bricks could easily be made to withstand 
50 cycles in the air-spalling test; yet they would be mechanically weak and 
would probably have a high residual shrinkage. It has often been noticed 
that when a series of bricks are tested for spalling, there will be a great 
variation between the best and the worst out of the same lot. Where it 
is known that these bricks were made by identically the same process and 
that they all were burned at the same temperature, we can conclude only 
that the difference in spalling resistance is due to some lack of homogeneity 
in the structure of the brick. It is impossible to state definitely that any 
one method of making bricks gives the best or the worst spalling results, 
although it is generally found that re-pressed bricks, when properly tem¬ 
pered, give greater uniformity in the spalling test. We are greatly in need 
of a simple test to determine which bricks in a given lot will give a poor 
resistance to spalling. Some investigations have been made to test each 
brick by noting the sound emitted when struck with a hammer; but as yet, 
no very definite results have been obtained along this line. The recent 
work of Ford and Rees^^^ on magnesite bricks is very valuable in correlating 
structure and spalling resistance. 
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HEATED £NO 



266. A type of 
spalling fracture 
often oceurring in 
service. (,/. Am. 
('eram. Soc.) 


Fig. 267. 1'ension 
crack in end of a 
brick due to spalling. 
(./. Arn. ('eram. *Soc.) 



Figs. 268 and 269. Boiler furnace wall showing spalling under oil-fired conditions. (Stone 
and Webster Company.) 
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10. Spalling Fractures in Service. The types of spalling fracture in 
service walls are quite varied. Perhaps the most typical is that shown in 
Fig. 266, which consists of two shear cracks coming together at the center 
of the brick. There is often a small tension crack in the end of the brick, 
as shown in F^ig. 267. The fracture corresponds well with the determined 
stresses for this condition. This type of failure is not often serious, because 
the fragments are so large that they stay in place. 

In other cases, the wall is pretty well shattered, as 
shown in Figs. 268 and 269. 

Another type of spalling failure is the separation 
of a thin layer of material from the face of the bi'ick, 
as shown in Fig. 270. This usually occurs with bricks 
of low vitrifying points or with slagged surfaces, and t he 
fracture runs between the vitrified material and the 
body of the brick. Often layer after layer will peel 
off, giving a considerable length of service before th(‘ 
wall becomes too thin. 

Exposed corners in a furnace are quite subj(H?t to 
spalling and should be avoided in design where possible. 

This type of failure by shear is shown in Fig. 271. 

Spalling in a wall is greiatly augmented by com¬ 
pression loads due to expansion. Expansion joints 
should be left at least every 15 ft and should amount 
to to 1 in. Another method is to place a slip of thin 
(•ardboard between bricks in each vertical joint (or 
thicker pieces in alternate joints). These will burn out 
and allow each brick to expand freely, and yet there 
will be no general movement of the wall. Thin pieties 
of steel, which are pulled out as the wall progresses, 
have sometimes been used instead of the cardboard. 

In the case of arches, there is often a pinching off 
of the tips due to temperature strains. Care, however, should be taken 
to see that there is clearance between the inner ends when temperature 
or load conditions are severe. 

Failure due to heating wet brickwork rapidly is sometimes considered 
spalling. The remedy is obvious. Mechanical breakage when slicing off 
slag deposits is also classed as spalling by some people. The brick manu¬ 
facturer can do little to help this failure except to supply the hardest bricks 
that will stand the temperature changes. 

There has perhaps been too great a tendency for manufacturers and 
users of refractories to specify brick with a good spall-resisting quality, as 
judged by the laboratory test. Many cases have come up where a hard, 



Fig. 270. Sei)ara- 
tion of a tliin layer 
due to vitrifieation. 
{J. Am. Ceram. Sor.) 



Fig. 271. Spalling 
of exposed corners of 
a furnace. 
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dense brick has stood up in service far better than one with a good spall-test 
record. This is probably due not to any fault in the test but to conditions 
of mechanical loads in service not encountered in the laboratory. 
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CHAPTER XVI 

THE REACTION BETWEEN REFRACTORIES AND 
SLAGS OR GLASSES 


1. Chemical Effect of Slag Action. In general, slag action can be 
divided into chemical effects and physical effects, the first of which will 
now^ be considered. 

Equilibrium Conditions. It is very important to make a distinction 
between equilibrium conditions and the rate of reaction. For example, if 
an intimate mixture of magnesia and silica is maintained at a definite 
temperature, it will, after a certain length of time, he converted into mag- 



Fig. 272. Composition triangles in system CaO-SiO-r-FeiOs. (IF. C. Hansen and R. H. 
Hogue, J. Am. Chem. Soc.) 


nesium silicate with a relatively low melting point. When the conversion 
is as complete as the proportion of the substances permits, equilibrium is 
attained and no further change will occur at that temperature. If the 
temperature is low, this reaction will progress with extreme slowmess; but 
on the other hand, if the temperature is high, the reaction will take place 
rapidly; however, in each case, a state of equilibrium will be reached. It 
will first be advisable to investigate the equilibrium conditions for the com¬ 
binations of various slags and refractories; for if the equilibrium conditions 
produce no material melting at a temperature low^er than that at which the 
refractory is maintained, there can be no serious slag reaction. In such a 
case, the rate of reaction w^ould not concern us. Usually, however, the 
slag or the material produced by the reaction of the slag w ith the refractory 
melts at a lower temperature than that maintained in the furnace. 

453 



454 


refractories 


Owing to the great complexity of the materials entering into slag and 
glass reactions, we do not have very complete information on the equilib¬ 
rium diagrams concerned in these reactions. More data of this type are 
greatly needed. However, it can be stated in general that the slag reaction 
depends upon the fomiation of a low-melting compound or mixture. 

Composition of Slags and Glasses. Table 83 shows typical analyses of 
commercial slags and glasses. In general, each one has so many elements 
present that it is difficult to tie them in with any simple system; and when 
the elements in the refractory are added, the complexity is still further 
increased. 

Equilibrium Diagrams. It w^ill be seen from Table 83 that the systems 
particularly apphcable to slag-refractory reactions are 

Si02—AloOs—CaO (Fig. 224, Chap. XIII) 

Si02—Fe203-Ca() (Fig. 272) 

Si02-~Ca0—Na20 (Fig. 273) 

It should not be forgotten that small amounts of some other materials 
such as PbO or F may greatly influence the slag action. 

Rate of Reactions. The second factor in slag reactions is the rate at 
which reactions occur. Suppose that a refractory is w^ashed by a slag 
capable of combining with the refractory to form a low-melting compound. 
If the reaction occurs rapidly, these low-melting compounds will be fonned 
in considerable quantities and will run off the face of the wall, thereby 
exposing fresh surfaces for the attack of the slag; therefore the slag resist¬ 
ance of the refractory will be poor. On the other hand, let us suppose that 
the same low-melting-point compounds are formed but that the rate of 
reaction is slow. Then the compounds will be formed in small quantities, 
and the resistance of the refractory to the slag may be good. This is the 
reason why the prevalent idea that basic refractories must be used with 
basic slags and acid refractories with acid slags is not necessarily true. 
Although the acidic and basic qualities determine the formation products, 
they do not necessarily determine the rates of reaction. For example, 
magnesite will stand up well under the action of certain highly siliceous 
slags, and silica bricks are known to give good service in lime kilns under 
highly basic conditions. 

The rate of reaction is greatly influenced by the temperature. In 
many instances, an increase of 1()°C (18°F) will double the rate of reaction. 
This is the principal reason why certain refractories will resist slag very 
well at the usual working temperatures but will be rapidly eaten away if 
the furnace temperature is increased by 50®C (about 90°F). Unfortu¬ 
nately, practically no information is available, owing mainly to the experi¬ 
mental difficulties, on the rate of reaction of the materials in which we are 



Table 83. Analyses of Typical Slags and Glasses 
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Fuel 

oil 

44.0 

1.3 

27.7 

22.5 

3.3 

1.0 

Boro- 

silicate 

glass 

80.6 

2.0 

0.2 

0.2 

0.3 

3.8? 

0.6) 

0.7 

Opal 

glass 

65.8 
6.6 

10.1 

3.8 

9.6 

5.3 

Win¬ 

dow 

glass 

72.10 

0.80 

0.08 

9.10 

1.30 

16.20 

0 5 
Trace 

Heating 

furnace 

17.0 

3.9 
75.3 

0.7 

0.8 

0.1 

1.9 

0 1 

Blast 

furnace 

36.8 

11.7 

3.4* 

0.5 

43.4 

2.5 

0.9 

0.6 

Basic, 

open 

hearth 

23.3 

0.3 

26.6* 

1.0 

38.0 

7.0 

4.2 

0.1 

Acid, 

open 

hearth 

50.1 

3.0 

30.3* 

1.5 

2.3 

0.9 

11.7 

Trace 

Coal 

ash. 

Ill. 

CO ^ ^ 

^ 1-H <N 

Coal 

ash, 

Ind. 

03 

(N to CO CO ^ l> 

CO g 

Kh S 

a s, 03 

a 

47.4 

29.0 

34.5* 

9.4 

1.4 
0.4 

1.5 
0.5 
0.3 

Lead 

blast 

furnace 

32.6 

3.1 
30.4* 

19.1 

1.8 

0.9 

8.3 

0.2 

1.2 

Portland 

cement 

clinker 

21.9 

5.6 

4.6 

65.8 

1.4 

0,2 




♦Chiefly FeO. 
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interested at high temperatures. However, the rea(*tion rate may 
approximately expressed by the following equation of Arrhenius: 



where K— the reaction velocity at temperature 7'i, deg abs 
= the reaction velocity at temperature T 2 , deg abs 
A = a (‘onstant of the reaction 



Fig. 273. Part of the ternary system NaaO-CaO-SiOa. (Hall and Insley,) 
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The value of A varies but is in the neighborhood of 10,000 for clays and 
fluxes. 

2. Physical Effects of Slag Action. Velocity of Flow. As the rate of 
reaction is dependent upon the concentration of the slagging material on 
the surface of the refractory, it is evident that the more rapid the move¬ 
ment of the liquid slag over the refractory surface the more rapidly the 
fresh slag will be presented to the surface. It is well known that a liquid 
may flow in two ways. The first is a streamline flow, where the direction 
of the flow is parallel to the surface over which it is flowing; and the second, 
a turbulent flow, where the particles of the li(}uid are undergoing motion 
in various directions. The transition from streamline flow to turbulent 
flow depends upon the size, velocity, and viscosity of the melt. It is evi¬ 
dent that turbulent flow is much more effective in bringing fresh slag to 
the surface than is streamline flow; so it is desirable to keep the velocity of 
flow low and the viscosity high. As the viscosity is dependent upon the 
temperature, we have another reason why high temperatures promote 
more rapid slag reaction. It may be said that in general, all slag flows are 
of the streamline type where the slag is flowing in thin layers over the 
refractory but, in the cases where the slag is in large quantities, as in glass 
tanks, the flow may be of the turbulent type for the more fluid glasses. 

Diffusion in the Melt. Another physical effect that has an influence on 
the rate of slag attack is diffusion through the molten slag. Very little is 
known about the rate of diffusion of substances at high temperatures, but 
it is possible that this effect is quite important in bringing the reacting 
substances together. Bowen has shown that the rate of diffusion of sili¬ 
cates of the type of diopside in each other at 1500®C (about 2730°F) is 
comparatively rapid. The rate of diffusion is proportional to the viscosity 
and therefore depends largely upon the temperature of the melt. 

Gas Diffusion through Melt. Sosman has suggested that another type 
of diffusion may have considerable influence on slag action. This is the 
phenomenon of the diffusion of gases through the melt. It has been shown 
that hydrogen and helium will pass through vitreous quartz glass at high 
temperatures so rapidly as to assume the character of an actual flow of gas. 

Slag Penetration. In the previous discussion, we have considered the 
reaction occurring between the surface of the refractory and the molten 
slag. If the refractory is a dense material, this surface will be smooth; but 
on the other hand, if the refractory is porous, the surface may be consid¬ 
erably increased owing to penetration of the slag into the pores. A number 
of refractories are made from a hard grog and a softer bond, in which case 
the slag will react with the bond more rapidly than with the grog particles 
and will allow the latter to project from the surface. It often happens 
that these grog particles are carried away in the melt before they have 
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become dissolved. This has been noticed in glass melts and, of course, is 
harmful to the glass. Other types of refractories, even though composed 
of homogeneous material, will allow the rapid penetration of the slag into 
the interior. 

Recent results on glass-tank blocks have shown that a high porosity 
may not cause susceptibility to slag action, provided the pores are all 
below a size that will allow the slag to be drawn in by capillary forces. On 
the other hand, flaws, laminations, or cracks are very harmful and allow 
rapid slag penetration. 

Wetting of the Surface by Sla.g. There is another side to slag reactions 
which has not, it is believed, been generally discussed, i.e., the wetting of 
the refractory surface by the molten slag. It has been noticed that when 
certain slags are applied to some refractories, they will melt on the surface 
and form in drops without wetting the surface. A refractory, under such 
conditions, is practically unaffected by the slag. This condition is just the 
opposite of many other cases, where the slag is drawn by capillary attrac¬ 
tion deep into the pores. It seems 
quite reasonable to believe that the 
wetting by the molten slag in contact 
with the refractory may have a very 
important influence on the slag resist¬ 
ance of that refractory, and data on 
the surface tension under these condi¬ 
tions would be of considerable value. 

3. Laboratory Slag Tests. Of all 
laboratory tests for refractories, the 
least satisfactory is the slag test, for 
it is difficult in a reasonably short 
time to evaluate the resistance of a 
refractory. To accelerate the action 
by higher temperatures or by a greater 
flow of slag may materially alter the 
conditions of reaction. 

Early Methods of Test. Some of the proposed methods of slag testing 
consisted in measuring the penetration of slag into the refractory, the fusion 
point of powdered slag and refractory when mixed together, and the 
petrographic study of mixtures of slag and refractory after definite heat- 
treatments. These methods measure some factors of slag reaction but not 
by any means all of them. 

Refractory in Slag Baths. A number of experimenters have measured 
the resistance of a refractory to slags by suspending them in a bath of 
molten slag, with motion to bring new slag to the surface. The test of 
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Eiidell, Fehling, and used this method with considerable success. 

Running Slag Test, Another method suggested by Prof. G. B. Wilkes 
consists of heating a single brick or a column of bricks to a uniform tem¬ 
perature and regularly dropping powdered slag on top, allowing it to run 
down the face in a groove, as shown in Fig. 274. The depth to which this 
groove has been cut at the end of the test gives a very good indication of 



the slag resistan(;e of the brick, because the test is carried on under condi¬ 
tions closely approximating those of service. Although this test gives 
excellent relative values, it is not a quantitative test and does not maintain 
a proper temperature gradient from the slag surface to the other face. 
Hartmannused a similar method with a small specimen in an electric 
furnace. 

Spray Slag Tests. Perhaps one of the most satisfactory tests consists 
in spraying powdered slag against the heated refractory. A number of 
experimenters have used this method, but the most practical furnace is 
that used by Hursh^^^*’^^ as shown in Fig. 275, Here the powdered slag is 
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fed through a revolving burner impinging on the test bricks set on the inside 
of the cylindrical furnace. Thus, all the bricks get the same treatment and 
the temperature gradient through the bricks is similar to that found in 
service. If the test is run for several days, truly quantitative values can 
be obtained. 

Tanks for Testing Glass Refractories, The only really satisfactory way 
to test glass-tank blocks is to use them in a small tank that is fed and drawn 
at regular intervals. A satisfactory tank for this purpose, shown in Fig. 
276, is about the minimum size that can be used successfully. A 2-weeks^ 
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Fig. 276. Small tank with a 3 X 5 ft melting chamber. {Courtesy of the Babcock and 
Wilcox Company.) 

run will give a fair indication of the resistance to the glass, but a longer 
run is sometimes desirable. McMullen describes a small test tank for 
glass tank blocks that is heated by globars. 

4. The Slag Resistance of Refractories. There are so few really 
quantitative data on the resistance of refractories to slags that it would 
seem impossible at the present time to give a table of values that would 
mean very much. However, from our experience in the use of refractories, 
certain conclusions can be drawn, which will be discussed in Part IV. 

6. The Products Formed in Slag Reactions. Fireclay Refractories and 
Coalnash Slag, The microscopic examination of the boundary layer 
between the slag and refractory indicates several definite zones that are 
generally present in all slagging of this nature. A study of these condi¬ 
tions has been made by McDowell and McVay and Hursh,^^^®^ 

and others. On the furnace side, there is a layer of slag that at high tern- 
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peratures may be very thin, perhaps 1 mm, but at lower temperatures may 
build up to a coating of several centimeters. This layer of slag usually 
contains anorthite, Ca0 Al 203 - 2 Si 02 , associated with iron oxide, which 
may be in any of several forms, depending upon the atmosphere of the 
furnace as shown in Fig. 277. Mullite crystals are also present, but they 
usually contain iron oxide in solid solution. 



Fio. 277. Thin section of Illinois coal-ash slag which was slowly cooled. The large crystals 
shown is feldspar; 250 diameters, with crossed Nicol prisms and a gypsum plate. 

The next zone, which is the transition zone between the slag and refrac¬ 
tory, contains mainly large and well-developed mullite crystals. As in 
nearly every case of slagging between firebrick and slag or glass, the devel¬ 
opment of mullite crystals is accelerated in this intermediate zone. 

The next zone is in the body of the refractory itself and generally shows 
some penetration of the slag into the pores of the brick and, in many cases, 
the initial solution of particles of the refractory. 

In the case of a firebrick crown that is swept by powdered slag, stalac¬ 
tites form and drip off the roof. Here the composition may be somewhat 
different from the slag on the side walls because more time is available for 
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equilibrium to be established before the slag runs off. An examination of 
the stalactites shows magnetite and anorthite crystals well developed; and 
in a few instances, mullite crystals have been observed. 

High-alumina Refractories and Coal-ash Slag. Refractories containing 
a high percentage of mullite, which have been made from kyanite and 
diaspore, show somewhat different characteristics under the action of slag. 



Fig. 278. A thin section of a sample of opal glass which was near the refractory, showing 
dendritic crystals of cristobalite; 1,200 diameters, with ordinary transmitted light. 


The first characteristic that will be noticed is that the slag penetrates 
deeply into the refractory and leaves little on the surface. On the surface 
of the refractory, which is only lightly covered with slag, mullite crystals 
predominate; but as we penetrate farther into the body of the refractory, 
corundum crystals increase in number until they may be equal in volume 
to the mullite. The zone of corundum crystals seems to give a weaker 
structure than the zone of interlocking mullite crystals and may present a 
zone of weakness that will cause spalling. The formation of the corundum 
crystals indicates a more rapid solution of the silica than of the other con¬ 
stituents, leaving excess alumina behind. 
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Siliceom Fireclay Refractories and Soda-lime Glass. The constituents 
formed between refractories and glass have been examined by Insley/®**^ 
Wilson/®^^ and Kai-Ching-Lu/^®^' The hottest zone between the glass and 
the refractory is generally milky white or brownish and contains cristobalite 
crystals in glass. Corundum plates and nephelite crystals are sometimes 
observed here. The next zone as we approach the refractory is a white 



Fig. 279. Thin section of opal glass taken at a point very close to the refractory. A large 
number of dendritic cristobalite crystals and a few corundum crystals are seen. A few uni¬ 
dentified crystals of high index are present in this slide; 80 diameters, with ordinary trans¬ 
mitted light. 

layer containing mainly mullite crystals. The refractory itself shows 
penetration of the glass into the pores, but this is not evident at any dis¬ 
tance from the surface. Thin sections shown in Figs. 278 to 281 give a 
clear picture of the crystal formation in glass. 

AluminoiLS Fireclay and Soda-lime Glass. In this case, the hottest 
zone is a brown layer containing soda-lime feldspars imbedded in glass. 
The next layer is white and consists of mullite crystals imbedded in 
alumina glass with corundum crystals. The latter are formed from the 
alumina-saturated glass in this zone. 
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Silica Brick and Iron. A careful examination of silica roof brick by 
Scott'**®' shows the follo^ving characteristics: The hot end of the brick is a 
gray zone of cristobalite crystals and magnetite, with perhaps a few tridy- 
mite crystals at the cooler end; the next cooler zone is black and consists 
of tridymite, magnetite, and a small percentage of cristobalite; the cooler 



Fio. 280. Thin section of a glass stone, composed of nephelito which was formed by materials 
dropping from the crown into the melt. The material at the lower left-hand corner, con¬ 
taining inclusions, is the nephelite. The long slender needles appearing at the edge of the 
stone are of feldspar; 265 diameters, with crossed Nicol prisms and gypsum plate. 


end of the brick consists of cristobalite, tridymite, and quartz, the last 
increasing; toward the outer end of the brick. 

In the hearth, fayalite, re 2 Si 04 , and tridymite were found in a brown 
glass. In the hotter portions, some cristobalite was found and about 20 
per cent ferrous oxide was generally present. Iron silicates do not usually 
form in large quantities but were present only where the conditions were 
reducing. 

Magnesite and Iron. In general, magnesite in contact with iron or its 
oxides gives periclase crystals with iron in solid solution, together with 
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some crystals of magnesioferrite. When lime is present, calcium oxide 
crystals are formed, sometimes of large size. Crystals of tricalcium sili¬ 
cate have been observed. 

Zerfoss and Davis*'^'** give an excellent discussion of the theories of 
bursting when chrome-magnesite brick comes in contact with iron oxide. 



Fig. 281. Thin section of a stone in a glass melt. This stone was caused by a particle of the 
refractory being eroded from the side of the glass tank; 500 diameters, with crossed Nicol 
prism and gypsum plate. 


They conclude on the basis of their work that the chromite grains act as 
nuclei for the growth of Fe 304 and that this growth causes the bursting. 

Fireclay Refractories and Iron. The main constituents formed by this 
reaction are iron silicates and mullite, with iron in solid solution. 

Alkali Vapors and Refractories. Alkali vapors or dust are encountered 
in many industrial furnaces such as glass tanks, boiler furnaces, and blast 
furnaces. Much work has been done in the last few years on this subject 
as shown by the references. Siliceous-type bricks are not so resistant 
to alkali vapors as fireclay or aluminous types of brick, owing to the forma¬ 
tion of a liquid slag in the first case. According to Hartmann, magne- 
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site brick are very resistant. Hard firing and low porosity increase the slag 
resistance of any brick. 

Other Slags. The reaction between refractories and other slags has not 
been studied to any great extent. Audley^^®^' examined the zinc-fireclay 
reaction and found the occurrence of a zinc spinel. Turnerand 
McSwiney^^^'^^ have discussed the action of arsenic in glass on refractories, 
but no definite conclusions have been reached. 

We need information on the products formed by copper, lead, and tin 
when in contact with various refractories. Little is known of the slag 
reactions with chromite, zirconia, and zircon. 



Fig. 282 . Slag erosion of a boiler furnace wall. {Courtesy of Commonwealth Edison 
Company.) 

6. Gases and Refractories. Carbon Monoxide. It has been known 
for a number of years that CO gas at certain temperatures weakens the 
structure of a firebrick. This effect is particularly noticeable in blast¬ 
furnace finings and zinc retorts, A number of investigators have studied 
the problem, such as Mitra and Silverman, Hubbard and Rees,^^^ and 
many others listed in the references. In general, it is believed that the 
starting point of the disintegration is the ferric oxide spots in the refrac¬ 
tory. The ferric oxide is reduced to ferrous oxide, which acts as a catalyst 
to break up the CO to CO 2 and C, forming a deposit that causes the dis¬ 
integration. This reaction takes place only between 420 and 470*^C 
(788 to 878°F). It is believed by Mitra and Silverman that the magnetic 
oxide of iron Fe 804 is not susceptible to this action. 
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A brick to resist CO must be either very low in iron or fired at a tem¬ 
perature high enough to allow the iron to combine with the silica and 
alumina in the brick. 

Hydrocarbon Gases. A number of investigators have studied the 
embrittling effect of hydrocarbon gases on fireclay brick in the cracking 



Ftq. 283. Detail of typical slag erosion. {Courteay of Commonwealth Edison Company.) 



Fig. 284. Detail of slag erosion. Note the grooving effect. {Courtesy of Commonwealth 
Edison Company.) 


range of temperature. The action seems to be similar to that of 

CO, i.e.j a deposition of carbon. 

Steam. In some cases as in water-gas generators, steam has shown a 
weakening influence on refractories. 

Oxygen. Silicon carbide refractories have a tendency to oxidize 
slowly. Many efforts have been made to prevent this by glazing the sur- 
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face as described by Walton or by removing catalytic agents as described 
by Hartmann/^®^ 

Chlorine. Richardson shows that chlorine forms volatile ferric 
chloride, which tends to purify and in some cases weaken the refractory. 
Owing to the iron removal, their resistance to CO increased. 

7. Reaction between Different Refractories in Contact. It is often 
desirable to know the maximum safe temperature at which one refractory 
can be heated when set on another. Our available data are not very exten¬ 
sive, and many factors, such as purity and atmosphere, have not been 
under complete control. Howev^er, Table 84 gives some data on commer¬ 
cial refractories, and Table 49, in Chap. X, gives data on pure materials. 


Table 84. Initial Reaction Temperatuiies, °F 


Material 

Z ire-or 

1 

Zir¬ 

coiiia 

MaK- 

nesite 

Silicon 

carbid(‘ 

Chrome 

P'or- 

sterite 

Fused 

alumina 

Kaolin 

SupiT- 

duty 

Magnesit(‘ 

Zircoiiia. 

2800 

i 

! 3c;oo 

None 

1 

2800 

>2800 

>2800 

>2800 

3300 

2500- 

2600 

2500- 

2600 


Remrney^^^'^^ points out that in some specimens, siu^h as a 91 per cerit 
alumina brick, the glassy phase may become sufRciently fluid at high 
temperatures to drain out of the brick and leave nearly pure alumina 
behind. 

8. Slag Erosion in Service. The deterioration of refractories by slag 
is very siwious in many types of installation. The action is particularly 
severe in boiler furnaces where low-grade coal is burned, as the slag 
formed is a very active flux. In many cases, the only solution to the prob¬ 
lem is to use air or water cooling. Although it might be possible to find a 
more resistant refractory than fireclay brick, such as magnesite or spinel, 
the rapid heating and cooling of the boiler furnace make the use of these 
easily spalled materials impossible. Efforts should be made in the design 
to minimize the flow of slag over the hotter surfaces. 

In Figs. 282 to 286 are shown typical boiler-furnace walls that have 
been eroded by slag. The vertical grooves formed by the running slag 
are representative. Where the melting point of the ash is high or the 
temperature of the furnace is low, the ash will not flow but will form a 
protective coating on the wall. If this coating does not build up so thickly 
that it tears off the face of the wall, it serves as a protection to the refractory. 

The slag erosion in forging and heating furnaces by the molten mill 
scale is serious in the bottoms. Magnesite and chrome bottpms have been 
tried with considerable success under these conditions (Fig. 287). 
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Fkj. 2S5. A wall coated with a high-fusion-point slag. {Courtesy of Stone and Webster,) 



Fia. 286. Bad grooving by slag on an inclined wall. {Courtesy of L. E. Hankison.) 
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In steel- and iron-melting operations, the high temperatures and active¬ 
ness of the slag make the conditions for the refractory very severe. In 
the open hearth, the continued high temperature allows the use of magne¬ 
site or silica bottoms. Where fireclay refractories are used, as in the 
cupola, frequent patchings are necessary. High-alumina refractories seem 
to show good service in cement kilns (Fig. 288). 



Fig. 287. Thin section of magnesite refractory which was used in a high-temperature 
furnace. The dark material in this section is magnesite which contains a considerable 
amount of iron rendering it fairly opaque. The light-colored crystals which can be seen are 
the result of the action of the slag on the magnesite; 60 diameters, with crossed Nicol prisms 
and gypsum plate. 


Glass tanks are maintained at an even temperature, and rather large 
blocks of fireclay refractory are generally used. However, the blocks are 
eaten away fairly rapidly at the metal line. The action of some glasses is 
much more severe than others. Not only is it important to have a long 
life for the blocks, but it is necessary to have a materiakthat will not form 
seeds or stones in the glass. The erosion of a typical glass tank is shown 
in Fig. 289 where the grooving of the blocks is evident. Recently, good 
results have been obtained with fusion-cast blocks having a high-mullite 
content and low porosity. The physical characteristics of the block may 
perhaps be more important than the chemical composition. 
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Fiq. 288. Thin section of a refractory used in a rotary (cement kiln. The charge has 
reacted to some extent with the refractory and partially eroded it, with the formation of lime 
feldspar, ^'hese arc the light-colored crystals which appear between the grains; 250 diameters 
with crossed Nicol prisms and gypsum plate. 



Fia. 289. Erosion of a typical glass tank. 
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CHAPTER XVII 


EXPANSION AND SHRINKAGE 

1. Methods of Measurement. A number of different methods have 
been employed to determine the coefficient of thermal expansion ol 
materials up to high temperatures. A few of the more satisfactory ones 
will be described. 



Fig. 290. Measurement of expansion with the Fizeaii interferometer. 


Interferometer Method, Where it is necessary to use a very small 
specimen, such as a section of glaze or enamel, the interference method, 
best illustrated by the Fizeau interferometer, ]g perhaps the most 

accurate. A cross section of this instrument is shown in Fig. 290. The 
specimen A can be in the form of a short cylinder or in three struts of equal 
length separating two fused quartz disks 6, which have been polished with 
optically plane surfaces. Light from the vacuum tube C is passed through 
the optical system D and down through the quartz-disk assembly. Light 
is reflected from the surfaces in contact with the specimen, and the resulting 
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beam is passed back through the optical system to the eyepiece E. A series 
of alternating dark and light bands are produced by interference. Tlu^ 
position of these bands is dependent upon the ndative distance between 
the two quartz disks, and eac'h band represents a distance of one-half wave¬ 
length of the particular light used. Of (tourse, the more nearly parallel the 
plates the broader will be the bands. 

When a lest is made, the specimen is put in place and the instrument 
carefully UikhI up until the baials appear in the fi(4d. The heater F is 

turmnl on, and the temperature slowly raised 
uNE to any (h'sinnl value while the numln'r of 
bands passing a vertical cross hair in (he 
eyepiece are counted. From the number oi 
bands and the wavelength of the light, th(' 
coefficient of thermal ex})ansion of the speci¬ 
men can be readily (a)rn})ut(Hl. Th(^ u])p('r 
temperature is limited by this method to 
about lOOtFC' (about 183()°f'). Discs of 
sapphire would permit going to temperature's 
of 1700°(^ (about 3090°F). 

Counting the passage of the bands visually 
is a tedious process. Also there is the dangei* 
of missing one or more bands. Recently, 
several devices have been used to simplify the 
observation. In one case, an image of the 
bands and crossline is thrown on a moving 
strip of film, giving a set ol lines as shown in 
Fig. 291. The number of lines and fractions 
crossing the reference line can readily be 
counted. Another method consists of using 
several band systems from sources having 
ViG. 291. iiitorfeicnce bands different waveleiigths. By an initial and 

taken on a moving-picture film. n i i- * r- i i i 

final reading on three sets ol bands, the ex- 
|)ansion can be computed without a continuous count. Since considerable 
manipulative skill is required to obtain good results with this instrument, 
it is not adapted to general plant use. 

Fused-quartz-tube Method. Another method, which will permit tests to 
be made at slightly higher temperatures, consists of forming the specimen 
into a small cylinder and placing it in a quartz tube surrounded by a heater. 
The expansion of the cylinder is transferred outside the furnace by a fused 
(juartz rod, the movement of which is measured by a micrometer telescope 
or dial.^^'^^ Expansions can be measured in this way to temperatures as 
high as 1100°C (about 2010°F).^®^ Other, experimenters have used fused- 
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quartz distance pieces to convey the movement to a dial micrometer. 
Such a device was used by Geller and Heindl.^^^^ 

A similar method is used by Heindl^^^^^ in a reducing atmosphere, where 
graphite can replace the fus(^d quartz and thus allow the attainment of 
much higher temperatures. Distance pieces of whiteware body were used 
by Geller and Bunting. Sapphire rods as distance i)i(H;es have permitted 
this method to be used to much higher temperatures. 

High-tcrnperature Memurenients. When it is desired to obtain the 
coefficient of thermal expansion of a specimen at higher temperatures, a 
somewhat diherent procedure must be followed. A method de\'eloped at 



Fig. 292. Furnace used to inea.suie the coefficient of expansion of refractories. 


the Babcock & Wilcox laboratoryhas proved quite satisfactory up to a 
temperature of 17()()®C' (about 3(395°F). A specimen 9 in. long and 1 in. 
scjuare is evenly heated, and its length measured directly with micrometer 
telescopes. 

A drawing of the furnace is shown in Fig. 292. The specimen is placed 
on a level l)ed of loose sand composed of some refractory material, sutdi as 
fused alumina. Around the specimen is a silicon carbide muffle, which 
ensures an even heating of the specimen. The heat is supplied to the fur¬ 
nace by a gas burnfu’, the flame passing over the muffle and down around 
it to the exit flue and then out through the two stacks. Sight tubes pass 
through the furnace at the ends of the specimens and are cemented tightly 
to the v/alls of the muffle. The telescopes are sighted through these tubes 
across the ends of the specimen. Because of the excellent black-body 
conditions in the muffle, it would be quite impossible to distinguish the end 
of the specimen from the wall, so the sight tube is continued through on 
the other side of the furnace, and a powerful electric light with a ground- 
glass screen is placed at the end of the tube in order to provide a background 
brighter at all temperatures than the end of the specimen. The back¬ 
ground must have an effective temperature higher than the highest 
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reached by the specimen in order to give contrast. The light should be 
used for all readings, for there is an apparent shift in the image when a dark 
background is used. \ 



Fiq. 293. Expansion curves for a number of refractories. (./. Am. Ceram. Soc.) 


A specimen can be cut out of a standard brick with a carborundum 
saw; or where a brick is not available, it can be molded and burned. 

To obtain an accurate reading on the end of the specimen, it is neces¬ 
sary to grind and polish it accurately. The telescopes contain vertical 
cross hairs which can be adjusted to correspond to the image of the speci¬ 
men. The temperature of the specimen for the'lower range is measured 
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with a thermocouple laid against the specimen. At high temperatures^ 
this couple is pulled out and the temperature measured by an optical 
pyrometer through the sight tube. When making a test, it has been found 
most satisfactory to increase the temperature at a regular rate of 100°C 
per hr and to make measurements of the length as often as seems desirable. 

This method will give a precision of measurement within ±0.01 per 
cent of the length of a specimen, and the temperature can be read to ± 10°(' 
(±18°F) up to the highest temperatures. The maximum temperature of 
this test is limited mainly by the reaction of the specimen with its support. 
If the expense of building a complete furnace of the test material is justi¬ 
fied, this reaction could be prevented and temperatures as high as 1800°C 
(about 3270° F) could undoubtedly be reached. 



Pkj. 294. Expansion curves for a number of refractories. (J. Am. Ceram. Soc.) 

A similar type of furnace heated by globars is more convenient to oper¬ 
ate and control than the preceding setup but is limited in maximum 
temperature to about 1600°C (about 2900°F). 

The results from expansion tests are most conveniently plotted with 
the temperatures as abscissas and the percentage expansions as ordinates. 
From the slope of this curve, the coefficient of thermal expansion can be 
readily found at any temperature. 

2. Expansion Characteristics of a Number of Refractory Bricks. In 

Figs. 293 to 297 are shown the expansion curves for a number of refractory 
materials. It should be kept in mind that the burning temperature mark¬ 
edly influences the curves, especially the temperature at which permanent 
shrinkage begins. 

In Table 85 are summarized the main characteristics of many of these 
materials. 

The data from expansion curves are of considerable value in determining 
the characteristics of a brick produced from a given material. It has 
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been shown that the tendency of a brick to spall, other conditions being 
invariable, is proportional to the coefficient of thermal expansion at the 
temperature where spalling occurs. This temperature range lies between 
3()0°C (about 570°F) and (about 1290°r) in most cases; hence, the 

maximum coefficient of expansion in this range is a direct indicator of the 
spall-resisting properties of the material. 

The expansion curves indicate in most cases where an allotropic change 
takes place in the crystal striudure; e.q,, the cur\'e for the silica brick shows 



distinctly the inversion of low- to high-cristobalite around 260°C (500°F). 
The quartz inversion point is also sharply defined at 573°C (1062°F). The 
expansion of the specimen above 1470°C (about 2680°F) shows the gradual 
change of tridymite to cristobalite. The inversion point of quartz is shown 
to some extent in nearly all the fireclay bricks, indicating the presence of 
some free quartz in all these materials. 

The temperature at which the specimen begins to shrink or expand 
irreversibly is of considerable importance, for it shows the approximate 
temperature at which the specimen is burned and also the maximum 
temperature at which it can be used satisfa^lt'qiPily in service. 

The total reversible expansion of a material is of interest for the compu¬ 
tation of the necessary expansion joints in the design of furnaces and kilns. 
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The effect of burning temperature on the coefficient of thermal expan¬ 
sion of clays is illustrated by the curves for kaolins. At the lowest tem¬ 
perature, the coefficient is low owing to the small amount of mullite 
development and corresponding small silica formation. Only a slight trace 
of the silica inversion points is present. At a bui’ning temperature of 
1430°C (about 2600°F), the thermal-expansion coefficient is much higher 
and the inversion points are quite prominent as a result of the breaking 
down of the silicates to form mullite and some free silica. At 150()°C 
(about 2730°F), the coefficient is reduced because of the initial combination 
of the free silica into glass. At 1620°C (about 2950°P^), the free silica has 
almost (^ntiiely change^d to glass, giving a low coefficient. 

It may be concluded that magnesite, chrome, and lime have high mean 
coefficients of thermal expansion. Silica, alumina, and spinel have inter¬ 
mediate values, whereas clays, zirconia minerals, mullite, and silicon car¬ 
bide generally have low values. In regard to the coefficient of expansion 
in the spalling range, silica shows much the highest value. Magnesite, 
chrome, lime, and spinel also have high values, as their sensitiveness to 
spalling would lead us to believe. Clays, alumina, mullite, zirconia min¬ 
erals, and silicon carbide have lower values. 

The more recent results of HeindF'*^’^ made in a reducing atmosphere 
are substantially the same as those given here, except in the case of 
cihromite where a difference was noted. 

3. Expansion of Silica Minerals, The thermal-c^xpansion character¬ 
istics of the various forms of silica are of interest, because the inversion 
points are clearly shown. An expansion curve of a silica refractory will 
indicate roughly the constituents present. In Fig. 297 are shown expan¬ 
sion curves of the four forms of silica. The low expansion of the quartz 
glass and the sudden changes at the inversion points are noteworthy. All 
the high-temperature forms of silica have a low coefficient of expansion. 

The volume of all forms of silica is comparatively constant above 600°C 
(about 1100°F); therefore no spalling troubles will be encountered if the 
furnace is never allowed to fall below this temperature. Open-hearth steel 
furnaces, for example, which are constructed to a considerable extent of 
silica brick, experience large and sudden temperature changes. The tem¬ 
perature, however, is never allowed to fall below 600°C (about 1100°F) 
or 800°C (about 1470°F) even for repairs. 

Unfortunately, quartz glass is not stable above about 1200°C (about 
2190°F). If it were, a refractory extremely resistant to temperature 
changes could be made of it. 

4. Expansion of Other Refractory Materials. In Table 86 are given 
the coefficients of thermal expansion of a number of other refractory materi¬ 
als. It should be remembered that zirconia has a transformation at 1000®C 
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Table 86. Coefficient of Thermal ICxpansion of High-fusing Crystals 


Material 

Temperature 

range 

Coefficient 
of thermal 
expansion 

Authority 


‘^C 

op. 

per 

°C 


Alumina, fused, recrystallized... 
Sapphire, || principal axis. 

25-800 

20-1000 

77-1472 

68-1832 

7.9 X 10-« 
9.0 

Merritt 

Austin(4o> 

Sapphire, _L principal axis. 

Magnesium oxide, fused. 

20-1000 

25-800 

68-1832 

77-1472 

8.3 

13.4 

Austin 

Merrit t^®^ 

Magnesium oxide, single crystal. 
Mullite, aggregate. 

25-1000 

20-1430 

77-1832 

68-2552 

13.8 

5.3 

Austin(^®> 

Heindh^8> 

Mullite, 11 principal axis. 

20-1000 

68-1832 

5.7 

Austin 

Mullite, J_ principal axis. 

20 1000 

68-1832 

4.5 

Austin 

Zircon, || principal axis. 

20-800 

68-1472 

6.2 

Austin^^®^ 

Zircon, JL principal axis. 

20-800 

68-1472 

3.7 

Austin 

Zirconia, 1| principal axis. 

25 800 

77-1472 

8.1 

Merritt^®^ 

Zirconia, -L principal axis. 

25 800 

77 1472 

7.3 

M(^^ritt^®^ 

Zirconia, aggregate. 

25 800 

77-1472 

6.2 

Merritt 

Zirconia, 1| principal axis. 

20-900 

68-1652 

5.7 

Austin 

Zirconia, 1 l principal axis. 

20 900 

68-16521 

8.9 

Austin^'*®^ 

Chromite, single crystal. 

20 1000 

68-1832 

8.1 

Ansll 

Thoria aggregjite . . 

25-800 

77-1472 

9.3 

8.9 

8.0 

Merritt^®^ 

Ch('st ers and Parm(*loe^®®> 
Chesters and Parmeleu'^^^^^ 

ZnO-AhOa, aggnjgate. 

MgO'AloOa, aggregate. 

25-800 
25 800 

77-1472 

77-1472 

FeO'AhOs, aggregate. 

25-800 

77-1472 

8.6 

Che^stersand ParnieltH'^^®^ 

MnO'AhOa, aggregate. 

25-800 

77-1472 

7.1 

Chesters anei Parme'lee'^*’*'^ 

Zn 0 ‘Cr 203 , aggn^gate. 

25-800 

77-1472 

10.1 

Chesters anei Parnie'lee^^®^’ 

Mgo*Cr 208 , aggr(‘gate. 

25-800 

77-1472 

9.3 

C^heste'irs and Parme'lee^^^ 

Fe 0 *Cr 203 , aggregate. 

25 -800 

77-1472 

8.5 

Chesters and Parinelee^^®^ 

BaO • AI 2 O 3 , aggregate. 

25-1000 

77-1832 

7.5 X 10-« 
6.4 X 10 

Henryt^”^ 

Henry(78) 

Heuiry^^*) 

Chesters and Parmelee^^®^ 

2 Be()*Si() 2 , aggregate. 

25-1000 

77-1832 

C/oO'AhOa, aggregate. 

25-1000 

77-1832 

8.5 X 10-« 

Mn 0 'Cr 203 , aggn^gate. 

25-800 

77-1472 

9.2 

ZnO*Fe 2 ( )<) aggn^gn te 

25-800 

77-1472 

9.7 

12.7 

Chesters and Parmeler^^®^ 
Chfisters and Parme^leH'^^^ 

MgO'Fe 208 , aggregate. 

25 800 

77-1472 

FeO*Fe 203 , aggregate. 

25-800 

77-1472 

15.5 

Chesters and Parnielee/^^ 

Mn 0 ‘Fe 203 , aggregate. 

25-800 

77-1472 

11.0 

Che\sters and Parmelee^®®^ 

90 per cent cordierite, aggregate. 
80 per cent forsterite, aggregate. 
Beryl, |j principal axis 

20-308 

20-304 

20-300 

68-586 

68-579 

68-572 

1.0 

8.3 

2.2 

Geller and lnsley(‘*‘’> 

Ge^ller and Insley^'^^ 

Geller and insley^'^^^ 

Geller and lnsley('“> 

Geller and Insley^'*^^ 
Geller and Inslejy^'*^^ 

Beryl, _L printripal axis 

20-265 

68-509 

68-662 

68-977 

1.0 

1.6 

7.7 

95 per cent zinc orthosilicate. . . 
Zinc aluminate. 

20-350 
20 525 

Celsian, 90 per cent. 

20-400 

68-752 

3.4 

Geller and Insley^^^^ 

Geller and Insley^^^> 
Henry^^^^ 

Henry 

Henry<’«) 

Henry 

Geller^^^> 

Anorthite, 96 per cent. 

20-300 

68-572 

4.3 

Ceria, aggregate. 

800 

1472 

8.6 

ZrO?'CroC )%, aggregate. 

800 

1472 

5.4 

SnOn fl.o'orreo'rt te 

800 

800 

1472 

1472 

3.3 

0.5 

Zr02*P2C3, aggregate. 

Thoria, aggregate. 

100-500 

212-532 

9.0 

Beryllia, aggregate. 

20-1400 

60-2562 

9.3 

Norton 

Beryllia, aggregate. 

800 

1472 

8.3 

White and Shremp(“> 
Geller^^4> 

Titania, aggregate. 

100-500 

212-932 

7.0 

Chromic oxide, aggregate. 

100-500 

212-932 

7.0 

Pole et 

Chromic oxide, aggregate. 

100-500 

212-932 

12.0 

Henry 
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(about 1800°F) accompanied by a large volume change. However, this 
transformation may be partially or wholly prevented by stabilisers 
added to the lattice as discaissed in Chap. XII. 

6. Reheat Shrinkage of Refractories. To determine the fitness of a 
particular brick for service, it is often tested for shrinkage under tempera¬ 
ture conditions equivalent to those which it would receive in use. This 
after-shrinkage may be determined by the bar method, as described earlier 
in this chapter, which has tlui advantage of giving a continuous record of 
the shrinkage throughout the range of temperatures, but often it is 
desirable to make a test on a whole brick. 

This is done by first determining the length or volume of the brick by 
measurement and then subjecting it to a prolonged heating at the desired 
temperature. After the brick has cooled, it is again measured and the 
length, volume, and shrinkage determined. 

The standard ASTM test for reheat shrinkage is as follows: 

STANDARD METHOD OF TEST FOR PERMANENT LINEAR 
CHANGE AFTER REHEATING OF RIOFRACTORY liRICK 

ASTM Designation: C 113-36^ 

Adopted, 1936; Revised, 1946 

This standard of the American Society for Testing Materials is issued under 
the fixed designation C 113; the final number indiitates the year of original adop¬ 
tion or, in the case of revision, tlie year of last revision. 

1. Scope. This inetliod of test covers a procedure for determining the per¬ 
manent linear change of certain types of refractory materials when heated under 
prescribed conditions. 

2. Apparatus. The apparatus shall consist of a kiln of the down-draft type 
and of such design as not to permit the flame to impinge directly from the burner 
upon the test specimens. The kiln atmosphere during the test shall be kept as 
oxidizing as is pratdicable. 

3. Test Specimens, a. The test specimens shall consist of three standard 
9-in. brick (9 X 43^ X 2^ in.) or three pieces of these dimensions cut out of 
larger shapes. 

b. Each test specimen shall be labeled with ceramic paint and carefully measured 
for length before and after reheating. The measurements shall be made by the 
use of a firm joint caliper and a steel rule. The calipering shall be done at the 
center of each end, and the dimension shall be measured to the nearest 0.02 in., 
or 0.5 mm. 

4. Location of Test Specimens in Kiln. The test specimen shall be placed 
in the kiln so that each will rest on a 9 by 23^-in. face and only one course high. 
Each specimen shall be placed upon the 9 by 23^-in. face of a supporting brick 

^ ASTM Standards are subject to revision. The Society's headquarters, in Phila¬ 
delphia, may be consulted for the latest information. 
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Table 87. Change in Linear Dimensions on Reheating* 


Per cent of change after heating 


Brick 

5 hr. at 1400°C. 
(2557°F.)t 

5 hr. at 1500°C. 
(2732°F.) 

Pennsylvania. 

0.7 

-0.6 

0.1 

0.3 

1.3 

0.1 

-1.6 

0.8 

0.3 

0.2 

0.1 

-1.8 

-0.2 

1.1 

1.4 

2.1 

2.6 


Missouri. . 

-0.3 , 

‘ -0.8 

0.3 

0.8 

-0.2 

0.1 

-0.1 

-0.2 

-0.2 

-0.1 

-0.4 

-0.4 

-0.7 


Kentucky. 

1.7 

4.5 

California. 

0.0 

-0.2 

0.0 



Maryland. 

0.2 

0.3 

0.3 

0.0 

0.3 



Colorado. 

-0.7 

-1.2 


New Jersey. 

0.1 

0.2 

■ -0.8 
-1.7 

New Jersey. 


• Heat Meaaurenients Laboratory, Massachusetts Institute of Technology, 
t Negative sign indicates shrinkage. 
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which shall be from the same lot as the test specimen or at least of equal refrac¬ 
toriness. There shall be placed between the test specimen and the supporting 
brick a layer of calcined diaspore, kyanite, or fused alumina ground to pass a 
No. 20 (840 m) ASTM sieve (equivalent to mesh No. 20 of the Tyler standard 
series). Each specimen shall be placed so as to be not closer than \}4 in. from 
other test specimens or the furnace wall. 

6. Temperature Measurement, a. The tem})erature within the kiln shall 
be measured by means of a platinum platininn-rhodium thermocouple and a 
potentiometer, preferably a recording potentiometer. The hot junction of the 
couple shall be placed so as to register the temperature of the test specimens. The 
kiln shall be of uniform temperature over the hearth and shall be checked from time 
to time by means of cones and they shall not show a difference of more than one 
cone. At 2560°F (1405°C), the thennocouple should be withdrawn and an 
optical pyrometer shall be used. The sighting shall be directed upon one of the 
test specimens. 

6. During the constant temperature period of the test, the temperature as 
measured by the thermocouple shall not be allowed to vary by more than ± 10°C 
and, in the case of the optical pyrometer, ±15°C. Temperature readings shall 
be made at intervals not greater than 15 min. 

6. Test Temperature Schedules. The kiln shall be operated so as to conform 
to the temperature schedule specified for the particular test to be conducted. 
Heating schedules for various classes of refractories are shown in the following 
table: 


Heating Schedule for Reheat Test of Various Types of Refractories 


Elapsed 

time 

from 


Temperature of test specimen, ®C. 


start of 





heat¬ 
ing, hr. 

Schedule A 

Schedule B 

Schedule C 

Schedule D 

' ! 

Between 700-800 

Between 900—1000 

Between 900-1000 

Between 825 and 
925 

2 

Between 1075-1125 

Between 1275-1325 

Between 1275-1326 

Between 1225 and 
1276 

8 

4 

6 

1200 ± 10 main¬ 
tained for 5 hr. 

1400 ± 10 main¬ 
tained for 5 hr. 

Between 1450-1600 

Between 1650-1576 
1600 ± 15 main¬ 
tained for 5 hr. 

1350 ± 10 main¬ 
tained for 5 hr. 


7. Cooling. After completion of the heating period the test specimens shall 
be allowed to cool in the closed kiln for a period of at least 10 hr. 

8. Calculation. The test specimens shall be remeasured after rubbing the 
ends with an abrasive block to remove small blisters. The percentage linear 
change based upon the original length shall be calculated and reported as the 
average value of the three test specimens. 

In Table 87 are given some values for typical fireclay bricks under the 
standard test conditions. A few values are also given at 1500°C (2732®F). 
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It is interesting to notice that this test indicates an expansion as often as 
a shrinkage. This reheat volume increase is known both as ^^secondary 
expansion’^ and “afterexpansion.” At the higher temperature, the 
shrinkage or expansion is usually increased; but in some cases, there is little 
change; and in others, an actual reversal in sign occurs. 

Another test that determines the aftershrinkage of a brick is the simu¬ 
lative service test used by the U.S. Navy. According to the description 
by Rogers,it consists in building up two walls of a furnace, one of the 
brick to be tested and the other of a standard brick. The furnace is then 
run for 24 hr at a temperature of 1590°C (about 290()°F) and again at 
1650^^0 (about 3000°F), with an examination of the walls between the tests. 
An examination of the wall after it is cooled will indi(;ate by the width of 
the open joints the approximate shrinkage of the bricks. The photographs 
in Figs. 298 and 299 show typical walls. This test is, of course, not quanti¬ 
tative, but it does more or less correspond to acdual service conditions. It 
is believed that a wall which shrinks a small amount at each joint is better 
than a wall which concentrates its shrinkage into a few large' cracks. It 
should also be realized that a wall may have a considerable amount of open 
joints when cool and yet be substantially tight when at a high tcanperature. 

As previously mentioned, bricks may show either an expansion or a 
shrinkage when heated to the temperatures of servicic. In general, brichs 
are not burned so high in the process of manufacture as the temperature of 
service; conscuiueiitly, with the usual type of clay, the brick will decrease 
in volume at service temperatures. This is undesirable, espe(‘ially in 
crowns and arches, because the open joints resulting give corners for spall¬ 
ing and slag erosion to start. The open cracks also concentrate the load 
in the arch on a relatively small area of the block, which greatly decreases 
the stability of the structure. A slight expansion is not particularly 
harmful if the wall or arch is prof^erly designed. 

Theory of Secondary Expansion. There are three phenomena that may 
produce an increase in volume of ware subjected to the reheat test. They 
are 

1. Overfiring, i.e., development of a vesicular structure, or bloating. 

2. Opening of the laminations of the clay. 

3. Transformations or reactions in the crystalline phases during the firing, yielding 
products of lower true density than the reactants. 

In general, these phenomena take place in certain definite temperature 
ranges. When the temperature at which a brick is first fired is below this 
range, the brick may expand if subjected to a reheat temperature in the 
expansion range. When the temperature of the initial firing is in the 
expansion range, the ware may shrink, expand, or stay constant in volume 
in the reheat test, depending upon the time and the atmosphere of firing. 
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Fid. 298. service test, after a IGSO^C (3()0()°F) lieat. Bricks in fair coiiclition. 

The reactions that take place to cause overfiring have been discussed in 
Chap. VIII. Overfiring occurs in certain clays, especially plastic clays, 
and it is jjrobable that the decompo.sition of some materials, perhaps sulfides 
and sulfates, is inhibited so gases are not given off until a temp(>rature 



Fig. 299. Simulative service test, after a 1650‘’C (3000°F) heat. Bricks in poor condition. 
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near the fusion point is reached. These gases form bubbles in the glassy 
portion of the clay, and an expansion may result. 

True secondary expansion may be caused by either 2 or 3 above. The 
former was investigated by Everhart, who concluded that the increase 
in bulk volume was due to the opening of natural laminations or bedding 
planes in the clay grains. Fine grinding, blending of expanding and 
shrinking clays, slow firing, oxidizing atmosphere, and high forming 
pressure are suggested as means to decrease or eliminate the tendency to 
expand. This secondary expansion is characteristic of many clay deposits. 
The secondary expansion of the fireclay bricks given in Table 87 is undoubt¬ 
edly due to the opening of the laminations in the clay grains. Reference 
should also be made to the paper on this subject by Heindl and Mong.^^^^ 
The discussion of the changes in kyanite during heating and the firing 
properties of clay-kyaiiite bodies in Chap. VIII is an excellent example of 
secondary expansion due to 3 above. Referring to curve D in Fig. 118 
of Chap. VIII, it is clear that a brick of that composition fired first at 
2400°F (about 1320°C) would show considerable expansion if reheated at 
2700^F (about 1480®C). However, if the reheat temperature were above 
2950°F (about 1620°C), shrinkage would result. 

The expansion of refractories having high-alumina grog (corundum and 
mullite) bonded with fireclay or kaolin is due to transfer of silica into the 
grog grains by diffusion, which converts some of the corundum to the more 
bulky mullite, as clearly shown by Hall.^^^^^ 

The role of sulfur in controlling the volume changes in reheat tests is 
discussed by Lesar^^®^ and his associates. They show that soluble sulfur 
compounds added to the clay can be made to compensate for the shrinkage 
of the normal clay or can be made to produce considerable expansion. 
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CHAPTER XVIII 

HEAT TRANSMISSION BY REFRACTORIES 


1. Introduction. In certain parts of a furnace, such as the walls or 
roof, a minimum transmission of heat to the outside is desired; hence, a 
refractory with a low thermal conductivity would be necessary for these 
conditions. On the other hand, such parts as muffles or underfired hearths 
require a refractory with a high conductivity value. It will therefore be 
seen that the furnat^e designer must have accurate data on the thermal 
conductivity of his refractories before he can intelligently select his mate¬ 
rials or predict the performance of his furnace. 

2. Laws of Heat Conduction. Definitions and Units. The following 
symbols have been generally adopted in reference to heat flow: 

q = the quantity of heat conducted in Btu per hr 
to = the initial temperature in variable flow 
== the temperature of the hotter surface, °F 
tn = the temperature of the cooler surface, 

L = the thickness of the wall, in. (or length of heat path) 
k = the conductivity of the material, Btu/(hr)(ft‘^)(in.)(®F) 

A = the area of the section normal to the flow, sq ft 
X = the distance from the hotter surface, in. 

= the diffiisivity = k/pc 
p = bulk density, lb per cu ft 
c = specific heat 
r = time, hr 

Table 88 gives factors to convert the common units of heat flow into 
others. Throughout the chapter, engineering units will be used, except for 
the values of single crystals and glasses. 

Steady Flow. For conditions of steady flow, the amount of heat passing 
through a wall is expressed by 

_ kA{tx - Q 

^ L 


or if we consider a unit area of 1 sq ft, then 


? = 


- in 

L/k 


( 1 ) 


for a simple wall. 
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Table 88. Conversion Factors* 

Units of Conductance of Energ\^: Thermal and Electrical 
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Based aa Internatiaial Cntical Tables; meau values used for kg.-caL and B.tu.; from WbUe, AmoioaD Ceramic Society, .to) 
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In a composite wall made up of several layers, the value of q is obviously 
the same for each layer under steady conditions; therefore 


^ ^__ _ U - in _ 

^ (L,/h) + {L,/h) + • • • {LM 


( 2 ) 


where L\, L 2 , . . . Ln and fci, ^ 2 , . . . kn refer to the properties of each layer, 
respectively. 

Since the temperature drop across each layer is equal to the heat How 
times the actual resistance of the respective layers, we may say 


k-ti = q~ (3) 

4 - • • • (4) 


From these temperature drops, the interface temperatures can be com¬ 
puted. It should also be remembered that the value of q entering the hot 
face and leaving the cool face is equal to the q of each layer. 

Variable Flow. In practice, many cases of unsteady heat flow occur, 
as in batch-type furnaces. In a simple case, suppose that a wall is suddenly 
heated from U to t\ on one face. The temperature at a point x distant from 
the face is given by Fourier^s equation. 




( 6 ) 


where jS = a variable of integration. 

It will be seen that the penetration of heat will depend on time and the 
value of dififusivity. An infinite time is required theoretically to reach 
equilibrium, and practical equilibrium requires many hours in thick walls. 
In Fig. 300 are shown curves of temperature rise of the cool face in refrac¬ 
tory walls of various thicknesses that have suddenly been heated on one 
face. When the hot face is not brought up suddenly but at a definite sched¬ 
ule, the calculations are difficult. They may be approximated, however, by 
adding an imaginary layer to the hot face of the wall, as suggested by Inger- 
soll and Zobel,^^^ or the Schmidt method may be used as illustrated by 
Trinks.^^®^ 

3. Theory of Heat Transfer through a Porous Body. Since most 
refractories are more or less porous, it is of interest to see how this porosity 
influences the transfer rate. 

Conduction. Some of the heat is conducted through the body by virtue 
of the close contact of the particles making up the structure. This conduc¬ 
tion will be decreased as the porosity increases. 
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Convection. If the pores are filled with air or combustion gases, as 
would usually be the case, some heat is transferred by convection currents 
in the pore itself. This transfer is so small as to be negligible for the usual 
size of pores. 

Radiation. A considerable portion of the heat flow at high tempera¬ 
tures may be due to direct radiation across the pores. For a given amount 
of porosity, the large pores will transfer more heat by radiation. 

The radiant heat transferred is also propoi'tional to the emissivity of 
the refractory surfac^e. These total emission coefficients are not accurately 

1.0 

.0 
b 
7 
Jb 

.5 

.A 

J 
O 

t$97€9 4 9 i 4 ^ 9 *9479 9 4 9 t *99749 4 9 t 

Fig. 300. Heat-penetration curves; U = temperature of heated face, t — temperature of 
rear face, x = wall thickness. 

known at high temperatures, but some figures by Heilman indicate that 
a black brick such as chrome has a value of 0.97 whereas a white refractory 
like a kaolin brick has a value as low as 0.3. During 1948, J. M. Brownlow, 
working under Professor Wilkes in the Heat Measurements Laboratory of 
the Massachusetts Institute of Technology, developed an ingenious method 
of measuring total emission coefficients. This consisted of revolving a 
cylinder of refractory in a globar-heated furnace, with a narrow portion of 
the cylinder exposed to the open. The true temperature of the cylinder, 
kept uniform by rapid turning, was measured by a platinum thermocouple 
on the axis, and the apparent surface temperature at the exposed point, 
with a radiation pyrometer. From these two readings the coefficient could 
be computed readily. 

The results on a few materials are shown in Fig. 301. The fused mag¬ 
nesia, alumina, and zirconia specimens were made by the Norton Company 
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of their regular material. The kaolin insulating brick was a Babcock and 
Wilcox K-28, and the dense kaolin was this same specimen coated with a 
kaolin cement. Most of the specimens have values quite close together 
except for the silicon carbide, which averages 0.9. The influence of surface 
roughness is very evident in the kaolin materials, as the porous structure 



Fig. 301. Emission coefficients of refractories. 

has twice the value of the dense one. Further work should be carried out 
in this field. 

There is an excellent opportunity for anyone interested in the field of 
high-temperature insulators to do some valuable work by correlating the 
theoretical and measured values of k for materials with various types of 
porosity and emissivity. The work of Waddams^^®^ gives some interesting 
results at medium temperatures. 

4. Measurement of Thermal Conductivity. The High-temperature 
Calorimeter Method, Most of the high-temperature tests on refractories 
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Fio. 302. Diagram showing essential parts of thermal conductivity apparatus. 


A—Constant head water supply. 

B—Inlet manifold and thermometer. 
C—^Circulating pump. 

D—To drain. 

E—Cooling coil. 

F—Water filter. 

G—Center calorimeter. 

H—Inner guard calorimeters. 

I—Outer guard calorimeters. 


J—Microregulating valves. 

L—Water level valve. 

M—Magnetic control valve. 

N—Outlet manifold. 

O—Overflow pipe. 

T—Thermostat (Controls M). 
V—Valves. 

W—Water inlet. 
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for thermal conductivity have been made by setting up a uniform parallel 
flow of heat normal to the faces of a slab. The quantity of heat flowing is 
measured by a water calorimeter on the cold face of the specimen, and the 
temperature gradient by the thickness and hot-and cold-face temperatures. 

The establishment of a uniform flow is by no means easy, and only by 
careful guarding can this be accomplished. Also the temperatures on the 
isothermal planes must be read with great care. At the same time, an 
equilibrium flow must be established by a const ant hot-face temperatiii*(' 



Fio. 303. Water passages in the calorimeter and guaid ring. 


for a long time interval. Perhaps no other physical measurement is beset 
with so many pitfalls. The papers by Nortonand Patton and Norton 
give an excellent discussion of these errors and their correction. 

This method can best be explained by an example of a high-temperature 
plate tester originally suggested by Wilkes but later constructed in many 
laboratories with minor changes. The following description applies to an 
apparatus recently constructed in the refractories laboratory of the Bab¬ 
cock and Wilcox Company^^^^ and later made ASTM Standard Method 
C 201-47. 

A drawing of this apparatus is shown in Fig. 302. In Fig. 303 is shown 
the arrangement of water passages in the calorimeter and guard ring. 

Special features are the constant-temperature water source, the tem¬ 
perature control of the furnace to maintain the temperature for the 24-hr 
run within ±2°F (about 1®C), and the flow passages in the calorimeter. 
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The method of making a test will be made clear by the following example in 
Table 89 of a run made on an insulating firebrick. 

Table 89. Typical Thermal-conductivity Ku\ 


Time 

Difference 
between 
guard and 
calorime¬ 
ter, M.V. 

Difference 
between 
inlet and 
outlet of 
calorime¬ 
ter, M.V. 

Hot face, 
M.V. 

C Center, 
M.V. 

! 

Cold face,! 
M.V. 

Water 
flow, 
per cc. 
min. 

9:00 

0.002 

0.030 

4.62 

13.73 

1 .70 


10:00 

0.000 

0.028 

4.83 

13.93 

1.79 

360 

10:40 

1 0.000 

0.030 

4.72 

13.77 

1.70 

358 

11:00 

0.000 

0.029 

4.76 

13.79 

1.72 

361 

11:30 

0.000 

0.029 

4.65 

13.76 

1.68 

370 

12:34 

0.000 

0.029 

4.62 

13.67 

1.68 

367 

1:45 

0.000 

0.027 

4.63 

13.64 

1 .67- 

360 

2:15 

0.000 

0.028 

4.63 

13.65 

1.68 


3:15 

0.000 

0.027 

4.63 

13.66 

1.67 

360 


- 0°F. 

= 0.24‘^C, 

- 995’^V. 

i = 630“F. 

1 

- 105°F. 

1 


q = 0.24 X 3.83 X 360 = 332 B.t.u. per hr. 
332 X 1 -25 " ^14 ^ K I QAft®F 

332 X 2.5 _ 830 _ q go — /r at 550®F 
332 X 1.25 414 , 


k at 550T\ 


995 - 630 


- 1.13 = A; at 812°F. 


Thermal conductivity is measured in other ways; e.g., a cylindrical speci¬ 
men is sometimes convenient as shown in Fig. 304, which represents a pipe 
cover tester. In this way, edge losses are minimized, because the area of 


Fig. 304. Pipe tester for measuring thermal conductivity. 



the ends is small compared with the outside area, but it is often difficult 
to obtain standard refractories of the proper shape. The cylindrical 
method, however, has been used by Holler^^®^ and others for high-tempera¬ 
ture tests. 





506 


REFRACTORIES 


The Northrup method consists in passing a uniform, linear flow of heat 
through two layers of refractory in contact. If the temperature drop is 
known through each layer and the value of k known for one material, the 
conductivity of the other layer can be readily determined, as the value of q 
must be the same for both. The following relation holds: 

Tem perature drop in specimen A _ ^ 

Temperature drop in specimen B kA 

Harmonic-flow Method. A somewhat different method has been used to 
determine the thermal conductivity by making use of Fourier’s equation 
for nonuniform heat flow. If we consider Eq, (5) in this chapter, it will be 
noticed that the value of the diffusivity, can be determined by studying 
the temperature changes in a given material. From the value of A, the 
thermal conductivity can be computed if the density and specific heat are 
known, properties that are not difficult to measure. This method has been 
carried out practically by applying to one surface of the test material a 
temperature varying harmonically. The temperature is then recorded 
inside the solid at several distances from the surface; and from these values, 
h can be computed. It will be noticed that this method does not necessi¬ 
tate a measurement of the quantity of heat flowing. On the other hand, 
the same difficulties are encountered in ensuring a linear flow of heat as in 
the other methods, and the problem of providing a sinusoidal heat supply 
at high temperatures is a serious one. Another method of measurement of 
this type consists in computing the diffusivity by measuring the tempera¬ 
ture change on the axis of a cylinder, the outside temperature of which is 
suddenly changed by quenching. This may be found quite convenient 
and precise for small specimens such as pure oxides. 

6. Thermal-conductivity Values for Refractories and Insulators. Crys¬ 
tals and Glasses. The available data for crystals and glasses are very mea¬ 
ger at low temperatures and nonexistent at high temperatures. A few 
values are shown in Table 90 to bring out three import^ant facts: (1) The 
thermal conductivity for some crystals decreases with increasing tempera¬ 
ture, probably reaching a minimum and then increasing again, whereas for 
glasses it always increases. (2) The k value for a crystal with an orderly 
arrangement of atoms is greater than that for a corresponding glass as 
shown for the case of silica. (3) The conductivity of nonisotropic crystals 
varies with the direction of heat flow, being a maximum along one principal 
axis and a minimum along another. The ratio of the maximum and mini¬ 
mum k for a number of crystals is shown in the last column of Table 90. 

At present, there are insufficient data to formulate a relation between 
atomic structure and thermal conductivity with any certainty. However, 
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Table 90. Thermal Conductivity of Single Crystals and Glass 


Material 

Mean thermal conductivity, cgs units, 
at a mean temperature of 

Ratio of 
minimum 
to maxi¬ 
mum k 
at 200°C 

Reference 

0°C 

100°C 

200‘»C 

300°C 

400®C 

500°C 

600°C 

Quartz, || C-axis. 


0.021 

0.016 

0.014 

0.013 

0.012 



Knapp(^^> 

Quartz, l U-axiH. 

0.027 

0.010 

0.01.5 

0.012 

0.010 




Birch and Clark*’*) 

Quartz, || C-axi.s. 


0.000 

0.009 

0.009 

0.010 

0.011 


0.57 

Knapp6f>) 

Quartz, i (7-axia. 

O.Olfi 

0.012 

0.010 

0.008 

0.007 




Birch and Clarkos) 

(liuurtz, 11 C-axis. 

o.o :^2 

0 021 







EuckenO*) 

Quartz, i C-axis. 

0.017 

0.010 







Eucken*^*) 

Fused silica. 


0.004 

0.004 

0.005 

0.006 

0 008 

0.011 


Knapp*’‘) 

Soda-lirne Rlaas. 


0.003 

0.004 

0.005 

0.006 




Knapp* ’s) 

Pyrex glass. 


0.003 

0.004 

0.005 

O.OOC, 

0.007 



Knapp^’*) 

(Corundum, || C-axis , . 


0.014 

0.015 

0.016 

0.016 

0.017 



Knapp^’*) 

Corundum, i C-axis . . 


0.000 

0.010 

0.010 

0.012 

0.015 


0.67 

Knapp^’*) 

Synth, sapphire, C-axis. 


0.008 

0.009 

0.010 

0.012 

0.015 



Knapp<’*)) 

Beryl, (| C-axis. 


0.007 

0.008 

0.009 

0.011 

0.012 


1 

Knapp(’^) 

Beryl, i C-axis. 


O.OOG 

0.007 

0.008 

0.010 

0.011 


0.88 

Knapp^’5) 

Tourmaline, |! C-axis. . 


0.004 

0.005 

0.006 

0.007 

0.008 



K nappe’s) 

Tourmaline, l C-axis.. 


0.00.5 

0.006 

0.007 

0.008 

0.009 


0.83 

Knapp*’*) 

Lithium fluoride. 


0.006 

0.(X)8 

0.100 

0.012 

0.014 



Knapp'’») 

Topaz, 11 C-axis. 


0.012 

0.012 

0.012 

0.013 

0.017 



Knapp*-’*) 

Topaz, 11 B-axia. 


0.011 

0.011 

0.011 

0.012 

0.015 


0.92 

Knapp<’*) 

Topaz, 11 A-axia. 


0,010 

0.010 

0.010 

0.011 

0.014 


0.83 

Knapj)^’*) 

Topaz, average. 

().().')(•. 








Eucken***) 

Zircon, i C-axia. 


0 006 

0.009 

0.010 

0.012 

0.013 



Knapp(’*) 

Periclase. 


0.013 

0.016 

0.018 

0.021 

0.022 



Knapp^’*) 

Dense SiC (not a single 










cryatal) .... 


0.024 

0.023 

0.022 

0.022 

0.021 



Knapp(’*) 

MulHte fibers, |( C-axis. 


0.009 

: 0.009 

0.010 

0.011 

0.013 



Knapp^’*) 

Mullitefibers, i C-axis. 


0.006 

1 0.006 

1 0.007 

0.008 

0.009 


0.67 

Knapp*’*) 


the following equation proposed by Comptonseems best to fit the experi¬ 
mental results. 


jfc = 


bn^ dR V • 


2 _ cT'i • 


where 5 = 1 

= the number of atoms per unit area of the plane normal to the 
heat flow 

d = the distance between neighboring atoms 
V = the natural frequency of the atoms 
c == determined by the conductivity at a given temperature 
B = a universal constant 

The field of research connecting thermal conductivity with atomic struc¬ 
ture is almost virgin territory and offers excellent opportunity for further 
work, especially in developing a precise method of measuring k up to high 
temperatures on very small specimens. 
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Heavy Refractories. The commercial refractor}^ consists of crystalline 
material alone or with a glass bond. Usually the (uystals are small and 
randomly oriented. We should expect, from the preceding data, that the 
value of k would be higher for those refractories consisting of well-bonded 
crystals with the glass phase eliminated. For example, the recrystallized 
silicon carbide contains very little glass and has a high conductivity value. 
A great deal more research is needed on the conducdivity of refractories 
made of crystals, glass, and air in varying proportions. Some values of 
thermal conductivit.y for heavy refractoric^s are shown in Table 91. Owing 
to experimental difficailties, the values for heavy refractories cannot be 
depended on so closely as those for insulators. 

Insulators. Insulators are composed of a more or less refractory skele¬ 
ton having a large proportion of pores. The basic matei*ial may be mag- 


Tarlk 91. Heavy Refkac’tory Huk’k 
Mean Thermal ( i)ii(luc*tivitv* at a M(Uin 1\‘m]>erature, °F 


Type of Brick 

Apparent 
porosity, 
per c<‘nt 

400 

{ 

SOO 

1200 

1600 

2000 

2400 

Reference 

Alumina, fused . 

2i.;i 

18.,a 

1 21 7 

24 2 

26.7 

28.4 

30.0 

Norton' 

C^arbon. 





18.5 

j 22 0 


Powell and Schofield'■>> 

(.Chrome. 

liO..') 

10.0 

! 10.8 

11 3 

11.6 

11.8 

12.0 

Norton'^"' 


( l.a,2 

S.l 

1 

10 1 

10.8 

11.4 

12.0 

Wilkes'^'*®) 

Fireclay. 

bS.4 

7.3 

8.7 

9.S 

10.6 

1 1.6 

1 1.8 

Norton^-**^^ 


I 20.7 

7.0 

7.8 

8.7 

9.3 

10 2 

10.5 

Norton'^) 

Super-duty fireclay. 


7 .a 

8.4 

9 0 

9.5 

9.8 


Patton and Norton<^9 

(Jraphite. 


7.30 

.500 

10) 

310 

220 


Powell and Schofield^D 


{ 10.8 

13..") 

1.5.0 

m.3 

18.0 

18 8 

19.7 

Norton'*®) 

Kaolin. 

I 2H.2 

10 0 

10.9 

11 9 

12.8 

13.4 

13.8 

Norton'*®) 


( U) .l 

3.0 

4.4 

5.2 

6.1 

<i.7 

7.1 

Norton'*®) 


t29 

2.5.8 

22.0 

18.2 

15.7 

13.7 

12.6 

Wilkes'^) 


\:u.o 

39.2 

35.2 

29.0 

2().7 

25.6 

25.0 

N orton'*®) 

Silicon carbide clay. 

28.3 

26 

26 

29 

34 

38 

50 

Wilkes'**) 

Silicon carbide clay h per 









cent. 

16.2 


175 

1.55 

135 

118 


Holler''*) 

Silicon carbide clay 20 per 









cent. 

21.0 


70 

61 

58 

57 


Holler''*) 

Silicon carbide, recrystal¬ 

|34.4 

210 

175 

1.50 

115 

95 

81 

Wilkes'**) 

lized . 

i 3.0.3 


113 

126 

105 

93 

80 

Norton'***) 


( 2S.0 

6.5 

8.5 

10.5 

12.4 

14.0 

15.7 

Austin and Pierce"’®) 

Silica. 


7.5 

8.0 

9.0 

10.0 

10.9 


Patton and Norton'^*) 


( 30.4 

8.1 

10.0 

11.8 

13.0 

14.2 

15.3 

Norton'*®) 

Spinel.. 

36.3 

10.4 

11.6 

12.5 

1.3..3 

14.0 

14.6 

Norton'*®) 


/21 


27 

20 

18 

17 


Whittemore'*®) 

99 + per cent, fused 

I 36 


19 

16 

14 

12 


Whittemore'*®) 

alumina. 

1 1 ^^ 


13 

i 

9 

I ^ 


Whittemoro'**®) 


157 


7 

(> 

6 

r> 


Whitteraore'®®) 

96-^9 per cent fused MgO. 

19 


28 

23 

20 

17 


Whittemore'*®) 

98-99 per cent ZrOs fused 

f 26 


5 

5 

.5 

6 


Whittemore'*®) 

+ CaO stabilized. 

(44 


3 

3 

4 

5 


Whitternore'*®) 

Zircotiia (Baddeleyite). . . 

29.5 

10.4 

11.3 

12.2 

13.0 

13.7 

14.3 

Norton'*®) 


♦ k expressed as Btu per hr per sq ft per in. per **F. 
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* k expressed as Btu per hr per x t ui 
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nesium carbonate, asbestos, silica, clay, or glass fibers. The values of k 
for a number of typical materials are shown in Table 92. For data on any 
specific product, it is necessary to get in touch with the manufacturer or 
make an individual test of the material. 

It will be noted that in general, the lighter the insulator the lower will be 
the value of k at low temperatures. There is a lower limit, however, as 
mineral wool, for example, below 5 lb per cu ft density shows an increasing 
value of k. In general, material with the smallest pores has the slowest 
increase in conductivity with increasing temperature; but here again, mu(‘h 
research is needed to develop a general theory of heat conduction in porous 
materials, although this has been considered by some writers. 



Heilman, A STM Committee C-8 on Refractories,) 

6. Flow of Heat through Walls under Steady Conditions. Computa¬ 
tion of Heat Flow in a Simple Wall. The flow of heat through simple walls 
is dependent on the thermal conductivity at the mean wall temperature and 
the temperature difference between the hot and cold face. Also it should 
be remembered that the quantity of heat passing through the wall must be 
equal to the heat leaving the wall. The latter is also dependent on the 
cold-face temperature and the velocity of the air outside the wall. 

The calculation of the heat flow will be made clearer by a specific 
example. Assume a 9-in. refractory wall heated on the hot side to 
2200'^F. The outside air is 80°F and not moving. The values of k for 
this particular refractory are given by curve A in Fig. 305. The quantity 
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of heat lost from the outside of the wall, qro is given by Heilman's curve 
in Fig. 306. We may write from Eq. (1) 


__ 2200 - in _ 

^ L/k 9/fc 

but as k varies with (ti — in )/2 and Qrc varies with tn^ the equation cannot be 
solved dire(^tly. Therefore, we must assume a mean temperature and an 



Fio. 306, Heat transnii.s.sioii from a vertical surface. (From R. H. Heilman, ASTM 
Committee C-8 Refractories.) 

outside temperature. If q and qrr are not equal, another and closer 
assumption of values is made until the required precision is reached. 
Assume = 300°!’ and k = 8.1, then 


9 = 


2200 - 300 
9/8.1 


= 1710 


qrc = 620 from curve 
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The cold face has been taken too low, so 500 will be taken for the next trial. 

2200 -- 500 „ 

q = —^ curve 


This gives a mean temperature of 1350°F; hence, a more precise value of k 
from the curve is 8.2. Choosing a lower coI(l-fa(*e temperature of 480°F 
gives 


2200 - 480 
9/8.2 


1570 


qrc = 1590 


which is sufficiently close. 

Computation of Heat Flow in a Compound Wall. In this case, the value 
of q is the same for each layer of the wall of unit an^a and equal to the heat 
leaving the cold face. As another example, a 9-in. firebrick wall with a 
2400°F hot fa(^e is backed up with 4.5 in. of insulating brick and 2 in. of 
insulating block. The air conditions are the same as before. From Eq. (2) 

2400 - 

^ ~ (9/A:,) + (4.5/fc;) V2/h ~ 

As a first trial, assume tn ~ 280°F and A^i, k^y and k^ as 9.5, 2.0, and 0.9, 
respectively, from Fig. 305, Then 

2400 - 280 _ 2120 

^ (9/9.5)'+(4.572'.0) + (2/0.9) 0.95'+-2.25 + “2.23 

qrc = 545 from (uirve 


Next assume = 245, then 

q = 398 qrc = 417 


which is sufficiently close for a first approximation. 

Now from Eq. (3) 

ti- t2 = 398 X 0.95 = 375 
t2 ~ h == 398 X 2.25 = 895 
U-tn^ 398 X 2.23 = 890 
k - tn = 2160 

The interface temperatures will be 2025 and 1130°F; the mean tempera¬ 
tures of each layer will be 2212, 1577, and 685°F. Now go back to the 
conductivity curves and select more precise values of fc, which will be, 
respectively, 9.90, 2.35, and 0.85. The heat flow is now worked out again, 
with in = 245. 

2400 - 245 _ 2155 2155 _ 

® (9/9.9) + (4.5/2.35) + (2/0.85) 0.91 + 1.91 + 2.35 5.17 ' 

which is the same as Now the temperature drops are recalculated: 
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= 417 X 0.91 = 379 
k - k = 417 X 1.91 = 795 

k - K = 417 X 2.35 = 981 
k ~ In = 2155 

The interface temperatures will then be 2021 and 1226°F. 

The mean temperatures will be 2210, 1623, and 612°F 
values for k and of 242°!^, 

2400 - 242 _ 2158 

^ “ (9/9.9) + (4.5/2'39) + (2/0.81) ~ 0.91 + 1.88 + 2.47 

and (jrc ~ 410 as closely as can bo read. 

The values of temperature diops are 

ti - U = 410 X 0.91 = 373 
k - h = 410 X 1.88 = 772 

^3 - = 410 X 2.47 = 1013 

U - - 2158 

Therefore the interface temperatures are 2027 and 1256°F, and the 
mean temperatures are 2213, 1641, and 627®F. By further trial, any degree 
of precision can be obtained, but the fourth trial here is sufficiently exact 
for ordinary purposes, as we do not know the conductivity values very 
accurately. Computing walls is a tedious process; but with experience, the 
initial selection of temperature will be fairly close to the final values. The 
heat flow and heat storage in a number of standard wall constructions are 
shown in Table 93. 

7. Computation of Heat Flow in Cylinders. Through Circular Struc¬ 
tures. Although the same general method is used for determining heat 
flow through circular structures, the equation for heat flow through a plane 
wall cannot be applied to flow through a cylinder if an accurate result is 
desired. The reason for this may readily be understood when it is con¬ 
sidered that the inside circumference of a cylinder is smaller than the out¬ 
side circumference. Consequently, heat spreads out as it travels from the 
inside to the outside, and conversely, it converges when the direction of 
flow is from the outside toward the inside. 

Heat flow outward through a cylinder may be calculated by the follow¬ 
ing formulas: 

1. For a wall of one material: 

^ Btu/(lm ft) (hr) 

or 

* “ 02Dn/2kn) In iDn/D) 


. Taking new 


= 21o8 _ 
5.26 



Table 93. Heat Losses and Heat Storage Capacities of Wall Structures under Equilibrium Conditions* 

(From Bxdl. R-2-H, Babcock and Wilcox Co.) 
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c 

00 

W 

? 

5 

2,320 

2,525 

3,720 

3,878 

5,000 

16,080 

4,000 

4,165 

6,280 

6,690 

8,600 

8,750 

25,350 

25,500 

24,930 

5,050 

5.210 

7,690 

7,650 

7,990 

9,790 

10,230 

26,860 

27,400 

27,560 

4,510 

4,880 

7,080 

7,360 

9,450 

29,600 

'1 

W 

468 

447 

736 

701 

985 

2,820 

CDOQCM .-«h.iOXX 
00 00 C<ICO too 00 

csic^eoco '■t*'Tf »o CD X 

pOOXM OXrfiiOCM 
Mt-iCDiOh. pi-irMX05 
CMCMCMCMCM CMXXXiO 

248 

225 

380 

362 
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HS 

2,040 
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3,280 

3,410 
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6,230 
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* HL =* heat loss in Btu per sq ft per hr. Based on still air temperature of 80 °F. HS =» heat storage capacity in Btu per sq ft. 
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>28 416 8,230 444 8,700 474 9,160 504 ! 9,620 535 10,080 567 10,-540 601 11,020 

^-30 596 10,580 640 11,180 686 11,750 734 | 12,400 785 12,980 i 840 13,600 889 14,180 946 14,800 

B 1,740 33,0.50 1,835 34,800 1,935 36.450 2,042 38,200 2,155 39,950 2,260 41,700 2,-345 43,400 2,4-50 45 200 
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* HL = heat loss in Btu per sq ft per hr. Based on still air temperature of 80®F. H8 = heat storage capacity in Btu per sq ft. 








518 


REFRACTORIES 


2. For a composite wall: 
Q 

or 


where q — the quantity of heat, Btu hr 
ti — the hot-fa(^e temperature 
tn == the cold-face or casing temp('rature 
D = the inside diameter of cylinder, in. 

Di = the outside diameter of inside lining material, in. 

D 2 = the outside diameter of secondary lining material, in. 

D^n-i) ~ the outside diameter of next to last lining material, in. 

Dn = the outside diameter of outsider lining mateiial, in. 
fci = the thermal conductivity of inside lining mateiial 
^2 = the thermal conductivity of secondary lining material 
kn = the thermal conductivity of outside lining material 
kiy k 2 y and kn are expressed in Btu/(hr)(sq ft)(in.)(®F) 

Interface temperatures between various layers are expressed as 
^1 = the temperature at 2)i, °F 
t 2 = the temperature at £> 2 , °F 
T(n-i) = the temperature at °F 

For a case in which the flow of heat is from the outside of the cylinder 
toward the center, D would become the outside 01 largest diameter and 
Dn the inside or smallest diameter. 

8. Flow of Heat through Furnace Walls under Variable Conditions. 

The temperature distribution in a simple or composite wall can be computed 
approximately for conditions of unsteady heat flow mathematically or 
graphically by the method of Schmidt. Such calculations require values 
of diffusivity for each material over the whole temperature range and, at 
best, are only approximate. For a discussion of this method, which requires 
too much space to treat here, reference should be made to Trinks^^®^ or 
Schack.^^^^ Composite walls require a very complicated set of calculations. 

Practically, the problem can be solved quite readily by constructing a 
small section of the wall as the side or door of a furnace. Couples on the 
faces and between the layers will give the temperature distribution accu¬ 
rately. The value of q passing out from the wall can be estimated fairly 
closely from the outside temperature. Recently electrical analogues of 
heat-flow systems have been made up for solving unsteady-state problems. 


2T(t - Q 


12 , Di . 12 . J)2 , 

_ i„ _+^ + 


,12, /)„ 

+ F “ /}- 


Btu/(lin ft) (hr) 


t - t„ 


12Z>„, Di.V21X. fh . 

Tt. 0 + WE; + 


, VIDn , Dn 
^2/c„ /hn-l) 


Btu/(sq ft)(hr) 
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The case of dynamic heat flow in (jylinders has been treated by Gurney 
and Lurie/®^ and convenient monographic charts have been made up by 
Davis. 
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CHAPTER XIX 


SIZES AND TOLERANCES 


1. Standard Shapes. A standard shape is a refractory brick other 
than a straight 9 X 43^ X 23-^-in. size that is generally stocked by all 
refractory manufacturers in the United States and England. The Ger¬ 
man standard brick is 250 X 123 X 65 cm. Although all manufacturers 
do not agree as to what constitutes a standard shape, there are many uni¬ 
versally accepted ones that may safely be specified in any design work. 




Jamb Brick 
9"x4V2"x2V2" 




Nal Arch . ^ 



Small 9* Brick 
9x3l^V2k2“ 



Split Brick 



Soap 



No.2Arch , 


grx2wv(S^-r) 


Fig. 307, Standard shapes (9-in. series). 




Feather Edge 





Standard shapes are used in all types of construction to save cutting 
straight brick, as illustrated in Chap. XXVII. 

In Figs. 307 and 308 are given the sizes of the generally accepted stand¬ 
ard firebrick shapes. Of course, many others are stocked as standard by 
individual companies, and these will be treated separately as special shapes. 

The size tolerance on standard shapes and straight brick is given by the 
American Society for Testing Materials as ±2 per cent, which covers both 

628 
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shrinkage and warpage on all dimensions over 4 in. On dimensions less 
than this, a tolerance of 3 per cent is specified. ASTM Method C 134-41 
is used in measuring. Warpage is measured by laying a straightedge along 
a concave diagonal and inserting a calibrated wedge under the straightedge 
at the center of the tile. The American Refractories Institute recommends 
that warpage should not exceed 1 per cent of the diagonal, according to 
Method C 154-41. 

Silica standard shapes are approximately the same as firebrick shapes. 
Magnesite and chrome refractories can be called standard only in the sim- 



Large9’‘ Ljarae9''No.1W«(qe Large9“No2Wed^ Flaf Back Straight 9x4’/^3 Straigtt 

9x654x2)^2“ 9rx^/4x(2y2-r/fl) 9x63/4x(2y2-l^ 9x6x2'/2^ NoSlat&kArch 

9x6x(W2"-2“) 







^x6“No.IK^ „Srx6“No2K£Y 13!/2.Sti'giiaht „,Sy2.^.1Kev 
9rx6x21^“Straiqht 9x(6-5Vfl'^?y2* 9x(6~4‘yi6>7y2" I3)^x6xm" 

^Also9x6xy AIsoVx(6-53/8)x3'' A1so9x(6"-4>Wx3“ 415013^2x6x 3” Alsol3fix(6'5lx3 



13V2”No.lW€dqc 13y2"Na2W?dlge 13i/2“No3 Wedge Open Hearth Checker 

3^x( 6“4WV;2 l3’/2x6'i<(3-2Wj l3y2V6"x(3W; 13/2x6x(3-2^> ioYz^xAV&AVz* 

Alsnl3y2xC6-4y6)x3 - 





NalOl Square Bung No.102 Angle Bung No.l03 Arch Bung NalOSArchBung No.l04ArchAngteBunq , 

irx4/2>3“ ^ (liyo-I2V4*jx4^i“S* 13 “x 4'/23((3-25/S 13x4l^2’'x(r-270^ CiyoH2W>4!?i&^2ft9 

Fia. 308. Standard shapes of firebrick (larger than 9 in.). 


pier shapes of the 9-in. series. The manufacturer's catalogue should always 
be consulted, as shapes stocked by one company might not be stocked by 
another. 

2. Special Shapes. Glass-tank Blocks. Shapes that are used only for 
certain particular types of construction can be obtained from stock at times 
but are not generally available without ordering ahead. This class includes 
glass-tank blocks. Unfortunately there is little standardization of these 
blocks, but a few of the favorite sizes are listed in Table 94. 

Glass-tank blocks, or flux blocks as they are usually termed, are gener¬ 
ally made with more care than other large shapes. The clays are carefully 
blended and aged; the molding is carried out in such a way as to give a 
homogeneous structure; and the faces of the block are often ground accu- 
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rately to dimensions. Besides the rectangular blocks, there are many spe¬ 
cial blocks used in tanks, such as the throat blocks. 


Table 94 

Common Sizes of Flux Blocks for (Continuous Tanks 
12 X 18 X 24 in. 12 X 18 X 42 in. 12 X 24 X 36 in. 

12 X 18 X 30 in. 12 X 18 X 48 in. 12 X 24 X 42 in. 

12 X 18 X 36 in. 12 X 24 X 30 in. 12 X 24 X 48 in. 

Common Sizes of Flux Blocks for Day Tanks 
8 X 12 X 24 in. 8 X 18 X 24 in. 8 X 24 X 30 in. 

8 X 12 X 30 in. 8 X 18 X 30 in. 8 X 24 X 36 in. 

8 X 12 X 36 in. 8 X 18 X 36 in. 8 X 24 X 42 in. 

8 X 18 X 42 in. 



6^ Cupola and Rotary Kiln Blocks 



Block 

6-30 

6-36 

6-4Z 

6-46 

6-64 

6-60 

6-66 

6-72 

6-76 

6-64 

6-90 

6-96 

6-102 

6-106 


Dimensions 
9‘x65l6*x 6V4’ 
9"x 63/»*x 6V 4' 
9*x 7*x 6’x4- 
9“x7^i6-x 6’x4" 
9''x 74'6> 6 x 4' 

9"x 7/2, X 6*x 4" 
9*x7y«> «'x4‘ 
9“x 7ffj2x 6'x 4- 
9'A 7'yi6 > 6 x 4" 
6>4’ 
Q-X 7'Vl6 x 6-x4* 
9x8x6”x4 ^ 
g/lB'X 6 ,*x4 


9 X 5V3rx6'x4" 


Oiomcter NaofBrick 
Ins Outs toCircle 
30' 42" 

36 46“ 

42“ 54- 
40' 00' 

54- 66“ 

60" 72" 

66“ 78“ 

72 64" 

78 90" 

84' 96 
90 WZ' 

96' 108" 

102“ 114“ 

106 120" 


Rectangular 
Stock Hole Tile 
iaV 9 x AYl- 


9* Cupola Blocks 

Diameter NaofBrick 
Ins. (Xits toCircle 
16' 25' 

21' 30' 

27“ 36 
30“ 39' 

40' 49' 


No. of 

Block Dimensions 
A 9 X x4'/2’x 9" 
“ 9x 65/18x4'//x9: 
9'x6y4'x4'/2x9' 
9 x6'k"x4'/?vg 
9x7'>S2'x4}rx9 


9 

11 

14 

17 

21 

24 

29 


Rectangular Regenerator Tile 
I6'x6'xy 

22 Vi X 12x4’ 


B 
C 
D 
E 
F 

G .... - „ 

H 9x8'-x4'/ix9' 73“ 82“ 


9*x7*m'x4'/2)<9‘ 51' 60* 
9'x7'M6"x4y2x9’ 60" 69' 


Rectangular 
Square Edge Tile 
12x12x3' 


18*x9 X 3 
18*x9’x4" 
18'xI2*x4“ 
2>/2x6x 3' 
22yrx9V3" 
Z2h x9'x4' 


27'x9“x3' 
27'x9*x4“ 
27'xl2'x4” 
3!'/2xl2x4* 
36x 12>4' 



No. of 
Blodk 
9-48 
9-54 
9-60 

r-51 

9-78 

|:U 


9*Rotary Kiln Blocks 


9x6'h2x9x4“ 

§*x6y4‘x9*x4 

9V^/i6'x9x4' 

9x7yi6“x9x4" 

9'x7yi6-x9‘x4‘ 

x7f/l6:x9f'x 


•96 D'xT^Arxb X 4’ 
•102 9"x7Wx9'x4 


Diameter No.eif6r1clci 
Ins. Outs toCircte 


48' 60r 
54“ 72' 
60 76" 
66' 84; 
72- 90 
78" 96" 

lo" lo8" 
96; 114 


Rectangular 
Bridge Block 
l3'/2‘x6'x3" 


24'Circle Brick 
24* Inside Diameter 
12 to a Circle 
(9- )x4'/2"x2'/2'' 



60 Circle Brick 
60'In side Diameter 
25 too Circle 
(9‘-;x4y2'x2'/z' 


36'Circle Brick 
36'Inside Diameter 
15 too Circle 

(9*- ) x 4'/2 xZt'r 


48‘Circlc Brick 72'Circle Brick 

48" Inside Diameter 72'Inside Diameter 

20 to a Circle 26 to a Circle 

(9'- )x4'/Zx2Vi' (9- ^x4Vi*x2'/r 

Fig. 309. Shapes and sizes of radial blocks. 


M Circle Brick 
64 Inside Diameter 
32to a Circle 
(9'- )4V'2x2'/2' 


Cupola and Rotary-kiln Blocks, These blocks are segments of a ring 
and are used to form a cylindrical lining. The common sizes are given in 
Fig. 309. Many manufacturers carry these blocks as standard shapes. 

Cupola blocks are generally made of a dense fireclay, but rotary-kiln 
blocks are usually made of a high-alumina clay or magnesite, as these mate¬ 
rials seem to resist the slag action well and hold a good coating of clinker. 

Tile, Rectangular tile of fireclay may usually be obtained in the sizes 
shown in Table 95. 


Checker Brick, These generally are available in the following size: 

lOH X X 4H in. 
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Fireclay Tile 


Table 95. 
2 X 9 X 12 in. 

2 X 12 X 12 in. 

2 X 12 X 15 in. 

2 X 12 X 18 in. 

2 X 12 X 24 in. 


6 X 12 X 36 in. 
6 X 12 X 42 in. 
6 X 12 X 48 in. 
6 X 18 X 36 in. 
6 X 18 X 42 in. 
6 X 18 X 48 in. 
6 X 24 X 42 in. 
6 X 24 X 48 in. 


Common Sizes of 
3 X 6 X 18 in. 

3 X 6 X 22H in. 
3 X 9 X 18 in. 

3 X 12 X 12 in. 


8 X 18 X 42 in. 
8 X 18 X 48 in. 
8 X 18 X 54 in. 
8 X 24 X 42 in. 
8 X 24 X 48 in. 
8 X 24 X 54 in. 


4 X 9 X 18 in. 

4 X 9 X 221^ in. 
4 X 9 X 27 in. 

4 X 12 X 18 in. 

4 X 12 X 22}4 in. 
4 X 12 X 27 in. 

4 X 12 X 36 in. 


Malleabk Furytace Shapes. Certain shapes are made especially for 
malleable-iron furnaces. They include 

Bung arch, 9 X 4}/2 X (21-2 to 2?s) in. 

13^2 X X(3to2?8)in. 

13H X 4}^ X (3 to 2U) in. 

Square bung, 13^ X 4J^ X 3 in. 

Angle bung, (13)^ to 12J^) X 4J^ X 3 in. 

Tap-out block, 9 X 7J^ X 7}4 >*>• 


Lime-kiln Brick. Some special lime-kiln brick are made by a few manu¬ 
facturers, usually of silica or high-alumina material. 

Hot-hlast Stove Checker Brick. A number of stove-brick shapes are 
made for particular types of stnicture. They are stocked by several 
manufacturers. 

Coke-oven Shapes. Shapes for making up rectangular and beehive 
ovens are more or less standardized by a number of manufacturers. 
Shapes for by-product ovens are also stocked, but the number of shapes is 
so large that they cannot well be listed here. 

Blocks for Suspended Arches. There are a number of patented construc¬ 
tions for suspended arches requiring rather complicated blocks. One type 
of arch block is shown in Fig. 310. More details are given in Chap. 
XXVII. 

Boiler Shapes. There are a number of shapes used in stationary and 
locomotive boilers that are stocked by some manufacturers. 

Other Special Shapes. In addition to these, many special shapes are 
made for a particular installation, such as burner tile, impeller disks, hollow 
blocks, and feed-hole bricks. A special shape is shown in Fig. 311. 

The Design of Special Shapes. When designing a new furnace, it is often 
necessary to have special shapes made up. It should be remembered that 
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special shapes, particularly when in small quantities, are relatively expen¬ 
sive and should be used only where they are necessary. A special shape 
should be made as simple as possible because complications increase the 
mold cost and do not permit as careful molding. Undercutting or thin 
projections should be avoided. It is also undesirable to specify thin slabs 
or bars because the loss by warping is apt to be large. In general, the shape 
should be as compact as possible and not exceed 24 in. in length. However, 
shapes can be made 48 in. long if necessary. A small shape generally has a 
better structure than a large one and is burned more evenly. Therefore 



the size of shapes should always be kept as small as practical. In designing 
special shapes to be used in conjunction with straight brick, a good rule to 
follow is to make the vertical dimensions a multiple of 2%^ in. and the hori¬ 
zontal a multiple of 4%6 In* (the thickness and width of a straight brick 
plus one joint). 

3. Kiln Furniture. A considerable volume of refractories is used as 
kiln furniture, i.e., supports and containers for ceramic ware while it is being 
fired. As the furniture must be heated and cooled with the ware, it is desir¬ 
able to keep its mass down to a minimum in order to permit a more rapid 
heating and cooling cycle and increase the kiln efficiency. Because of the 
frequent temperature changes, the furniture must be able to resist spalling 
fairly well; and in many cases, it must be able to support a heavy load at 
high temperatures. 
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Saggers. Saggers are refraetory boxes for holding whitevvare. They 
serve partly as a support and partly as muffles to protect the ware from the 
kiln gases. The saggers are generally piled one on top of the other in 
bungs as shown in Fig. 312. A wadding of soft clay is placed between the 
saggers to make a tight joint. The ware is supported in the saggers in a 
variety of ways, which we need not consider here. 



Fig. 311. Burner tiles. {Courtcay of Babcock tfe 'Wilcox ('ornyany.) 

Saggers are made in a number of shapes and sizes, a few of which are 
shown in Fig. 313. However, there is no generally accepted standard. 
The wall thickness varies between % and in. with an average of about 
in. The composition varies but generally consists of a grog (usually 
crushed saggers with the fines removed), a plastic clay to give strength, and 
a fireclay to prevent too much vitrification. A good body should have a 
low coefficient of thermal expansion and an elastic structure, as explained 
in Chap. XV. Talc is often used as an ingredient in modern sagger bodies. 

The average life of a sagger was often no more than 25 cycles ten or fif¬ 
teen years ago due to a poor body, nonhomogeneous molding, rough han- 
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dling, and, perhaps most important, lack of thorough prebuming. As the 
sagger expense in the whiteware industry is a large item, a really superior 
sagger is well worth while. Many manufacturers have experimented to 
some extent on saggers, and the National Bureau of Standards has carried 
on a considerable investigation of this subject. Now the sagger life is often 
50 to 100 cycles. 

Another trouble with saggers is the separation of particles from thc^ 
interior of the sagger, which may fall on the glazed w are and form serious 


GO 

oO 

Fig. 313. ('ommon shapes of 

saggers. 

defects. A sagger therefore must have a firm, smooth surface, and it is 
the usual practice to paint over the inside of the sagger with a wash of some 
low-vitrifying compound to form a sort of glaze. 

Saggers are made in a number of ways. Formerly they were all made 
by hand on a wooden form. This method requires considerable labor, but 
it was traditionally believed that first-class saggers could be made only by 
this method. Later they were made on a machine press, of which there 
are many kinds. Recently a large proportion of saggers have been made 
by casting a slip into a plaster mold. 

Other materials have been used for saggers, such as silicon carbide, 
mullite, and zircon, but as yet they have not shown enough superiority 
over fireclay at moderate temperatures to warrant their increased cost. 



l^'iG. 312. Saggers piled in bungs. 
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Slabs and Posts, In many cases, ware does not have to be protected 
from the kiln gases, so that supports as shown in Fig. 314 can be used. 
Generally the slabs are made of fireclay, fused alumina, silicon carbide, or 
zircon from % to in. thick, depending on the size and load. Important 
advances have been made in open-setting kiln furniture in the last few 
years. Open settings permit 25 to 100 per cent more ware^^^^ to be fired in 
a given volume and so have replaced the sagger largely in the whiteware 
industry for bisque firing. 



iiQ. 314. Setting tile where ware needs no protection from tne atmosphere. 


Table 96. Refractory Slabs for Open-kiln Setting 


Inches 


Sanitary ware for straight T.K. 

General ware and electrical porcelain 
for straight T.K. 


'24 X 36 X IH 
24 X 36 X 2H 
32 X 25 X IK 
17 X 25 X IK 
48 X 24 X K 
25K X21K X 1 
120K X 22K X K 
32 X 16K X 18K 
32 X 16K X 18K 
, 28 X 16K X 18K 
28 X 16K X 18K 
32 X 16K X 18K 
^32 X 16K X 18K 


X 

X 

X 

X 

X 

X 


1 

H 

H 

H 

K 

K 


Circular T.K 
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4. Muffles. Muffles are generally used for enameled ware and for 
other articles when it is desired to keep them free from the furnace gases. 
Large muffles are constructed of sections of thin tile as shown in Fig. 315. 
The thickness is kept as low as possible, from % to 13^ in., in order to 
obtain the maximum rate of heat 
transfer. Sometimes each tile has its 
center recessed to an even thinner 
wall. The materials used for the 
muffle are fireclay, fused alumina, and 
silicon carbide. The high conductivity 
of the last two materials is of great 
advantage in this construction. 

Small muffles are used in many 
laboratory types of furnace. Fireclay, 
fused-alumina, and silicon-carbide 
types can be obtained in many sizes. 

Small muffles of fused silica are available but cannot be used at high 
temperatures. A few of the common sizes of fireclay muffles are listed in 
Table 97. 



Fig. 315. A large muffle. 


Table 97. Common Sizes of Fireclay Muffles 


j 

I^uigth, in. 

Width, in. 

Height, in. 

7 

3 


8 

4H 

3 

mi 

5>4 

3% 

12 

6 

4 

12 

8 

5 

15 

9 


16 

10 1 


18 

12M 1 

Wi 

19 

mi 



6. Retorts. Fireclay retorts for gas manufacture are from 7 to 10 ft 
long and about 18 in. wide. The wall thickness is 2}^ to 3 in. in order to 
withstand the load. Since carbon closes up the pores when it is in use, the 
structure need not be dense but should be able to resist spalling. 

The body is usually made of about equal parts of plastic clay and grog. 
As in the case of saggers, the fine particles of the grog are removed. The 
retorts are usually hand-molded onto a form, but pressed retorts have been 
used. The finished retorts are burned in a vertical position in a firebrick 
kiln, and sometimes they are glazed. The more modem continuous retorts 
are vertical with a height of 40 to 50 ft. They are made up from silica 
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shapes as shown in Fig. 316. A strong, dense structure is desired to pre¬ 
vent the lining from coming off as a result of carbon deposited in the pores. 

6. Crucibles. Crucibles are made of a great variety of refractory 
materials and in many shapes and sizes. It is, of course, impossible to list 
all of them here, but a few common sizes will be described. 



Fig. 316. Silica retorts for gas production. {Courtesy of Harbison-Walker Refractories 
Company.) 

Clay Crucibles. Clay crucibles are made from fireclay and grog. The 
small ones are pressed, and the large ones made on a jigger or flower-pot 
machine. The clay crucibles are generally used in small sizes for assaying, 
roasting, and low-temperature melting. Common shapes are shown in 
Fig. 317. 
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The usual sizes of this clay crucible (Denver Fire Clay Company) are 
shown in Table 98. 


Table 98. Common Sizes of Clay Crucibles 



Fig. 317. Clay crucibles. {Courtesy of the Joseph Fio. 318. A clay-graphite crucible. 
Dixon Company.) {Courtesy of the Joseph Dixon Com¬ 

pany.) 


Graphite Crucibles, Graphite crucibles are extensively used for metal 
melting. The graphite increases the thermal conducti\dty and gives a 
strong body at high temperatures. These crucibles are made of a mixture 
of plastic fireclay and flake graphite. The amount of graphite varies 
between 6 and 50 per cent. The clay and graphite are thoroughly mixed 
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in a wet pan or pug mill and aged. The crucibles are formed on a jigger 
in the same manner as fireclay crucibles. The shape found most suitable 
for this type of crucible is shown in Fig. 318. A large number of standard 
sizes are available as given in Table 99 (Dixon). 


Table 99. Common Sizes of Graphite Crucibles 


Number (Dixon) 

Outside 
diameter, in. 

Outside 
height, in. 

0 

IK 

2 

00 

IK 

2K 

000 

IK 

2K 

0000 

2K 

3 

1 

3K 

3K 

2 

3K 

4K 

3 

4K 

5K 

4 

4K 

5H 

6 

4K 

6 

6 

5H 

6K 

7 

5H 

6K 

8 


7H 

10 

6 

8 

14 


8K 

18 

m 

m 

20 

7K 

lOH 


up to 

up to 

400 


24^6 


In Chap. XII some special crucibles are described, but no size stand¬ 
ards have been evolved. 

7. Glass Pots. Glass pots are made of a suitable mixture of clays and 
grog. Before the First World War, most of the American manufacturers 
imported their glass-pot clays. Since then, domestic clays have been used 
successfully in nearly all cases. As a result of the work of the National 
Bureau of Standards, the old hand-molded pots have been largely 
superseded by cast pots. 

Apparently there are no generally accepted standards of size for pots, 
but covered pots are often 45 X 58 X 52 or 46 X 60 X 52 in. in width, 
length, and height, respectively. A typical covered pot is shown in 
Fig. 319. 

8. Refractory Porcelain. Refractory porcelain is used mainly for 
laboratory ware, spark plugs, and pyrometer protection tubes. It must 
have a high softening point, a dense structure, and a resistance to spalling 
as high as possible. 

The high-mullite porcelains, sometimes made from calcined sillimanite 
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or kyanite, are much used. However, they require high firing, preferably 
up to 1650°C (about 3000°F). Lately sintered alumina fired at ISOO^C 
(about 3270°F) has been used for severe conditions. 



I'lG. 319. Covered glass melting pot. {Courtesy of Findlay Clay Products Company.) 


Table 100. Common Sizes of Refractory I^orcelain Tubing 


Type 

Outside 

diameter, 

I 

Hole 

diameter, 

Ltmgth, 

i 

in. 

in. 



H 

H 2 

1-18 

Insulating tubing, 2-hole. 

H 

Vei 

Hi 

1-48 


1-fiO 


H2 

He 

1-12 

Insulating tubing, 1-hole. 

^2 

He 

H 

1-18 


H 

1-48 

Insulating tubing, 4-hole. 

He 

Hi 

1-36 


He 

He 

1-48 

Protection tubes, closed end. 

H 

H 

6-18 


Vi 

He 

6-48 


The forming and firing of high-temperature porcelains are discussed in 
Chap. XII. 

It is necessary to glaze some high-temperature porcelains to prevent 
passage of gases. Perhaps the most complete study of high-temperature 
glazes is that by Sortwell.^®^ 

Refractory porcelain can be obtained in a large variety of sizes, glazed 
or unglazed. In Table 100 are shown some common sizes. 
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CHAPTER XX 

MISCELLANEOUS PROPERTIES OF REFRACTORIES 


1. Measurement of Particle Size. Screen Analysis. The determina¬ 
tion of the particle-size distribution in a granular material is of considerable 
importance in ceramic work. For materials coarser than 150 to 300 mesh, 


Table 101. United States Standard Sieve Series 


Meshes per 
lineal inch 

Sieve 

number 

Sieve open¬ 
ing, inches 

Sieve 

opening, 

millimeters 

Wire 

diameter, 

inches 

Wire 

diameter, 

millimeters 

2.58 

2K 

0.315 

8.00 

0.073 

1.85 

3.03 

3 

0.265 

6.73 

0.065 

1.65 

3.57 


0.223 

5.66 

0.057 

1.45 

4.22 

4 

0.187 

4.76 

0.050 

1.27 

4.98 

5 

0.157 

4.00 

0.044 

1.12 

5.81 

6 

0.132 

3.36 

0.040 

1.02 

6.80 

7 

0.111 

2.83 

0.036 

0.92 

7.89 

8 

0.0937 

2.38 

0.0331 

0.84 

9.21 

10 

0.0787 ; 

2.00 

0.0299 

0.76 

10.72 

12 

0.0661 

1.68 

0.0272 

0.69 

12.58 

14 

0.0555 

1.41 

0.0240 

0.61 

14.66 

16 

0.0469 

1.19 

0.0213 

0.54 

17.15 

18 

0.0394 

1.00 

0.0189 

0.48 

20.16 

20 

0.0331 

0.84 

0.0165 

0.42 

23.47 

25 

0.0280 

0.71 

0.0146 

0.37 

27.62 

30 

0.0232 

0.59 

0.0130 

0.33 

32.15 

35 

0.0197 

0.50 

0.0114 

0.29 

38.02 

40 

0.0165 

0.42 

0.0098 

0.25 

44.44 

45 

0.0138 

0.35 

0.0087 

0.22 

52.36 

50 

0.0117 

0.297 

0.0074 

0.188 

61.93 

60 

0.0098 

0.250 

0.0064 

0.162 

72.46 

70 

0.0083 

0.210 

0.0055 

0.140 

85.47 

80 

0.0070 

0.177 

0.0047 

0.119 

101.01 

100 

0.0059 

0.149 

0.0040 

0.102 

120.48 

120 

0.0049 

0.125 

0.0034 

0.086 

.142.86 

140 

0.0041 

0.105 

0.0029 

0.074 

166.67 

170 

0.0035 

0.088 

0.0025 

0.063 

200.00 

200 

0.0029 

0.074 

0.0021 

0.053 

238.10 

230 

0.0024 

0.062 

0.0018 

0.046 

270.26 

270 

0.0021 

0.053 

0.0016 

0.041 

323.00 

325 

0.0017 

0,044 

0.0014 

0.036 


537 




538 


REFRACTORIES 


screens are used to separate the material into any desired number of grades; 
but for the finer materials, air- or water-separation methods are most 
satisfactory. 

The United States standard series of sieves is based upon a 1-mm open¬ 
ing, the larger and smaller screens varying as \/2, or 1.414. The charac¬ 
teristics of this series of screens are given in Table 101. 

The Tyler screens are more commonly used. They have as a basis a 
200-mesh screen with an opening of 0.0029 in., and the sizes of openings also 


Table 102. Tyler Screen Series 


Openings, 

inches 

Openings, 

millimeters 

Mesh per lineal 
inch 

Diameter of wire, 
inches 

1.050 

26.67 


0.148 


22.43 


0.135 

0.742 

18.85 


0.135 

0.624 

15.85 



0.525 

13.33 



0.441 

11.20 



0.371 

9.423 



0.312 

7.925 


0.088 

0.263 

6.680 

3 

0.070 

0.221 

6.613 


0.065 

0.185 

4.699 

4 

0.065 

0.156 

3.962 

5 

0.044 

0.131 

3.327 

6 

0.036 

0.110 

2.794 

7 

0.0328 

0.093 

2.362 

8 

0.0320 

0.078 

1.981 

9 

0.0330 

0.065 

1.651 

10 

0.0350 

0.055 

1.397 

12 

0.0280 

0.046 

1.168 

14 

0.0250 

0.0390 

0.991 

16 

0.0235 

0.0328 

0.833 

20 

0.0172 

0.0276 

0.701 

24 

0.0141 

0.0232 

0.589 

28 

0.0125 

0.0195 

0.495 

32 

0.0118 

0.0164 

0.417 

35 

0.0122 

0.0138 

0.351 

42 

0.0100 

0.0116 

0.295 

48 

0.0092 

0.0097 

0.246 

60 

0.0070 

0.0082 

0.208 

65 

0.0072 

0.0069 

1 0.175 

80 

! 0.0056 

0.0058 

0.147 

100 

0.0042 

0.0049 

0.124 

115 

0.0038 

0.0041 

0.104 

150 

0.0026 

0.0035 

0.088 

170 

0.0024 

0.0029 

0.074 

200 

0.0021 
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vary as the \/2- The intermediate sizes are available to give closer spac¬ 
ing. In Table 102 are given the characteristics of this series. 

A sample to be screened should be completely dry, and the lumps broken 
up. It can then be passed through any required number of screens in 
series. Care must be taken, however, to shake the screens long enough to 
pass all undersized material through. A convenient piece of apparatus for 
making screen analyses is shown in Fig. 320. In some cases, wet screening 
is used, for example, to separate clay from grog. 



Fiu. .S20. A shaking apparatus for making screen analyses, {('ourttay of the W. S. Tyler 
Comimny.) 


Table 103. Example of Screen Data 


Screen 

Weight, grams 

Per cent 

1 

Cumulative per 
cent 

On 4 

1 0.5 

0.5 

0.6 

On 6 

1.5 

1.6 

2.0 

On 8 

3.0 


6.0 

On 10 

6.5 

6.5 

11.6 

On 14 

10.0 


21.5 

On 20 

15.5 

15.5 

37.0 

On 28 

20.0 

20.0 

57.0 

On 36 

21.5 

1 21.5 

78.5 

On 48 

14.0 


92.5 

On 65 

6.5 

5.5 

98.0 

On 100 

1.0 

1.0 

99.0 

Through 100 

1.5 

1.5 

100.5 
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A convenient method to make an analysis is to weigh out a sample of, 
say, 100 g. In obtaining this sample, the greatest care is necessary to 
ensure that it is representative. The sample is then passed through the 
desired screens, and the amount remaining on each screen is weighed. This 
weight in grams will give the percentage directly. A typical analysis is 
shown in Table 103. 

There are a number of methods of plotting the results of a screen analy¬ 
sis. The fraction of each particular size of particle may be plotted on a 
frequency curve, as in Fig. 321, or the cumulative percentage may be plotted 
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on logarithmic paper as is often done when using the Tyler screens (Fig. 
322). Many attempts have been made to express the size distribution by 
means of a single factor. The work of Hatch and Choate^^^^ gives, perhaps, 
the best representation. They found that if logarithms of the sizes were 
plotted against the percentages of each size, a very close approach to a 
probability curve resulted in all cases. This curve can be expressed by two 
parameters. Mg and (Tg. Mg and ag can be determined graphically by plot¬ 
ting experimental data on log-probability paper. The references at the 
end of the chapter will give many other viewpoints of this problem. 
The extensive work on fine grinding by Martin^^^ and others deserves 
careful study. 

Settling Methods. In order to determine the particle-size distribution 
in a finely divided material such as a clay, the settling rate of the particles 
in water is found to be their most useful property. Using Stokes^ law, 
which states that a sphere of diameter Z) will fall at a velocuty U in a liquid 
of viscosity rt when the density of the particle is Si and of the liquid /S 2 , the 
diameter is found by 

^ V{.s\ - S,)g 

in cgs units. 

It might be thought that the irregular or platelike particles would settle 
at a different rate from equivalent spheres; but with the exception of 
extreme plates such as are found in mica, Stokes^ law is found to hold down 
to 1 M diameter and probably lower. The work of Wadell^^^^ and Norton 
and Speib^^^ confirms this. 

One of the most important factors in this measurement is the complete 
dispersion of the particdes in water. If they are flocculated to any extent, 
the results will be greatly in error. In the case of clays, considerable agita¬ 
tion is needed to break up clumps in addition to a deflocculating agent such 
as silicate of soda, sodium pyrophosphate, sodium carbonate, or Djixad. 
The state of dispersion should be checked with the microscope before the 
settling test. 

When the particles are below 1 in diameter, the settling rate becomes 
so slow that it must be accelerated by centrifugal force. As most of the 
particles in a clay are within this region, a special centrifuge (Fig. 323) has 
been developed recently for measurements down to 0.05 n. The amount of 
suspended material at any one time is determined by the specific gravity 
of the suspension as measured by a special hydrometer bulb. The pipette 
method of drawing off a small volume of suspension and drying down to 
find the suspended matter is slightly more precise than the hydrometer 
but more time-consuming. 
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The standard test method used in the Ceramic Laboratory at the Massa¬ 
chusetts Institute of Technology is given below as taken from the Journal 
of the American Ceramic Society^^^^ and is based on the work of 
Casagrande/^®^ 

A 13-g sample of the clay is shaken in 300 cc of distilled water to which has 
been added 0.13 g (1 per cent) of Daxad No. 23 (Dewey & Almy Chemical Co.). 
This is put through a hand homogenizer (Central 8(‘ientific Co., No. 70180) and 
transferred to a quart fruit jar. The jar is attached to a ball-mill frame and 
tumbled end over end at 60 rpm for 5 days. 



The sample is then transferred to the glass container, used in the centrifuge, 
and diluted to exactly 650 cc. A 1,000-cc graduate is filled with a solution of 
0.2-g Daxad No. 23 in 1,000 cc of distilled water to be used as a standard in check¬ 
ing the hydrometer. Just before starting a run, the sample is shaken end over 
end to form a homogeneous suspension; sheet rubber is tied over the top to 
prevent spilling. The time is taken from the instant the container is plac^ed in the 
metal basket of the centrifuge. After 3^ min, the hydrometer bulb is carefully 
inserted into the suspension, and the specific gravity is read at the top of the 
meniscus exactly 1 min from the start of the test. The bulb is first immersed 
slightly deeper than the equilibrium position to assure a good meniscus. About 
20 sec is allowed for the insertion or removal of the hydrometer to prevent eddy 
currents. The stem of the bulb must always be kept clean to obtain a good 
meniscus. 
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Two different samples are run concurrently in the present centrifuge; the 
second is started 12 min after the first sample to prevent any necessity of hurrying 
the early readings. After the first 10 min of the test, every specific; gravity read¬ 
ing in the suspension is accompanied by a corresponding reading taken in the 
standard solution also at the top of the meniscus. The temperatures of these 
two are adjusted to be ecpial within ().3°C" at the start of the test, and they 


Tabu 104 


Time 

interval 

Speed, 

r.p.m. 

Total equivalent 
time of gravity 
settling 

Minutes: 


Minutes: 

1 

Stationary 

1 

2 

Stationary 

3 

2 

Stationary 

6 

5 

Stationary 

10 

10 

Stationary 

20 

10 

Stationary 

30 

30 

Stationary 

60 

Hours: 


Hours: 

1 

Stationary 

2 

1.5 

Stationary 

3.5 

2.5 

Stationary 

6 

Minutes: 



30 ! 

125 

10.3 

15 

200 

15.8 

30 

200 

27 

30 

300 

52 

30 

400 

95 

30 

500 

164 

30 

550 

247 

Hours: 



1.25 

600 

493 

1.75 

600 

835 

3 

600 

1,420 

3.5 

600 

2,110 

4.5 

600 

2,980 

8 

600 

4,550 


are kept equal throughout the run. In this way, temperature corrections for the 
hydrorheter are eliminated, because the value sought is the difference in specific 
gravity between the two and not the actual value of the specdfic gravity of the 
suspension. Temperature readings, precise to within ±0.2®C, are taken in each 
container for every test point, and the temperature is kept as constant as possible 
during a run. The hydrometer, when not in actual use, is wiped off and placed 
in the graduate containing the clear Daxad solution. The times at which the 
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specific gravity should be read were determined arbitrarily to divide the region 
between 50 and 0.1 ju into 20 approximately equal divisions when the data are 
plotted on semilogaritlirnic paper. Table 104 gives these time intervals, speed of 
rotation, and the total elapsed time of equivalent gravity settling, based on an 
effective centrifuge radius of 49 cm. 

In using the centrifuge, the elapsed time was taken between starting the 
centrifuge and shutting off the current to the motor. The ac^celeration and 
deceleration were rapid enough so that this approximate pro(;edure was justified. 
Tlie starting and stopping, however, must not be so sudden as to cause swirling 
of the suspension. In tlie tests carried out, the first day's run extended through 
493 hr so that any sliort interval of gravity settling after that time was practically 
negligible. 

To change the data obtained from the sedimentation run into a distribution 
curve, the particle size or equivalent spherical diameter corresponding to each 
reading must be determined, as well as the j)ercentage of material finer than this 
size. Using Stokes' law, the size which has settled to the center of the hydrometer 
bulb is easily obtained from the Casagrande nomographic chart.* It is necessary 
to calibrate only the distance-settled scale of the chart, against the specific-gravity 
scale of the particular hydrometer used. Directions for this and also a key to 
the chart are given on the chart itself. 

In using this distance-settled scale, a small meniscus correction (about 0.(X)()3) 
must be added to the hydrometer reading, inasmuch as the actual distance settled 
is from the surface of the suspension (not the top of the meniscus) to the center 
of volume of the bulb. The value used on the temperature scale of the chart, 
which corrects for the temj)erature effect on the viscosity of water, should be the 
average over the test period up to the time of that reading. 

For effective settling periods of more than 50 hr, better accuracy can be obtained 
with the chart by taking advantage of the fact that the size is given by the equa¬ 
tion 


D = 


where D == the diameter 
t = the time 

Thus the equivalent time is divided by a factor of 100; and using this new time 
value, the size obtained from the chart is divided by 10 to give the correct value. 
The reason for this step is to avoid large slopes between corresponding points 
on adjacent scales, a condition which decreases the accuracy of values obtained 
from the chart. 

To determine the percentage of material finer than any given size, the follow¬ 
ing equation is used: 

W per cent * ^ (JS — d) X 10* 

* These charts can be obtained from Julius Springer in Berlin, or from the Soil 
Mechanics Laboratory, Massachusetts Institute of Technology, Cambridge, Mass. 
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where S = the specific gravity of suspended material 

G “ the concentration of suspended matter, g/liter 
R —■ d = the difference in s])ecific gravity between suspension and corresponding 
standard reading at same temperature 

The specific gravity of the clay can be obtained in a pycnometer bottle but runs 
close to 2.58 for kaolinite tyj)es of clays. To make this method clearer, an actual 
example is worked out in Table 105. 



Equivalent Spherical Diameter in Microns (D) 

Fig. 324. Size distribution for a typical clay plotted with linear coordinates. (J. Am. 
Ceram. Soc.) 

The graphical representation of the results of a size analysis is generally carried 
out by plotting the weight per cent, TT, finer than a given size as ordinates against 
that size, /), as abscissas. This method is shown in curve P of Pig. 324. A better 
picture of the distribution, however, can be obtained by plotting the function 
dW/dD against D as in curve M. This curve represents the slope of P and the 
area under it between anj^ sizes Di and D 2 will be 





Dx dW 

Dz dD 


dD = 


C”' dW = Wdi - WD^ 
J Wd^ 


Therefore the weight of particles between Di and Di in P'ig. 324 is equal to 


Total weight of sample X 


area between Di and D i 
total area under M 


For example, the line at 50 per cent W cuts the P curve at 2.3 through which 
a vertical line divides the area under M into two equal parts. 

The distribution curve in Fig, 324 brings out strikingly the fact that clays 
have a large proportion of the particles in a very narrow range of sizes. The 
curve, however, is so crowded into the fine end that little precision is possible 
in reading the plot in this range. For this reason, it has been found better to plot 
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Per cent 

»O‘^»O0>CDO00<000rt<c050b*00OO 
i-(o0'<t'ococjd c<T^b^rHo6«d^^iodt^coi-Hooo 

OSOOCOOOt^S COU5'^t<'rt<COC05^C^rHT-i 


11.0 

10.7 

10.1 

9.6 
8.8 
8.2 

7.5 

6.5 

5.7 
5.0 

4.6 

4.4 

3.3 

2.6 

1.9 

1.2 

0.9 

0.4 

0.2 

0.1 

0.0 

0.0 

Size, 

microns 

29.0 

17.2 

13.8 

10.0 

7.4 
6.15 

4.5 

3.3 

2.5 
1.92 
1.54 

1.25 

1.00 

0.73 

0.56 

0.42 

0.35 

0.25 

0.19 

0.145 

0.12 

0.10 

O 

+ 

1.0109 

1.0106 

1.0100 

1.0095 

1.0087 

1.0081 

1.0073 

1.0063 

1.0057 

1.0051 

1.0046 

1.0042 

1.0033 

1.0026 

1.0018 

1.0006 

1.0003 

0.9997 

0.9993 

0.9989 

0.9989 

0.9991 

§■« 

3 

0.9996 

0.9996 

0.9995 

0.9995 

0.9995 

0.9995 

0.9997 

0.9998 

0.9997 

0.9995 

0.9996 

0.9997 

0.9993 

0.9991 

0.9991 

0.9990 

0.9988 

0.9985 
0.9986 
0,9988 i 

Reading 

R 

1.0106 

1.0103 

1.0097 

1.0092 

1.0084 

1.0078 

1.0070 

1.0060 

1.0054 

1.0048 

1.0043 

1.0039 

1.0030 

1.0023 

1.0015 

1.0003 

1.0000 

0.9994 

0.9990 

0.9986 

0 9986 
0.9988 ‘ 

Tem¬ 

perature, 

24.2 

24.2 

24.5 

24.4 
23.9 

23.7 

24.2 

24.5 

24.1 

23.8 

24.9 
25.7 

25.7 

26.3 

27.1 
28.0 

28.1 

27.7 1 

Equivalent 

settling 

time 

Minutes 

1 

3 

5 

10 

20 

30 

Hours 

1 

2 

3.5 

6.5 
10.3 

15.8 

26.8 

51.5 

95.5 
164 

247 

492 

834 

1422 

2107 

■ 2990 j 

Accel¬ 
eration X 
gravity 

1.0 

1.0 

1.0 

1.0 

1.0 

1.0 

1.0 

1.0 
1.0 
1.0 
1.0 
8.6 
22.0 
22.0 
49.5 
88.0 
137.0 
166.0 
196.0 
196.0 
196.0 
196 0 
196.0 

Centrifuge 

speed, 

r.p.m. 

1 

ooooooo oooou^ogoggoggsgg 

r-iCl MCOrtHiOiJOOcOCOOCO 

Time 

9.12 

9.13 

9.15 

9.17 

9.22 

9.32 

9.42 

10.12 

11.12 

12.42 

3.42 

3.49-4.16 

4.29-4.44 

6.00-5.30 

6.40-6.10 

6.19-6.49 

6.58-7.28 

7.39-8.09 

11.16-12.31 

1.00-2.45 

3.00-6.00 

9.00-12.30 

1.00-5.00 
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the same data on sernilog paper as in Fig. 325. Here the characteristics of the 
distril)ution in the fine fractions are brought out clearly, but the areas under 
the distribution curve have to be corrected for the scale if they are used quanti¬ 
tatively. As in Fig. 324, the line passing through 50 per (^ent of W cuts the P 
curve at 2.3 /jl and divides the plotted area under M into two equal parts. The 
actual area on the diagram, however, is (piitc different on the two sides of the line. 
The experimental points on tlie P curv^e show the consistency of the observations. 



Fici. 325. Size distribution for a typical clay plotted on semilogaritlmuc paper. {J. Am. 
Ceram. Sor.) 

The diver method of measuring particle size as developed by Berg^^^ is 
most ingenious and consists of adding to the suspension tiny glass floats of 
known density which will always maintain a level consistent with the den¬ 
sity of the suspension at that point. Therefore by plotting the settling 
rate of these floats, the density changes in the suspension can be followed 
with no disturl)ance. 

Gaudin and Hukki^-^^^ suggest plotting the logarithm of the cumulative 
per cent finer against the logarithm of the size. This has the great advan¬ 
tage of producing a straight line in most cases. 

Other Methods. Elutnation with either water or air as a medium can 
be used for the measurement of particle size, but this method is more useful 
for producing definite-size fractions. 

The microscope allows direct measurement of the parti(de sizes with a 
calibrated eyepiece. The lower limit, however, is about 1 //, but certain 
problems can well be handled by this method. 

For finer sizes, the electron microscope gives us the only direct means of 
particle size measurement down to less than 0.1 g. 

The X-ray diffraction pattern allows the calculation of particle sizes 
from 0.05 /x and less by the line broadening that occurs with small particles. 
This method may also be used to measure the size of crystals in a lump of 
refractory. 
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A number of other methods have been used but are of minor importance 
in ceramics. 

Interpretation of Particle Size, The mean diameter of a single particle 
is clear when considering a sphere or cube where the diameter or edge 
respectively are definite measures. In the case of a parallelepiped with 
sides a, 6, and c, we can express four mean diameters as follows: 

(Statistical) 

(Side of a cube of equal an^a) 

(Side of a cub(' of equal volume) 

(Harmonic mean relating surface to volume) 

For platelike particles the various dm^s vary a great deal, so the type of 
mean diameter should always be specified. The spherical mean diameter 
is usually taken as the diameter of a sphere settling at the same rate as th(‘ 
given particle. 

When considering an evenly graded series of particles, the following 
mean diameters for the series may be written 


, a + 6 + c 
dm = ^ 

, hah + 2ac + 2hc 

dm-yj— -- 

dm = abc 
j _ 3abc 

ac +be 


Ind _ I d^ -dl 
2n 2 di — d-i 
i:n<P _ 2 rf? - di 
Snd 3 rff - 0^ 
'EruP ^ 3 d\ - dt 
SneP 4 di — di 
M ^ A d\ - dl 
1,ruP 5 d* — dt 


^ {di + ^ 2 ) (Statistical mean) 
(Length mean) 
(Area mean) 
(Volume mean) 


where n = the total number of particles 

d\ = the smallest diameter in the series 
d 2 = the largest diameter in the series 
The so-called ^^Mellor mean^' is often used 



but does not seem to be based on any experimental evidence. 

To illustrate the use of the various mean diameters, the following exam¬ 
ple based on an actual microscopic count by Perrott^^^ on an evenly graded 
series of particles is given in Table 106. 
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Table 106 


Fraction diameter, mi¬ 
crons . 


No. of particles. 

Percentage of total 
based on: 

Number . 

^ . 

nd* 

^. 

Volume . 

ZndA 


60 

50 

40 

i 

1 30 

20 

10 

6 

2 

87 

100 

156 

660 

1,750 

6,200 

25,600 

155,000 

0.05 

0.05 

0.1 

0.3 

0.9 

3.3 

13.5 

81.8 

0.9 

0.9 

1.1 

3.5 

6.1 

10.9 

22.4 

1 

54.3 

7.8 

6.3 

6.3 

14.9 

17.6 

1 

15.5 

I 

16.1 

15.6 

22.5 

14.9 

11.9 

21.3 

16.7 

7.4 

3 8 

1.5 


Calculating the mean diameter for the whole series gives 



The physical significance of these values can be visualized by assuming 
that all the particles in the sample were laid out in a line, each particle 
toiujhing the next and each being smaller than the one preceding it. If the 
particle in this line was selected that had equal numbers of particles above 
and below it, its diameter would be 3.0 On the other hand, if a particle 
were selected exactly in the center of the line, it would have a diameter of 
7.0 /i. A particle selected so that the total area or volume of all the parti¬ 
cles above or below it were equal would have a diameter respectively of 
21.0 and 36.4 ju. This brings out the fact that a mean particle size has no 
significance unless the type of mean is specified. 

2. Structure. The macrostructure of refractories is of importance 
because a homogeneous material is seldom encountered. The size and 
shape of the pores, the shape of the grog particles, and the extent of the 
bonding are of interest. By a study of the structure, the manufacturing 
methods may be improved to produce a better product. 

A cross section of a brick can be ground to a flat surface on a cast-iron 
wheel with coarse carborundum and water. The brick is then dried and 
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heated enough to flow red sealing wax over the surface and into the pores. 
This surface can now be polished with a fine abrasive. The contrast 
between the light refractory and the dark sealing wax should bring out the 
structure very clearly. The structure of a kaolin brick prepared in this 
way is shown in Fig. 326. 



Fig. 326. Structure of a kaolin refractory. Tlie surfaee of this refractory was ground to a 
rough surface and then the pores were hlled with sealing wax. The surface was then given 
a finer polish. 


3. Permeability. Importance in Refractories. The flow of gases 
through refractory walls is important in many furnaces, especially where 
large pressure differences exist, as in recirculating types. Also the per¬ 
meability of such parts as thermocouple tubes, muffles, and recuperators is 
of interest in efficient design. 

Permeability is also of value as a check on the manufacture, as lamina¬ 
tions, voids, and soft spots are shown up in the permeability test. In the 
case of heat insulators, this property is useful in indicating the extent of 
interconnecting pores. 
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Measurement of Permeability. Absolute permeability is the property of 
the refractory and does not in any way depend on the fluid. It may be 
expressed as 


. _ Q _L— 1 

’'a (P 1 -P 2 ) t 

whore X — the absolute permeability 

rj — the viscosity of the fluid, poises 

Q = the volume of gas flowing at mean pressure {Fi + p 2 )/ 2, cc 
A == the area, sq cm 
I = the length of path, cm 
Pi = the exit pressure, dynes/sq cm 
P 2 = the entrance pressure, dynes/scj cm 
/ = the time, sec 

The dimensions of this equation are = area. However, our usual meas- 
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urements of permeability are with a particular fluid such as air at room 
temperature, so that the measured permeability k is expressed by 

Volume of gas X length of path 
Area X time X pressure difference 

which has the dimension 


IJ _ area 

viscosity 

k is usually expressed as cc/(cm)(sq cm)(sec)(cm of water) or as cu ft/ 
(in.)(sq ft)(min)(in. of water pressure). 

Permeability can be measured on small cylindrical or cubical specimens, 
but a more representative value is obtained on a whole brick with air passing 
through as it does in the wall. Permeability tests of whole wall sections 
give data in regard to the joints and bricks together, but little work has 
been reported along these lines. 

A precise and convenient apparatus for the measurement of permea¬ 
bility is shown in Fig. 327 as developed in the C'eramic Laboratory of the 
Massachusetts Institute of Technology. The specimen 1 is cemented 
tightly into the holder with beeswax. Air is drawn through the drying 


Table 107 


Run No . 

1 

2 

3 

4 

6 

6 

WeiRht on end of beam, g. 

200 

200 

400 

400 

1,000 

1,000 

Mercury below atmos¬ 
pheric pressure, mm.. . 

o.a5 

0.85 

1.70 

1.70 

4.24 j 

4.24 

Atmospheric pressure, 
mm. mercury. 

757.40 

757.40 

757.40 

757.40 

757.40 

757.40 

Pressure in gasometer, 
mm. mercury. 

766 55 

756.55 

755.70 

755.70 

763.16 

753.16 

Temperature, ®C........ 

29.0 

29.1 

28.4 

28.3 

28.0 

28.1 

F (from chart), volume 
of air at standard 
conditions passed 
through specimen, oc. . 

1,604 

1,604 

1, .595 

1,595 

1.592 

1,6M 

Po, zero reading of ma¬ 
nometer. 

1.16 

1.16 

1.06 

1.05 

1.06 

1.06 

Pi, final reading of ma¬ 
nometer. 

1.41 

1.40 

u. 

1.51 

1 1.94 

1.94 

Pi — Po, pressure differ¬ 
ence, cm. alcohol. 

0.25 

0.24 

0.46 

0.46 

0.88 

0.88 

Specific gravity of alcohol 

0.801 

0.801 

0.801 

0.801 

0.801 

0.801 

P, pressure difference, cm. 
water. 

0.20 

0.19 

0.37 

0.37 

0.71 

0.71 

t, time, sec . 

119 

120 

68 

69 

34 

34 

Kt permeability . 

5.6 

6.7 

6.3 

5.3 

6.6 

6.6 


Area of tpeoimen *■ 7S.6 sq. om. Thickness 0.5 cm. 
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power 2 and the specimen by the suction of the gasometer 6 filled with oil 11 
and counterweight 4 using a beam pivoted at 10. The latter is calibrated 
so that as it moves through a definite distance by the pointer 7, which can 
be timed with a stop watch to pull a known volume of air through the 
specimen. The balance weight 8 compensates for the buoyancy of the gas¬ 
ometer cylinder. The difference in pressure between the two sides of the 


Table 108 . Permeability of Firebricks (burned) 


Type of clays 

Manufacturing 

method 

Permeability, cc 
per sec per cm 
cube per cm 
head of water 

Flint, semifiint, and plastic. 

Semidry press 

0.0066 

New Jersey plastic. 

Hand molded 

0.0092 

Semifiint. 

Soft mud 

0.011 

Flint and semifiint and plastic. 

Soft mud 

0.012 

Second grade semifiint and plastic. 

Soft mud 

0.016 

Plastic. 

Soft mud 

0.017 

Semifiint. 

Soft mud 

0.033 

Cheltenham plastic. 

Dry press 

0.049 

Flint and semifiint. 

Hand molded 

0.069 

Flint and plastic. 1 

Hand molded 

0.11 

Flint and plastic.' 

Soft mud 

0.13 

Grog, flint, and plastic. 

Soft mud 

0.14 

Pennsylvania clay. 

Dry press 

0.15 

Second grade semiflint and plastic. 

Dry press 

0.19 

Sillimanite and clay. 

Hand molded 

0.45 

Silicon carbide, recrystallized. 

Dry press 

0.80 

Clay and carbon, insulating. 

Dry press 

1.20 

Insulating firebrick, 3,5 lb. 


2.6 

Insulating firebrick, 3 lb. 


3.1 

Insulating firebrick, 2 lb. 


5.5 


specimen is measured by the alcohol manometer 3 with its reservoir 5. 
The method of testing will be made clear by Table 107 for a typical run. 

Permeability values for several refractories are shown in Table 108, and 
additional values are given in the references. 

4. Strength of Refractories, The cold strength of fired refractories is 
not generally of importance in itself; however, it often serves as a guide to 
other characteristics such as vitrification, burning temperature, or purity 
of material. In the case of heat insulators, the strength is of value in 
determining the ability to withstand handling and shipping. The ASTM 
Standard method for cold crushing strength is given in C 133-39, a method 
that should be followed to obtain consistent results. For insulating brick, 
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C 93-46 should be used. In Table 109 are given values of crushing strengt^h. 
The strength of many pure materials is given in the tables of C'hap. XII. 


Table 109. 
Material 

Fireclay brick. . . 
Bauxite brick . . . 

Silica brick. 

Zirconia. 

Magnesite. 

C'hrorne. 

Insulating brick. 


Ckushing Strength of ItEFRArTORiEs 

Crushing Strength, lb per 
s(j in. 

. 2,000 12,000 

. 6,000 

. 3,000-5,000 

. 7,000 

.5,0(X)-8,000 

. 6,000 

. 50 500 


6. True Density. The following method has been found satisfactory 
for the determination of true density: The material is powdered through at 
least 100 mesh, dried at 105°C until thoroughly dry, and placed over ("aCU 2 
until at room temperature. About 1 g is weighed into the previously cali¬ 
brated and weighed pycnometer bottle. The bottle is filkni about one-half 
full of freshly boiled distilled water and is kept at 60°C for about hr, 
and the contents agitated to wet the particles thoroughly and remove 
entrapped air. The bottle is next placed under a vacuum to make certain 
that all air has escaped. The reduced pressure should not be strong 
enough to boil the water violently, since loss is likely to occur. About 20 
min of treatment using an ordinary aspirator pump is sufficient. 

The bottle is then filled to the mark with distilled water and placed in a 
constant-temperature bath for 1 hr, whereupon the bottle is carefully 
capped; the capillary and the outside of the bottle wiped clean; and the 
whole weighed. 

The specific gravity is calculated from 

W — P 

Specific gravity = pYZr(W:'^rw) 


where P = the weight of pycnometer and stopper 

W = the weight of pycnometer and stopper and sample 
WI = the weight of pycnometer and stopper full of water 

= the weight of pycnometer and stopper and sample and water 
Tetrahychonaphthalene or tetrachlorethane, because of their low vis¬ 
cosity and high wetting properties, are useful in the case of nonplastics in 
place of water, as the boiling and deairing steps are eliminated. Values on 
the same sample should check to ±0.005. 

6. Abrasion Resistance. Refractories used in the hearths of furnaces 
or other places where objects are slid along them must have a good resist¬ 
ance to abrasion. Furthermore, refractories are often worn away by parti¬ 
cles in a rapidly moving gas. Abrasion tests at room temperature, such as 
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are regularly used for paving brick and tiles, mcian little for refractories 
because the conditions are far different at high temperatures. In the first 
place, the refractory must have a strong, well-bonded st ructure, and second, 
it must not become plastic at the working temperature. In general, it has 
been found that a brick which shows good resistance to load will also resist 
abrasion. 

Abrasion has been measured at room temperature by tli(‘ Bauschinger 
disk grinder, the sand blast of Bradshaw and i^lmeiy,^^^ and the rattler test 
of the National Paving Brick Manufacturers’ Assucnation. None of these 
tests, however, is used at the working t('mperature of the refractoiy. Per¬ 
haps the most logical tcvsts are those proposed by Hancock and King.^'^^ 
Here samples of the refractory are rubljed together inside a furnace, and the 
loss in weight determined for a certain timci of test. "J'o show the effect of 
temperature, a specimen was t(^sted as follows: 

Tcinporatiiro (jf Tcs(, Loss in Wciglit, g 

2()'’C (CS°F) 0.H5 

]050“(’ (1922“Fj 0.255 

This shows that the abrasion resistaiu^e decreases with the temperature. 
It was also concluded that a fine-grained structure and a high-burning 
temperature increase the abrasion resistance. 

The abrasion resistance of an insulating firebrick is naturally less than 
for a heavy refractory, although hard coatings are lielpful. At)rasion tests 
have been made on this material by circulating fine particles by means of a 
high-velocity air stream through a duct lined with a particular brick. 

7. Electrical Resistivity, In electric-furnace work, the electrical resist¬ 
ance of refractories is of considerable importance, and there are many other 
cases where a high-temperature electrical insulator is desirable. 

The method of measuring the resistivity is theoretically simple but at 
high temperatures is beset by numerous practical troubles; however, at 
temperatures up to 1000°C (1832°F), the apparatus is comparatively sim¬ 
ple. The methods used by the National Bureau of Standards, King,^^^^ 
Northnip,^^^^ and Braceare substantially the same. A comparatively 
high voltage is placed across the specimen, and the current flow measured 
with a sensitive ammeter or similar device. The greatest difficulty is to 
reduce the contact resistance, and a number of methods have been used to 
prevent this error. Henry and a few others used alternating current of 
1,000 cycles to prevent electrolytic effects. 

In Table 110 are given some values of electrical resistivity obtained by 
different experimenters. 

It will be noticed that the values given in the following table are rather 
discordant in some instances. This may be due in part to the variation in 
specimens and in part to errors in experimentation. 



Table 110. Electrical Resistivity, Ohms per Centimeter Cubed 
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^ King, < Wilkes. ^ Northrup. 

• Henry. « Stansfield, et aX. * Nemst and Reynolds. 

• Hartman. «Babcock & Wilcox Laboratory. • Arnold. 
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At low temperatures, refractories conduct very slightly. As the tem¬ 
perature is raised, the conductivity increases rapidly until the melting point 
is reached, where electrolytic conduction occurs. With a pure material, 
the conduction would be low up to the melting point; but with the average 
refractory, liquid phases are formed by the impurities at relatively low 
temperatures, so that we get an early falling off of the resistance. In 
general, a pure, high-melting-point material will give the best high- 
temperature, electrical resistivity. 
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(CHAPTER XXI 


REFRACTORIES IN THE IRON AND STEEL INDUSTRY 

1. Introduction. Deperidence of the Industry on Refractories, The iron 
and steel industry is so dependent on refractories for efficient production 
that all the larger steel companies are themselves conducting research on 
refractories or are cooperating with the refractory manufacturers to obtain 
the best product for each position in the furnace. Unquestionably, in 
many cases, n^fractorics capable of withstanding higher temperatures 
would permit more efficient production of steel and often a bett(‘r (]uality of 
steel. For that reason, a great deal of effort is being expended on the study 
of high-temperature refractories, particularly for the open-hearth furnace. 

Future Development. A problem that recjuires solution in the future 
is the production for the open-hearth furnace of a roof brick capable of 
operating at 100 or 200° higher than the silica roof and still giving a satis¬ 
factory life. The economy of insulation is now being thoroughly appre¬ 
ciated in the iron and steel industry, and to accompany insulation we 
must have a better quality lining brick to stand the greater mean tempera¬ 
ture imposed. The super-duty silica brick is a step in this direction, 
and the experiments on the basic roof are watched with interest. In the 
heat-treating field, the development of lightweight refractories has been 
advancing rapidly, and now the insulating firebrick is almost exclusively 
used. The possibility of making sectional furnaces of portable panels 
that can be built around the completely fabricated structure for heat 
treating is being rapidly developed. Carbon refractories will undoubtedly 
receive increased study, particularly in the blast furnaces. 

The disintegration of refractories under reducing conditions must 
receive more study, and bricks capable of withstanding this deteriorating 
influence more successfully will undoubtedly be developed. 

2. Blast Furnace. Principles of Operation. The blast furnace is the 
primary unit for reducing iron ore to iron. The charge, which is a mixture 
of iron ore, limestone and coke, is blasted with preheated air in the correct 
amount to generate heat and form carbon monoxide, which reduces the 
ore to melted iron and slag. The composition of the iron depends a great 
deal on the type of ore used, but control of the final composition is possible 
in the blast furnace itself, except for manganese and phosphorus w^hich 
cannot be greatly varied. 
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A Typical Furnace. In Fig. 328 is shown the cross section of a modem 
blast furnace with the various parts labeled. It takes the form of a verti¬ 
cal shaft from 50 to 100 ft high, with a hearth diameter of 18 to 27 ft. 
The refractories are completely surrounded by a steel shell. The charge 



Fig. 328. Typical modern blast furnace. {From **Modern Refractory Practice” courtesy 
of the Harbison-Walker Refractories Company») 


is fed into the top of the furnace from a skip hoist through the double 
bell at the top and gradually passes down through the furnace as the 
reactions take place forming the iron and slag which collect in the crucible 
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at the bottom. Periodically, the iron and slag are tapped off through 
separate notches. 

It will be noted that the refractories in hotter parts of the furnace 
and sometimes in the lovv(^r portion of the inwall are heavily water-cooled 
by hollow metal castings extending well into the wall around the bosh 
and a water jacket extends down around the bottom, which is found 
necessary to give the long life needed for a satisfactory campaign, often 
lasting 2 to 5 years with a produ(*tion of 1 to 2 million tons of iron. Water 
cooling has made feasible the use of a thinner wall than previously thought 
possible. 

The gas from the top of the blast furnace, vhich is mainly carbon 
monoxide and nitrogen, is clearu^d, and part is burned in the stoves, 
which consist of vertical, brick-lined steel cylinders partially filk^d with 
checker brick. These checkers are first heatr^d up by burning the blast¬ 
furnace gas at the bottom, and then air is drawn through them in the 
opposite direction to be fed to the tuyeres, producing an average preheat 
temperature of 1100 to 1500°F (about 560 to 816°C). As soon as the 
temperature of the stove reaches a certain minimum value, the flow is 
switched over to another stove that has previously been heated so that 
the cycle can he continued. UsuaMy three sto\’es are used with one 
modern blast furnace. Modern desi;.'n calls for taller stoves with insula¬ 
tion inside the shell. 

The blast furna(;e and its stoves are large users of refra(*tories, as 
approximately one million bricks would be employed in the construction 
of a modern unit. 

Types of Refractories Used. Practically all the refractories used in the 
blast furnace and stoves are fireclay brick. In the hearth and bosh are 
used high-flint clay bri(;ks, which are generally vacuum extruded, dry 
pressed or air rammed, and high fired, to give a dense structure and low 
reheat shrinkage that will be resistant to slag and load under the severe 
conditions encountered in this part of the furnace. Accurate sizing of the 
blocks is desirable. The hearth bottoms are 9 to 12 ft thick and are 
usually constructed of blocks larger than the standard 9-in. brick in order 
to reduce the number of joints. In spite of this construction, however, 
the bottom bricks are gradually eaten away or floated out during a long 
campaign and are replaced by iron, which solidifies and forms the sala¬ 
mander. A good description of the. action on the hearth refractories is 
given by McLain. 

For a number of years, machined carbon blocks and rammed carbon 
plastics have been used for bosh and hearth linings in a number of German 
blast furnaces; and in the last few years, about 20 installations have been 
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put into operation in this country. Although it is too early to evaluate 
these refractories completely, they certainly look promising. It is stated 
that in England a furnace is being tried with the carbon blocks above the 
slag line, where it is expected that the reducing atmosphere will protect 
them. Russia, also, seems to be using carbon linings. We have, as yet, 
no answer as to the relative merits of the block lining and the rammed lin¬ 
ing; but in a few years, enough experience should be had with both to give 
a positive indication. The details of a Gennan carbon-block-lined furnace 
are given by Seil.^^'^^ 

The bricks in the shaft of the furna(‘e need not be so refractory as those 
in the lower part because the temperature decreases to approximately 400° 
at the (‘xit. However, the bricks should be hard and resistant to the abra¬ 
sion of the moving charge; and most important of all, they should be stable 
under the disintegrating effect, of carbon monoxide, which was discussed 
more fully in Chap. XVL It is generally believed that if the iron in the 
bricks has been converted to iron silicate by high firing, little disintegration 
will occ.ur. The shaft l)ricks also are subject to disintegration in the upper 
portions from metallic zinc, which is sometimes reduced from the ore and, 
volatilizing, settles in the cooler portions of the lining, causing swelling and 
disintegration. Alkalies that are vaporized in the lower sections of the 
furnace also condense in the cooler parts and decrease the life of the lining. 

Life of Refractories. The nature of the blast furnace is such that little 
or no repairing can be done on the structure during a campaign, and there¬ 
fore the life of the weakest part of the structure determines the total life. 
Usually the furnace must be shut down because of wearing away of the wall 
somewhere in the shaft due to slag erosion and abrasion. When the wall 
becomes so thin that the temperature on the outside casing cannot be held 
down even by extra cooling, it is impossible to continue the furnace in 
operation. The modern furnace with thorough water cooling gives excel¬ 
lent life, and campaigns of 8 to 5 years are commonly reported. In general, 
it would seem that the refractories available for the blast furnace are 
satisfactory for their purpose, but perhaps higher densities for the brick in 
the lower part of the furnace can still be achieved by more careful sizing of 
the raw materials, vacuum treatment, and higher pressures. Higher firing 
of the brick in the shaft will make them more stable in regard to disin¬ 
tegrating influences, but many problems still need study as far as these 
factors are concerned. 

In Fig. 329 are shown the wear lines in a blast furnace at the end of 
a campaign. The first zone of wear is at the top under the stock-line wear 
plates and is due mainly to abrasion. The second zone is above the mantle 
and is caused by disintegrating influences of carbon monoxide, alkalies, 
and zinc, as well as slag erosion. 
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The checkers in the stoves show gradual deterioration due to slumping 
and shifting, but accurate pyrometer control to prevent overheating will 
minimize this condition. The use of super-duty fireclay brick in the upper 
portions of the checkers is generally recommended. 

Table 111 gives an idea of the conditions encountered in the blast 
furnace. 



Fic3. 329. Burn-out lines of funmce. {Courtesy of W. R. McLain, Bull. Am. Ceram. iSoc.) 

Two new developments in blast-furnace operation may have an impor¬ 
tant influence on the life of the lining. One of these is the use of oxygen- 
enriched air,'^^^’'^^^ and the other, high pressure in the shaft. The latter 
method seems economically sound at present and should materially increase 
the capacity of a given furnace. 

3. Cupola. Principle of Operation, The cupola is strictly a melting 
furnace using as a charge cast iron in the form of pigs, stove plate, and other 
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Tap cast iron and in some cases scrap steel. The charge is alternately 
Lctal, coke, and some limestone as a flux. In a well-operated cupola, 
mghly 8 to 12 tons of iron can be melted to 1 ton of coke. The cupola 



Fig. 330. Section of typical cupola. {From Modern Refractory Practice" courtesy of the 
Harbison-Walker Refractories Company.) 

itself is quite similar to the blast furnace in shape, consisting of a hollow 
shaft with a charge entering through a door near the top and the molten 
iron being tapped out periodically or constantly at the bottom. Air for 
combustion enters the lower part of the shaft through tuyferes in the same 
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way as for the blast furnace, but seldom is preheated air used in cupola 
melting. Unlike the blast furnace, the cupola is not used on continuous 
operation but is dumped each evening, repaired by patching, and started 
up the next day. 

Typical Furnace, In Fig. 330 is shown a cross section of a typical 
cupola for melting away gray iron for foundry use. The shaft is completely 
lined with fireclay bloc.ks molded to fit the curvature of the cupola. The 
door for charging is near the top of the shaft, and no attempt is made to 
collect the hot gases from the top. In the bottom of the shaft is a crucible 
for collecting molten iron, as clearly shown, together with the tap hole for 
draining off the melted iron. The bottom of the cupola can be dropped 
down at the end of a run for quicker cooling and easier repairs. 

Types of Refractory Used, The refractories used in the cupola are 
fireclay blocks made with a dense structure by hard pressing or by deairing. 
Considerable improvement has been made in the cupola refractory in the 
last few years in the way of a more uniform and denser structure. Such a 
structure is more capable of withstanding the abrasion and slagging; but 
on the other hand, because of the sudden temperature changes, the block 
must also have considerable resistance to spalling. Although the complete 
lining of the cupola lasts for a considerable length of time, perhaps for a year 
or more, it is necessary to make rather extensive repairs to the portion of 
the shaft around the tuyeres every day by the addition of new blocks or 
simply by patching with a plastic material, which is usually made of 
crushed ganister and plastic fireclay. 

^ Attempts have been made to line cupolas with a castable refractory 
consisting of grog, ganister, and high-alumina cement. Although tliis 
mixture has been used for patching in this country, the use of complete 
linings of this material has been confined in the past to European practice. 
Rammed linings are also used abroad because of their low cost. In 
Table 112 are given some of the conditions encountered by tljp refractory. 

4. Open-hearth Furnace. Principles of Operation, The open-hearth 
furnace is a reverberatory type with a flame playing over a relatively 
shallow layer of metal. The charge may be pig iron, either solid or in 
the molten state directly from the blast furnace; most generally pig iron 
and scrap; or scrap and carbon. The reactions occurring in this furnace 
are mainly an oxidation of the carbon, elimination of the phosphorus in 
the basic process, and a decrease in the silicon, manganese, and sulfur. 
In the acid process (siliceous slag), it is impossible to eliminate the phos¬ 
phorus; accordingly, only low-phosphorus materials can be used, which 
in this country limits the production of acid open-hearth steel to about 
5 per cent of the total. For this reason, only the basic process will be 
considered here. 
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The output of the open-hearth furnace is mostly used for casting steel 
ingots, which are later rolled, hammered, or pressed into the desired 
shapes. 

The fuel used in the open hearth is most commonly producer gas, but 
furnaces are fired by natural gas, fuel oil, tar, coke-oven gas, and even 
pulverized coal. The type of fuel governs the design of ports in the 
furnace and has a considerable influence on the life of the refractories. 
For example, producer gas gives a long flame that has a tendency to heat 
the end walls and dov ntakes, whereas the coke oven gas has a hot flame 
that tends to heat the roof near the burner end of the furnace. All open- 
hearth furnaces are of the regenerative type, in which the outgoing gases 
heat checker chambers. After a period of time, the flow is reversed and 
the incoming air and gas are preheated by passing through these hot 
chambers and then combined at the ports to form the combustion flame. 
Neither coke-oven nor natural gas can be preheated because of the tend¬ 
ency to crack. 

Typical Furnace. In Fig. 331 is shown a cross section of a typical 
stationary lOO-ton basic furnace, which is an average size. Most of the 
furnaces are of the stationary type, but a few tilt on a horizontal axis for 
pouring and to make up the back wall. The tilting makes the operation 
of the furnace somewhat simpler, but the initial cost is much greater, 
and there is some difficulty in making the air and gas connections tight. 
If anyone is interested in more detailed construction of the open-hearth 
furnace, he should refer to the excellent book by Buell. 

The hearth of the furnace is built up on steel plates, as shown in Fig. 
331, with a layer of insulating brick, magnesite or chrome bricks, or a 
rammed mixture and then a fritted magnesite bottom, which is constantly 
being repaired during the campaign to maintain its normal thickness. The 
front and back walls of the furnace are usually made of silica brick with 
burned magnesite brick in the lower courses; but recently, chemically 
bonded brick of magnesite and metal-cased magnesite brick have been 
successfully used. A layer of chrome brick is usually introduced between 
the silica and magnesite brick. 

Recently a considerable saving in time has been achieved by using 
rammed bottoms rather than fritting in a bottom in layers. 

The end walls and bulkheads are built up of silica, magnesite, or chrome 
brick; but here again, the metal-case brick have proved quite satisfactory 
in many installations. The ports are usually constructed of silica brick, 
but chrome and magnesite brick are used to withstand the slag and 
cutting action of the high-velocity dust-laden gases. Chromite ramming 
mixtures are sometimes used over the silica brick. 
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The doors of the furnace usually have water-cooled frames, which 
protect the brickwork from the mechanical abuse of the charging machine 
and give sufficient cooling to prevent deterioration of the front wall—a 
difficult portion of the furnace to repair. 



The roof of the open-hearth furnace is one of the most important por¬ 
tions of the structure, because the life of the furnace as a whole is more 
or less determined by the life of the roof. Generally, the refractories 
used in the sprung arch of the roof are silica brick of or 18 in. thick- 
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ness. As the temperature required to maintain a low-carbon steel for 
pouring is 1585°C (about 2880°F) and the temperature at which the 
silica brick in contact with iron oxide begins to soften is 1650°C (about 
3000°F)/^®^ it will be seen that only a small operating interval is available 
and that for this reason, the temperature control must be carefully main¬ 
tained. In the modern plants, the roof temperature is read with optical 
pyrometers; and in some cases, temperature controllers operating on a 
radiation-pyrometer principle are peimanently installed to cut off the 
fuel whenever the temperature exceeds the upper limit. 

It might be thought that the silica brick, because of its tendency to 
spall, would be unsatisfactory in a regenerative furnace where a periodic 
change in temperature occurs at each reversal. However, if one would 
examine the expansion curve of a silica brick as shown in Fig. 297 of 
Chap. XVII, it will be noticed that above the red-heat range, the volume 
of the brick is substantially constant and changes in temperature in the 
higher zones will cause no appreciable volume change. In other words, 
the silica brick is unexcelled for these particular conditions, and this 
constant volume at high temperatures explains why such good results are 
obtained with them. 

Steel manufacturers have long desired a roof brick with a higher 
temperature range than silica, because it is obvious that if the open hearth 
could run at 200 or 300®F higher temperature, production from a given 
unit could be greatly increased and, at the same time, qualities of steel 
that now can be produced only in the electric furnace could be turned 
out more cheaply in the open hearth. For this reason, a great deal of 
experimentation has been taking place both in this country and abroad 
on the use of more refractory materials. In Germany, specially made 
magnesite brickhave been used with greater resistance to spalling 
than the usual type, accomplished by special treatment to give a maxi¬ 
mum flexibility to the structure. Specially treated chrome brick have 
been used in the roof of the open hearth; and more recently, bricks made 
of mixtures of chrome and magnesite have seen extensive trials, particu¬ 
larly in England. The results from these refractories, when analyzed, do 
not give us as yet any clear picture of the possibilities in this direction 
because even though a number of successful trials have been reported, 
this constniction has not been adopted at all extensively, since the much 
greater cost of the roof as compared with silica does not seem to be 
justified. 

In spite of this, several basic roofs have been put in operation in this 
country and Canada, but further improvement of the brick is needed 
before they will compete seriously with silica brick in our type of 
operation. The recent German success with the basic roof depends, as 
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explained by largely on their practice of using a high percentage 

of hot metal (about 70 per cent), so the heat shock is not great in charging. 

The super-duty silica brick of more than usually pure ganister has 
shown considerable promise in permitting somewhat higher roof tempera¬ 
tures, but not all melters agree on its superiority over the standard silica 
brick. 

The downtakes to the checker chambers are usually lined with silicui 
brick, as is the upper part of the checker chamber itself. The checkers 
usually consist of hard-burned fireclay blocks such as 9X6X3 or 
103^ X 4}^ X 43-2 in. in size. Often, however, the upper courses are made 
of silica because of the higher temperature conditions. A great many 
different types of checker block have been suggested and tried, and much 
theoretical work has been given over to the consideration of the checker 
efficiency. Many of these are noted in the references. The fact 

remains, however, that most ol the furnaces now built use the simple, 
rectangular checker block. The life of the furnace, in some cases, depends 
on the checkers, because as the campaign continues, the checker passages 
decu'ease as a result of building up of slag on the checkt^rs, collection of 
dust in the passages, and spalling off of fragments of the checker bricks 
themselves, which fall down and tend to plug the passages. It is usual 
to design the checkers to give a life equal to or considerably longer than 
that of the furnace roof without too great loss in regenerative efficiency. 
Anyone interested in more detailed construction of the checker design 
should again refer to Buell. 

The cost of commercial oxygen has been so reduced by modem methods 
($20 to $40 per ton) that enrichment of the combustion air is feasible 
with more rapid melting. Griffithgives some figure to show 

a saving of about 2 hr in total heat time and, in addition, a real saving 
in fuel. It is believed that oxygen may be generally used in the future, 
and this will impose more problems on the refractories manufacturers. 

Life of the Refractories, In Table 113 is given a r^sum^ of the ser\dce 
conditions and life of the refractories in various parts of the basic open- 
hearth furnace. It should be realized that the figures given in this table 
are more or less average figures and that many exceptions will be found 
under particular conditions. All that it is hoped to do is to give a general 
picture that will explain why certain types of refractory are used and 
what the possibilities are of finding an improved material for that partic¬ 
ular service. 

6. Pouring-pit Refractories. Ladles, The steel ladle is used to receive 
the molten steel from the open-hearth furnace. In the ladle, the steel 
may receive some treatment such as the addition of deoxidizers or alloy¬ 
ing elements, after which it is teemed into the ingot molds through a 



Table 113. Analysis of Service Conditions in Producer-gas-fired Stationary Open-Hearth Furnace 
(Adapted from Industrial Survey of Conditions Surrounding Refractory Service in Open Hearth Practice, “Manual of 

ASI'M Standards on Refra<*tory Materials”) 
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Magnesite and chrome-magnesite iH’ick have been used. 













Table 113 . Analysis of Service Conditions in Producer-gas-fired Stationary Open-Hearth Furnace (Continued) 
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nozzle and stopper in the bottom of the ladle. The refractories used to 
line the ladle present a real problem because they must fulfill the 
following requirements: 

1. Good resistance to temperature shock due to the sudden heating when the 
molten sU^el is poured into the ladle. 

2. Good resistance to the slag layer on top of th(^ steel. 

3. Resistance to abrasion of the molten steel. 

4. Freedom from particles of the refractory mixing in the molten steel and form¬ 
ing inclusions. 

5. Low thermal conductivity to prevent the formation of sculls. 

6. Tight joints to prevent adh(\sion of tht' sculls to the bottom and sidc^s of the ladU'. 

As the steel is generally made in a basic furnace, it would seem reason¬ 
able that the lining of the ladle should also be basic; but unfortunately, 
a basic material cannot be found that would stand the sudden temperature 
change of pouring without serious failure. Therefore, it has been thought 
necessary to make the ladle lining out of fireclay brick with a fine-grained, 
fairly dense structure yet sufficiently porous to give good spalling 
resistance. There have been two schools of thought on ladle bricks: on(‘ 
advocating a high-silica brick of comparatively low fusion point which 
actually glazes over slightly on the surface and provides a smooth inner 
lining. The other type of brick recommended is the high-alumina brick 
of flint clay or diaspore having high refractoriness. Both types of brick 
are used in ladles; but as yet, no definite conclusion can be drawn as to 
the best type. When it is realized that perhaps 15 or 20 heats is the 
average for the ladle lining, possibilities of real improvement in the 
refractories are evident. 

It is obvious that if care is taken to preheat the ladle to a high tempera¬ 
ture and then use it continuously, the basic lining should be very satis¬ 
factory. This is shown by some results in France, where a basic ladle 
was used for 30,000 heats. Not only does the basic lining give a long life, 
but it is so resistant that the steel is not contaminated with nonmetallic 
inclusions. The basic lining should receive more serious thought in this 
country. 

In lining a ladle, the common practice is to use a thickness of 2} ^ to 
9 in., depending on the size of the ladle, and modern usage seems to tend 
toward the use of 1 or in. of insulation between the refractory lining 
and the steel shell. The ladle bricks, usually in two layers, should be 
uniform in size so that the thinnest possible dipped joints can be made. 
Care is necessary in drying out the ladle before use, which is usually done 
by building a fire of wood or coke in the bottom of the ladle or introducing 
gas burners. Practice varies in the time required for drying, some ladles 
being dried out in as short as 8 hr, and some in 48 hr. The life of the 



REFRACTORIES IN THE IRON AND STEEL INDUSTRY 


579 


ladle lining depends to some extent on the type of steel, certain alloys 
being much more severe on the lining than carbon steel. Fluorspar, 
which is often used to increase the fluidity of the flux, has a severe action 
on the ladle lining and will often materially decrease its life. Smaller 
ladles for cast iron are often lined with a fireclay 
plastic that must vitrify and give a hard surlace. 

Nozzles^ Stoppers, and Sleeves. The nozzle 
used in teeming steel from the ladle is a very 
important part of the ladle. A cross sc'ction of 
a typical nozzle and stopper assembly is shown 
in Fig. 332. A good stopi)er and nozzle should 
give a clean flow of steel without spattering at 
a substantially constant rate throughout the 
pouring operation, should be able to shut, off 
the stream between ingot molds cleanly without 
dribbling, and it should be possible to open the* 
nozzle on the first ingot without sticking. 

In order to get a uniform rate of flow from 
the ladle, a material that will slowly erodt^ 
and increase the diameter dui’ing the pouring- 
operation must be used in the nozzk'. It '^32, Nozzle and stop- 

has been found that firecla.y nozzles will ha^'e asHembiy. 
this property of gi^'ing a comparatively uniform flow rate from the 
beginning to the end of the [XMiring. On the other hand, a nozzle of 

magnesite is so resistant to erosion that 
it maintains substantially a constant 
diameter and then^fore the rate of flow 
decreases, as shown in Fig. 333. 

In order to get a tight fit between 
the nozzle and stopper, it is usually 
desirable to have one of them slightly 
plastic, but not both, or sticking is 
certain to result. For this reason, 
either the nozzle or the stopper will 
generally be made of a more refrac- 

Beginning Teeming 

Kw.333, Flow of steel througl. nozzles, cases, the stopper wouW be made of 

graphite and clay, which are more 
rigid at the pointing temperature than the clay alone. 

The steel rod attached to the stopper must pass down through the 
molten steel in the ladle and therefore must be protected with refractory 
sleeves. They are made of a fireclay, and it is particularly important 
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that they resist cracking under the sudden heat shock. It is also impor¬ 
tant that the joints between the sleeves be carefully fitted so that the 
molten steel cannot force them apart. 

In recent years, a great deal of interest has been shown in steel inclu¬ 
sions. It is beginning to be realized that many of these ar(^ due to particles 
of refractory from the ladle lining or from the nozzle and that the ability 
to produce really clean steel would seem to depend largely on finding a 
refractory that would be more stable than the fireclay refractory now 
used. 

Tap Holes. The tap hole in the open-he>arth furnace must consist 
of a material strong enough to hold the pressure of the molten steel with¬ 
out breaking out and, at the same time, sufficiently soft to be knocked 
out with the tapping bar. It is general practice to make up a mixture of 
raw and burned dolomite for this purpose, although in some cases chrom(3- 
base cements have bemi use3d. 

Hot Tops and Plugs. The plugs are used at the bottom of certain 
ingot molds to receive the direct impact of the stream of molten steel 
from the ladle. They must, therefore, be resistant to spalling and at the 
same time sufficiently dense to prevent erosion. They are usually made 
of a fireclay of comparatively low refractoriness and generally give little 
trouble. 

The hot tops are placed on top of the ingot mold to pievent too rapid 
solidification of th(* top of the ingot and consequently a deep pipe. The 
hot tops must have a sufficiently close structure so that the steel will not 
penetrate them, and yet it is desirable to have them of light weight for 
low specific heat and low thermal conductivity with, at the same time, 
good spalling resistancre. As they are generally used only once, the cost 
must be low. Usually, a comparatively low-burned fireclay mix is used, 
but some success has been had with lightweight refractories coated with 
a material to prevent penetration of the steel into the pores. 

6. Air Furnace. Principles of Operation. The production of malleable 
iron is generally carried out in the air furnace, 7^he malleable iron is 
produced from mixtures of pig iron, steel, and malleable foundry scrap, 
which is refined in the furnace to produce the proper percentages of car¬ 
bon, silicon, sulfur, manganese, and phosphorus. When the malleable 
iron is first cast, it has practically all the carbon in the form of carbide 
of iron, which gives a comparatively brittle structure. The cast objects 
are then subjected to a heat-treating process while packed in iron boxes, 
perhaps seven or eight deep, for a considerable length of time, after which 
the carbon is precipitated and gathers into regular nodules known as 
“temper carbon.” Sometimes the castings are simply annealed without 
packing. In the final condition, the metal is ductile and malleable and 
shows considerable elongation. 
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Typical Air Furnace. Figure 334 shows a section of a typical air 
furnace, which consists of a shallow hearth made of silica sand and a 
firebri(*k wall and c^rown to cover it. An average-size hearth is 6 by 20 ft 



with a capacity of 15 tons, but furnaces up to 50~ton capacity have been 
made. Unlike most reverberatory furnaces, the crown is not fixed but 
is composed of separate bungs in which a ring of bricks comprising a 
section of the arch is clamped in an iron framework. In this way, one 
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or more bungs can be lifted from the furnace at any time with a crane 
and the furnace charged through the opening thus produced. The fuel 
used for heating this type of furnace may be coal, oil, or gas, but powdered 
fuel is, perhaps, most used. This produces rapid heating and com¬ 
paratively high temperatures; consequently the crown of the furnace 
receives considerable abuse. A furnace is brought up to heat in hr 
and held 5 to 8 hr. The bungs have a comparatively short life of 20 to 
30 heats as a result of the rapid heating and cooling, but the side and 
end walls give generally good service. In Table 114 is given a summary 
of the service conditions in the air furnace. 



Fig. 335. Bessemer converter, {From '^lro% ami Steel," by H. M. Boylston.) 

7. Bessemer Converter. Construciion and Operation. The Bessemer 
converter is a pear-shaped, refractory-lined vessel on trunnions, which 
permit it to be tilted from the horizontal to the vertical position. The 
bottom consists of a refractory cmtaining a large number of holes through 
which air can be blown under ^Pjiderable pressure. A typical converter 
is shown in Fig. 

In operation, tM converter while on its side is charged with molten 
iron from the mixer or blast furnace. It is then rocked into an upright 
position after the air blast has been applied, thus forcing air up through 
the molten metal and oxidizing the carbon and silicon to bring it down to 
the right composition. Experiments are being made on the use of oxygen- 
enriched air for the blast, which may well alter the conditions for the 
refractory. 
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Type of Refractory Used. Most of the converters are acid lined with 
silica brick or natural furnace stone such as sandstone or mica schist. 
The bottoms of the converter are usually made of fireclay and must be 
frequently replaced, as 10 to 30 heats is the average life. The walls of 
the converter, however, may give a life of 200 or 300 heats before extensive 
replacements are necessary. 

8. Electric-arc Furnaces. Principle of Operation. Furnaces of this 
type are used to melt iron and steel by the heat of an arc formed between 
the slag layer and the overhead electrodes, usually three in number, 
which can be raised and lowered to accommodate the changes in metal 
height and loss in electrode length. There are many variations in types 
of furnace, but most of them consist of a cylindrical, refractory-lined shell 
with a domed roof and a charging door in the side. Nearly all of them 
are on trunnions so that they are poured by tilting. 

The acid-type furnace is used mainly for steel castings and iron, whereas 
the basic furnace is most commonly used for production of steel ingots. 

Construction. In Fig. 336 is shown a cross section of two typical 
electric basic furnaces. The bottom is composed of about 10 in. of 
rammed, dead-burned magnesite or electrically sintered magnesite, bonded 
with organic material or silica of soda. Such a bottom will probably be 
patched every heat but, under these conditions, will give good service. 

The lower side walls are constructed of magnesite brick; and for this 
purpose, a low-iron magnesite is often preferred because of its better 
resistance to spalling. The upper side walls are usually made of silica 
brick. 

The roof, which is in the form of a dome, is generally made of silica 
brick, using specially made shapes to fit around the electrodes. Good 
success has been obtained, however, with roof bricks of other materials 
such as super-duty fireclay, kaolin, and mullite, all of which are more 
resistant to spalling during the week-end shutdowns than the silica. An 
average roof will have a life of 100 to 150 heats, although a longer life is 
sometimes obtained. 

9. Bigh-frequency Induction Melting Furnaces. Principle of Opera^ 
tion. This type of furnace melts metal by inducing high currents in the 
charge by means of an external coil surrounding the crucible. This 
furnace differs from all others in that the heat is generated directly in 
the metal itself and the crucible is not subjected to any other heating. 
High-frequency induction furnaces are made in small units for experi¬ 
mental melts of a few pounds up to 5-ton steel-melting furnaces. This 
kind of melting has certain advantages, particularly for alloy steels, in 
that a thorough stirring of the melt takes place and the analysis of the 
resultant steel can be accurately controlled. 
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Refractories. In Fig. 337 is shown a cross section of a large high- 
frequency induction furnace for melting alloy steels. The high-frequency 
current is carried by the w^ater-cooled coil, inside which is a formed mica 
sleeve or troweled on sillimanite mix for coil protection. On the inner 




Fig. 33G, Typical electric Ht<?el-nieltiiig furnaceti. (From '‘Modirrn Refractory Practice^* 
courtesy of the Harbison^Walker Refractories Company.) 

side of this is rammed a thin layer of refractory to form the melting 
chamber. For the highest efficiency, this refractory must be thin, and 
yet it must not crack during the melting operation. The preferred method 
of putting in this refractory is to ram it by hand inside a core made in 
the form of a steel or asbestos cylinder. The core can be withdrawn or 
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melted out while, at the same time, fritting the surface of the refractory 
together into a strong mass. 

A satisfactory refractory may be a rammed ganister bonded with a 
little clay or silicate of soda for acid furnaces. Electrically sintered 
magnesite with an organic binder is used for basic furnaces, although 
linings are fritted in place with no bond by melting out an asbestos sleeve. 
With patching, 100 to 200 heats can be obtained with a single lining. 
Fused alumina and zircon have also been tried with good success in special 
cases. 

For the smaller furnaces, prefired crucibles are generally used, magne¬ 
site being usually preferred. 



10. Furnaces for Forming Operations. Soaking Pits. The soaking 
pit as shown in Fig. 338 consists of a rectangular or cylindrical furnace 
generally heated by tangential burners using either gas or oil as fuel. 
Regeneration is often employed. The removable cover, automatically 
operated, allows the heavy ingots to be placed or removed with an over¬ 
head crane. 

The bottoms of these furnaces are made of rammed coke and molasses 
or rammed chrome plastic to withstand the action of mill scale, which 
forms in comparatively large quantities in furnaces of this type. The 
side walls are usually made of fireclay or silica brick, but unburned magne¬ 
site or chrome brick have been tried with success. 

The cover is one of the most important parts of the furnace, as it 
must withstand considerable mechanical shock due to the frequent 
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opening and closing; and at the same time, it should be as light as possible 
for the quick operation necessary for efficiency. For this reason, covers 
have recently been made almost entirely from insulating firebrick, because 
it not only reduces the weight of the refractory in the cover but also 
permits much lighter steelwork to be employed. These refractories must 
be carefully selected so that they will stand the spalling conditions of 
frequent opening and closing of the cover, have a light weight and a good 
insulation value. 

Billet-heating Furnaces. Billet-heating furnaces may be of the con¬ 
tinuous type, a typical example of which is shown in Fig. 339. Here the 
billets pass through the furnace in a continuous layer on water-cooled 
rails and are heated mainly by convection of the hot combustion gases 



Fig. 339. Continuous billet-heating furnace. 


passing over and under them. This type of furnace is a true recuperative 
type, due to the counterflow action, so that the efficiency is comparatively 
high. The hotter parts of the furnace are made of high-quality fireclay 
brick or kaolin brick, but the upper structure of the cooler portions is 
generally made from low-heat-duty brick with good insulation. The 
bottom of the furnace, which must resist the action of mill scale, is usually 
constructed of rammed chrome plastic at the hotter end. 

Rotary-hearth billet-heating furnaces have many advantages, such as 
small floor space, ready handling of the billets, and good fuel consumption. 
They are replacing the horizontal type in many modem mills. 

Batch-type billet-heating furnaces are constructed in a large number of 
designs, but here the bottom is usually made of chrome and the upper 
structure of insulating firebrick. The value of insulating firebrick is 
particularly evident in the doors, which are decreased in weight so that 
they can be operated more rapidly and with less discomfort to the 
workman. 
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Forging Furnaces. Forging furnaces are made in many types. The 
refractory used is generally of fireclay, but the use of lightweight refrac¬ 
tories is becoming quite prevalent in modern construction. The floor of 
the furnace may be of dense fireclay brick or rammed chrome plastic. 

11. Heat-treating and Stress-relieving Furnaces. Furnaces of this 
type are required to withstand only moderate temperatures. Heat- 
treating furnaces for high-speed steel might require a maximum tempera¬ 
ture of 2400°r (about 1300°C), whereas stress-relieving furnaces would 
reach only 1400°F (about 760°C). For this reason, it has been found 



Fig. 340, Large car bottom stress-relieving furnace. {Courtesy of Babcock and Witcox 
Company.) 

that the insulating firebrick can be used very successfully in many con¬ 
structions. It has the advantage of giving a material saving in fuel, 
lower cost of burner equipment, and, in many cases, increased life. 

In Fig. 340 is shown an illustration of a large car bottom stress-relieving 
furnace fired by natural gas which will take drums to 100 tons in weight. 
It is lined with insulating firebrick, thus giving a very uniform distribu¬ 
tion of temperature as well as excellent fuel economy. 

12. Bright Annealing Furnaces. Furnaces of this type operate with a 
controlled atmosphere, usually with hydrogen. The temperatures are 
low; and for this reason, the insulating firebrick has seen extensive use 
both in the continuous and in the intermittent types. Because of the 
strong reducing action of the hydrogen, it is necessary to employ a refrac- 
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lory that will be stable under these operating conditions. For that 
reaKSon, bricks low in iron oxide content are desirable. 


Blast Furnace: 
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REFRACTORIES IN THE NONFERROUS-METAL 
INDUSTRY 

1. Copper Production. Outline of the Process. Tho common copp('r 
ores contain between 1 and 2 per (‘ent (‘Oj)per and must ho concentrated by 
()re-dressin| 2 : methods, which brinjy tlu^ per(*enta^e of copper up to between 
20 and 30 per cent. If this comment nit ed ore contains free sulfur or a too 
hi^h quantity of iron sulfide, it must be roast( m 1 to dri\T^ off a portion of th(' 
sulfur as SO 2 . This roasting takes place at a low temp(u*ature in a mill- 
tiple-hearth furnace (Fig. 341); and alt hough no siTious refractory problems 
are encountered here, the lunirths of fireclay l)rick must be abrasion resist¬ 
ant. The roasted ore is tlnm smelted, which is carried out at the presemt 
time in a reverberatory type of furnace, as the blast furnace is seldom used. 
In this operation, the copper sulfide is separated from the gangue and some 
of the iron as a matte, which is a mixture of copper and iron sulfide. This 
matte is then treated in a conx erter where air is blown through the meltnd 
sulfides, thus oxidizing the sulfur and the iron, the latter being taken up in 
the slag and the former passing out of the furnace' as SO 2 . The crude 
copper, called ^ddister copper,^’ is then treated in an anode furnace when' 
it is further oxidized, and the base metal oxides formed are tak(*n up in the 
slag and remolded. The cop^ier is then reduced by (covering with coke and 
introducing green poles whicdi give off CO and water vapor, thus reducing 
all but a very small amount of the copper oxide to metallic copper. Th(' 
copper from this proci'ss is cast in anodes and treated in a cell to form 
electrolytic copper cathode's; at the same time, the gold and silver can be 
recovered in the slimes. The electrolytic copper cathodes are then melted 
in a fining furnace and cast into commercial shapes. 

Reverberatory Smelters. This type of furnace, as shown in Fig. 342, 
very much like a long open-hearth furnace, is fired at one end, usually with 
gas, oil, or powdered coal. The charge, which in the earlier furnaces was 
fed through openings in the center of the roof, is now fed through openings 
in the roof near the skewbacks. As the charge melts, it flows down to the 
cooler end of the furnace where the matte and slag can be tapped off 
separately. The size of these furnaces is usually 20 to 25 ft in width and 
120 ft in length, capable of handling 500 to 1,000 tons of charge per day, 
although a few furnaces even larger than this have been constructed, 
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The bottom of the furnace is made of silica rammed in and fritted in 
place much in the same w^ay as the acid bottom is put in an open hearth. 
The bott(jm must be sufficiently dense to provcmt the penetration of the 
liquid matte and refpiin.-s frequent re[\'iirs. 
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magnesite brick either of the hard-fired, low-iron type or chemically bonded 
brick have been used quite extensively in the portion of the arch near the 
skewbacks, especially around the charging holes. Suspended roofs of 
chemically bonded magnesite have been tried with very good success in 
Canada. The life of the silica roof runs about 100 days; but with the us(‘ 
of magnesite, a somewhat longer life has been reportcnl. Insulation of 






REFRACTORIES IN NON FERROUS-METAL INDUSTRY 


601 


these furnaces is beginning to be recognized as good practice, and probably 
all furnaces of this type will be insulated to some extent in the near future. 

Copper Converters. Two types of conv(!rter arc; generally used at 
present known as the “(Ireat Fal’s” (Fig. :i43) and the “reirce-Smith” 



I'H AN A-A 



Fig. 343. Copper eonverter, Great Falls type. {From ''Modern Refractory 
courtesy of the Harhison-Walkcr Refractories Company.) 


Practice 


(Fig. 344). In the Great Falls type, the horizontal section is circular; 
whereas in the Peirce-Smith type, it is rectangular. The converters are 
mounted on trunnions for pouring the slag and metal, and the capacity 
runs from 100 to 300 tons per day. Converters are almost always lined 
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with magnesite brick backed up with some magnesite grain between the 
lining and shell. Some unburned magnesite brick have been tried in con¬ 
verters, apparently with considerable success. The life of these linings is 
quite long, a\’eraging 5 to 10 ycairs, as a layer of magnesite is built up on 



Fig. 344. Chopper cun verier, Peirce-Smith type. {From "Modtrn Refractory Practice 
courtesy of the Harht,.sofi-Walker Refractories Company.) 


the inner surface and protects the lining. Around the tuyeres, however, 
the cutting action may be (juite severe, and repairs have to be made in 
this zone after about 6 months or less. 

Copper Anode Refining Furnace. Most of these furnaces are of the 
reverberatory type, perhaps 35 ft long and 15 ft wide, with a capacity ol 
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250 to 400 tons of copper. The fuel is oil, pulverized coal, or gas, firing- 
being from one end. After melting, air is blown into the bath to saturate 
with C'lhO, while a small amount of siliceous flux is sometimes added to 
slag the base metals. The slag is then skimmed off; the charge covered 
with coke and poled to reduce the CusO. The refining cycle takes some¬ 
where around 24 hr. The bottoms of these furnaces are quite similar to 
the bottoms of the smelting furnaces, ?.c., ganister rammed on top of clay 
brick. In the melting operation, at the surface of the ganister is formed 
(‘opper silicate, which acts as a cementing material to give a strong, firm 
body. Often bottoms are kept cool b}^ air circulating through pipes run¬ 
ning under the bottom. Though reciuiring occasional patching, bottoms 
may last from 3 to 5 years. In the side walls, magnesite brick are used to 
slightly above the slag line, beyond which silica brick are generally used. 
Above the slag line, chemically bond- 
(h 1 and metal-cased magnesite brick 
ha\^e been successfully tried, giving a 
life of 200 heats. 

The^ roof of the refining furna(*(' 
is generally of silica brick, but it is 
actively attacked by the copper oxide 
slag thrown against it during the 
poling operation. Thus the roof has 
a life of only 100 to 125 heats. Mag¬ 
nesite and forst(unte bricks have been tried in the roofs to some extent, with 
somewhat increased life. 

Wire-bar Furnaces. The operations producing wire bars and other 
commercial shapes from copper cathodes are practically the same as those 
for producing anodes. The furnaces are very similar to the anode furnaces 
previously discussed, except the bottom is made of silica brick instead of 
silica sand. Side walls are made of magnesite to slightly above the slag 
line, and either silica or magnesite brick are used up to the arch. In the 
upper parts of the side wall, both unbumed and metal-case brick have been 
successfully tried. The roofs are usually made of silica, although magne¬ 
site brick have been used with a somewhat greater life. 

2. Melting Copper Alloys. Types of Furnace. The melting of brass 
and other copper alloys is carried out in gas- or oil-fired furnaces with a 
shallow hearth and an open flame; but for smaller lots or high-zinc alloys, 
plumbago crucibles are used. The indirect-arc furnace in a rotating 
cylindrical shell is much used, but recently, however, the induction-type 
melting furnace of the Ajax-Wyatt type is favored. 

Open-flame Melting Furnaces. In Fig. 345 is shown a tilting furnace of 
this type in which the oil burner is introduced through one end and the 
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Table 115. Classification of Refractories for the Copper Industry 
(Adapted from Industrial Survey of the Conditions Surrounding Refractory Service in the Copper Industry, ^'Manual of 
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Material j Temperature | Load Spalling Slagging action Abrasion 
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ROCKtNQ 

Fig. 346. Detroit rocking indirect-arc furnace. {Redrawn from illu^t ration luj Huhhnan 
Electric Company.) 

withstand spalling, and slag attack occurs occasionally. Five hundred to 
one thousand tons of brass can usually be melted in one lining. 

Indirect-arc Melting Furnace, This furnace, as shown in Fig. 346, 
consists of a rotating, refractory-lining shell with an arc placed at the 
center of the axis so that the radiant heat falls 
directly on the metal bath and on the refractory 
: walls. By rocking the furnaces, the hot refractory 
walls can be made to give up their heat to the 
metal bath and at the same time prevent the 
walls from being overheated. The lining is of 
high-alumina shapes or bricks, often with insulation. 
The furnace capacity runs from 250 to 2,000 Ib, 
and as much as 1,000 tons of brass can be taken 
from a lining. Failures usually occur as a result 
Fig. 347. Section of metal penetration in the lining and disintegration 
Ajax-Wyatt furnace. due tO zinC dust. 

(/. Am. Ceram. Soc.) Induction Melting Furnace. This type of 

furnace, as shown in Fig. 347, consists of a crucible for holding the 
metal, and extending from the bottom of it is a U-shaped channel, which 
forms a one-turn secondary of a transformer by passing around its core. 
By means of the induced currents, the molten metal circulates through 
this U-shaped channel and heats the charge in the crucible. Of course, 
furnaces of this type must be started by a small amount of melted metal, 
after which pigs can be added. 
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Back •stave 


Condenser 


Condenser 


From the refractory point of view, the greatest difficulty with these 
furnaces is the U-shaped passage or slot, which has a cross section of only 
a few square inches and must have thin walls to give a high efficiency. 
If any cracking occurs and molten metal runs down on to the transformer 
coil, the furnace is, of course, put out of commission and has to be rebuilt. 
It ceases to operate after a time because of gradual plugging of the slot 
by sludge. The refractory that has been found quite successful for these 
furnaces melting yellow brass is a plastic mixture of asbestos and fireclay, 
Adams^^^^ reporting an 8-year life in one case. Booth^^^’^ reports 12 
I million pound heats in a fused-alumina rammed lining for yellow brass. 
For higher temperature alloys, electrically fused magnesite and silic^ate 
of soda, carefully rammed into the furnace shell, have been used. 
Fused alumina with clay and magnesia-alumina ramming mixtures 
have also been used. In some cases, pre¬ 
fired shapes of flint clay have proved 
successful. A life of 600 heats for copper 
and 50 to 250 heats for nickel and its 
alloys has been reported. 

3. Zinc. Outline of the Process. Zinc 
ores, which usually contain sulfides but 
occasionally consist of carbonates or sili¬ 
cates, are generally concentrated by ore- 
dressing methods to produce a concentrate 
high in zinc. This concentrate is then 
desulfurized by roasting or sintering and 
reduced by carbon at a temperature of 
1100 to 1300°C (about 2010 to 2370°F). Because of the fact, however, 
that metallic zinc is volatile below the temperature at which ZnO is 
reduced, the process must be carried out in closed vessels with enough 
excess carbon to prevent oxidation of the vapor. The zinc vapor coming 
from these closed vessels or retorts is condensed in the liquid form at 
temperatures around 425 to 500°C (about 800 to 930°F), 

Most of the zinc is made in comparatively small retorts of only 2 or 
3 cu ft capacity by the batch process. Recently, however, continuous 
smelters have been in operation. 

Batch Zinc Distilling Furnaces. The zinc retort, a cross section of 
which is shown in Fig. 348, is about 8 to 9 in. in inside diameter and 4 to 
5 ft long. At the open end is attached the condenser, which tapers down 
to a diameter of about 3 in. for the escape of the gas. Both the con¬ 
denser and retort are made of fireclay mixtures, a Missouri fireclay gen¬ 
erally being preferred in this country because of its good hot strength. 
Although the retorts used to be handmade, they are made, at present, 



Fig. 348. Details of zinc retorts 
and condensers. {From .7. L. Bray, 
"The Princ'iples of Metallurgy.") 
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entirely by machine, such as a hydraulic press. A good density of struc¬ 
ture is necessary to prevent loss of zinc vapor through the walls and also 
to prevent too much zinc from being lost in the pores of the retort when 
it is rejected at the end of the run. Some plants find that retorts con¬ 
taining 75 to 85 per cent silicon carbide give enough greater life to pay 
for this more expensive material. 

These retorts with their condensers are set up in banks of 200 or 300 
in a long gas-fired furnace, as shown in Fig. 349, usually of the Belgian 



Fio. 349. A cross secrtion of a Belgian zinc distillation furnace. {From *'An Outline of 
Metallurgical Practice," by C. R. Hayward, courtesy of D. Van Nostrand Company, Inc.) 

type. A center wall running down the middle of the furnace holds the 
back end of the retorts, whereas the front end is luted into the wall of 
the furnace. The firing is usually regenerative, and temperatures of 1250 
to 1350°C (about 2280 to 2460°F) are reached inside the retorts, whereas 
outside temperatures as high as 1450°C (about 2640°F) are sometimes 
employed. This necessitates a rigid retort to carry the load at these 
temperatures, and it also means that the center wall of the furnace must 
be of a high-quality refractory. The side walls of the furnace are usually 
made of fireclay brick, whereas silica brick would be used for the center 
wall and roof. Hard-fired, high-alumina brick have been tried in the 
center walls and should give good results. The life of the retort runs 
from 30 to 40 days, but the furnace itself, being quite free from slagging 
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action, gives a life of several years without repairs. Table 116 gives the 
service conditions for this type of furnace. 

The Continuous Zinc Distilled Furnaces, The continuous furnaces, as 
developed by the New Jersey Zinc Company, use a vertical retort con¬ 
structed of silicon carbide with a section of about 1 by 5 ft and a height 
of 20 to 25 ft. The briquetted charge of coal and zinc ore is continuously 
fed in the top, and the distilled zinc is collected in condensers around the 
top of the shaft while residues are discharged at the bottom. A single 
retort has a capacity of about 6 tons of zinc per day, and the life of the 
continuous retorts is estimated at 3 years. The furnaces in whi(^h these 
retorts are placed are fired with gas. 

The Electrothermic Zinc Furnace. This type of furnace has been 
described by MacBride.^’"*^^ It is a vertical shaft heated by electri(*al 
resistance of the charge itself. The refractories composing the shaft must 
have a low porosity to prevent zinc penetration, high softening point, and 
high electrical resistance. 

4. Lead. Outline of the Process. Lead ores are usually sulfides, of 
which the mineral galena is most common. The ore is concentrated by 
selective flotation, and the lead concentrate is sintered to a firm mass, 
usually in the Dwight Lloyd type of continuous machine, which does not 
employ any refractory. In this process, most of the sulfur is driven off 
as SO 2 and the lead is converted to an oxide. The process also producers 
the ore in a lump form, which is more suitable for the smelting operation. 
The smelting generally takes place in a water-jacketed blast furnac^e in 
order to slag off the impurities contained in the ore and to reduce the k^ad 
oxide to molten lead. The larger part of the molten lead is removed 
from the furnace through a “siphon tap,^' which passes through the 
crucible wall to the bottom of the crucible. The slag with some occluded 
lead is tapped from the furnace and allowed to separate in a settler from 
which the slag overflows to a slag car. The lead is tapped out periodically. 

The Lead Blast Furnace. The lead blast furnace, as shown in Fig. 350, 
indicates that very little is used in the way of refractories because of the 
almost complete water jacket. However, there are refractories, usually 
high-duty fireclay brick of good density, in the upper part above the water 
jacket. Abrasion is the most important factor here, as the temperature is 
comparatively low. Refractories are also used in a crucible below the 
tuyeres, but here again the temperature is not very high, and therefore thc' 
refractory requirements are chiefly low porosity and hardness and resistance 
to the action of molten lead. Dense firebrick are used in the crucible, but, 
it is important that the joints between them be very thin, and often a 
chrome-base mortar is used for a jointing material. In some cases, 
plastic refractories of fireclay grog, ash, and coke are rammed into the 
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I'lG. 360. Sectional view of lead-smelting furnace, matting type with outside settling. 
{Courtesy of Mr. C. H. Mace, The Mace Company, Denver, Colorado.) 
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crucible. Chrome plastics are also used to some extent, especially for the 
overflow spout. 

Lead-refining Furnaces, Molten lead that comes dire(5tly from the blast 
furnace or from the desilvering kettles is treated in a reverberatory type of 
refining furnace somewhat as shown in Fig. 351. Air is blown into the 
bath to oxidize iron, arsenic, antimony, and tin to dross, and the latter is 





Fiq. 351. Typical lead-drosaing furnace. {From Modern Refractory Practice^' courtesy of 
the Harbison-Walker Refractories Company.) 


skimmed off and retreated. High refractoriness is not required, as the 
maximum temperature is around 1100®C (about 2000°F). Temperature 
changes are not particularly great; consequently, spalling is not a problem. 
Slag action is the most serious trouble, as the action of lead oxide is very 
severe in contact with most types of refractories. Magnesite brick are now 
generally used in the side walls to somewhat above the slag line, but 






Table 117. Classification of Refractories for the Lead Industry 
(Adapted from Industrial Survey of Conditions Surrounding Refractory Ser\nce in the Lead Industry, “Manual of ASTM 

Standards on Refractory Materials”) 
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Remarks 

Bottom part of furnace 
where highest tempera¬ 
ture prevails is made of 
water-cooled cast iron. 
Density is main require¬ 
ment of refractories 

Conditions in firebox 

chamber vary depending 
upon whether oil, gas, cx 
coal is used as fuel 

Abrasion 

Important 

Moderate 

Moderate 

Moderate 

Very slight 

Moderate 

None 

None 

None 

Slagging action 

Not severe 

Important 

Important 

Very important 

Important 

Moderate 

Important 

Severe 

Moderate 

Spalling 

None 

None 

Temperature 
change during 

charging, spalling 
slight 

Very slight 

Moderate 

Moderate 

None 

Slight 

Moderate 

Load 

15 to 20 lb. 
per sq. in. 

Unimportant 

10 lb. per sq. 
in., max, 

10 lb. per sq. 
in., max. 

Arch stresses 
only 

10 to 15 lb. 
per sq. in. 

Unimportant 

Unimportant 

Unimportant 

Temperature 

3 3 0 p 3 p 

MS M5 M5 M5 MS 

§ II § § § 

^ f f f 

^ ^ ^ M M 

Material 

High-heat-duty fireclay 
Inick, chrome cement 

High-heai-duty and inter¬ 
mediate-heat-duty fire¬ 
clay brick 

High-heat-duty and inter- 
mediate-heat-duty fire¬ 
clay brick 

Fireclay brick, magnesite 
brick, high-alumina brick 

High-heat-duty and inter- 
mediate-heat-duty fire- 
day brick 

Fireclay brick, largely high- 
heat-duty brick 

High-heat-duty fireclay 
brick 

Magnesite brick or high- 
alumina bnck 

Magnesite Innck or high- 
alumina brick 

Furnace part 

Tiining 

Bottom 

Side walls and end 
walls above metal 
line 

Side walls and end 
walls at and be¬ 
low metal line 

Roof 

Refining fire fur¬ 
nace box 

Bottom 

Side widls 

Ro(tf 

J 

|l |J 
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high-alumina brick have also been tried. The upper parts of the furnace 
may consist of a medium-duty firebrick with moderate resistance to spal¬ 
ling. The life of a brick in the upper wiiW depends a great deal on the type 
of operation and the amount of antimony in the lead. 

6. Tin. There are, at the present time, v(‘ry few tin smelters in tlu^ 
United States; but in other countries, this is a comparatively important 
operation. Many types of smelting are used, depending on the kind of 
ore. The metallurgist is fortunate in having, as his raw^ material, tin oxide, 
wdiich can be readily redm^ed to the metal without great difficulty. TIh' 
older types of furnacie constructed are small blast furnaces much like the 
ones used for copper and lead. More recently, however, reverberatory 
furnaces have been used similar to those for copper ores, though on a much 
smaller scale. As the temperatures arc comparatively low and the tin 
oxide is not an extremely active flux, dense fireclay brick have been 
found adequate as refractories. 

6. Aluminum. Aluminum is produced by th(' electrolysis of fused salts, 
a process that calls for no particular amount of refractories. Aluminum is 
melted, however, in the larger scale operations in small open-hearth furnac^es 
holding about 20,000 lb of metal. The temperatures are comparatively' 
low, and the aluminum oxide is not very active but builds up on the walls 
and must be regularly sliced off. A good grade of dense fireclay brick 
accurately sized and giving thin joints has proved quite satisfactory, 
although in some cases the molten aluminum has a tendency to attack the 
brick, perhaps causing a thermite reaction w ith the iron oxide particles as 
suggested by Burrow^s.^^^^ Recently zirconrefractories have proved 
excellent for this purpose. 

7. Nickel. Nickel is smelted in much the same way as copper, the 
detailed process depending a great deal on the type of ore available. The 
melting of nickel is often carried out in small open-hearth furnaces that 
are made almost completely of a dense fireclay brick, although super-duty 
fireclay and 50 per cent alumina bricks hav^e been used with considerable 
success in some of the later furnaces. 
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CHAPTER XXIII 

REFRACTORIES IN THE GENERATION OF STEAM POWER* 


1. Development of Boiler Furnace Designs. The fuel used in early 
boilers was chiefly lump coal fired by hand or by stoker operating at a 
fairly low rate of heat input. In either case, solid firebrick walls formed 
an entirely satisfactory enclosure for the unit. In fact, the refractory 
gave very necessary aid to combustion by reradiating heat to the fuel¬ 
burning equipment. When oil and gas firing became popular, solid brick 
walls were also found to be satisfactory for 
these fuels at moderate furnace-heat inputs. 

The introduction of pulverized coal firing 
greatly intensified the problem of slag 
attack of boiler furnace refractories. An 
accompanying and still continuing upward 
trend in the size of boiler unit (and con¬ 
sequently the height of wall) increased the 
structural load on the brickwork. An in¬ 
crease of furnace heat input, boiler rating, 
and steam temperature materially raised 
the furnace temperature to which the 
brickwork was subjected. These three fac- 
tors made imperative the development of sVpporttd' ArS 

economical boiler furnace designs capable 

of withstanding far more severe conditions than can a solid firebrick setting. 

Improvements in fuel-burning equipment, which paralleled the trends 
toward large, high-duty boiler units, now permit almost any type of fuel to 
be burned in a relatively low-temperature furnace. Therefore, most of the 
constructions that have evolved to take care of the previously described 
conditions of temperature, slagging, and load involve the use of partial or 
complete water cooling. For this reason, a large part of the present chapter 
deals with water-cooled furnace designs and the part played by refractories 
in supplementing them. 

2. Modem Furnaces and Boiler Walls. The following types of wall 
constructions are often used on modern high-duty boiler units. 

* This chapter was prepared by W. D. Stevens of the Babcock & Wilcox Company. 
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Fig. 353. Babcock and Wilcox insulating firebrick i>anel wall construction. 



Fig. 354. Air-cooled, sectionally supported wall (Reintjes). 
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Sectionally supported walls divide the structural load and sectionalize 
the expansion of large walls by suspending the brickwork from castings 
that are, in turn, supported by external steelwork. There are many 
patented constructions of this type; among well-known ones are Delrick, 
Bigelow-Liptak, American Arch, and Reintjes. 

Sectional walls may be made of tile only, of tile with insulation on the 
outside (see Fig. 352), or—in the absence of erosive conditions—of 
insulating firebrick (see Fig. 353). They are generally used for walls in 
the convection zone of the boiler or f(w low-duty furnace walls but can be 



Fig. 355. Tube and brick wall. {Babcock (fc Wilcox Company.) 


adapted to moderate-duty furnaces by facing with high-temperature brick 
or by air cooling (see Fig. 354). They have also been used for high-duty 
oil- , gas- or stoker-fired furnaces as a backing for watcrwall tubes but in 
this application are more expensive than other types of water-cooled walls. 

Tube and refractory walls (Fig. 355) are made up of waterwall tubes, 
which are part of the heat-absorbing surface of the boiler, spaced at 
intervals and backed with 2 to 3 in. of firebrick or tile. The brickwork is 
sufficiently cooled by the tubes to allow this type of wall to be used on the 
boiler convection zone for any type of firing, on high-duty furnaces fired 
by gas or stoker, and on low-duty pulverized-coal-fired furnaces. The 
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limiting factor with pulverizod-coal furnaces is excessive slag accumulation 
rather than deterioration of the refractory. 

Although temperature conditions do not dictate it, the refractory 
behind the tubes is usually of the high-duty type in order to obtain good 
slagging and fly ash erosion resistaru^e and to take advantage of the closer 
sizing and warpage tolerances that may be expected from first-quality 
material. To prevent air leakage into the setting and to give structural 
strength, the brick or tile are normally laid in an air-setting mortar. In 
zones of high draft, further sealing can be accomplished by a backing of 
(‘astable refractory reinforced by expandc'd m(‘:al lath. To give a reason- 



I J(i. lioO. Outside v'iew of lube aud brick waterwall with insulation removed. (Rahcock tfe 
Wilcox ('amjuinj/.) 


able external surface temperature, the refractory is insulated with blo(;k 
insulation or insulating firebrick. For protection and appearance the 
external surface of the insulation is covered by a metal casing or a finish 
coat of plastic insulation. 

The refractory and insulation are held in place by steel or alloy studs, 
which tend to sectionalize the structural loading of the walls. The wall 
tube spacing may be proportioned to give an operating refractory tem¬ 
perature about twice that of the boiler-pressure part temperature. Since 
the coefficient of expansion of firebrick is about half that of steel, this 
arrangement permits the refractory envelope to be continuous around the 
boiler setting without the provision of expansion joints. With expansion 
joints eliminated, the boiler setting will remain tight with a minimum 


REFRACTOniES IN THE GENERATION OF I^TEAM POWER 621 


amount of maintenance. A tube and brick wall built without expansion 
joints is shown stripped of all insulation in Fig. 356. At the time of this 
photograph, the boiler had been in servi(*.e for 7 months and during this 
period had undergone a heating and cooling cycle once each 24 hr. 

Closely f^paced tube walls (see Fig. 357) made of touching waterwall 
tubes can be used for any 1y}:e of fil ing to form a continuor.s steel envelope 



Fkj. 357. ('loaoly spacod tube waterwall. {Hnheovk ICvYrnr ('ompanj^.) 


enclosing the furnace of a steam-generating unit. When its area is 
properly proportioned, such an enclosure will eliminate trouble from 
excessive accumulation of slag. It is usually sealed against air leakage 
with insulating concrete, insulated with block insulation or insulating 
firebrick, and covered with a metal casing or a plastic insulation finish. 

The castable refractory backing is reinforced with expanded metal 
lath placed close to its outer surface, which makes the castable act as a 
reinforced concrete mat outside the tubes. Application of the concrete 
may be by hand or by cement gun. In either case, the metal lath is 
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installed on the wall first and the castable applied through it, so that the 
lath will act as a form. 

This construction, like the tube and brick wall, can be made with no 
expansion joints. The drying shrinkage of the castable (about 0.5 per 
cent at 600°F) plus a small difference between the thermal expansion of 
the boiler steel and the castable (the castable coefficient of expansion is 
about two-thirds that of steel) results in a small theoretical difference 
between the width and height of the tube wall and that of the refractory 



Fig. 358. Outside view of closely spaced tube water wall showing castable refractory after 
use. {Babcock A Wilcox Company,) 


backing after the unit has been brought up to operating pressure. The 
effect of this slight differential expansion is a series of hairline cracks very 
well distributed by the reinforcing metal lath. The resultant enclosure 
is tighter against air leakage than one with expansion joints and requires 
very little maintenance. Figure 358 shows the back of a closely spaced 
furnace tube wall after 12 months^ service with a complete cooling and 
heating cycle once each week. 

Flat stud tube walls are intended for use under similar conditions to 
those for which the closely spaced tube walls are used. They are some¬ 
what more economical in their use of steel, since they are composed of 
tubes spaced at intervals. Each tube has a series of flat, rectangular steel 
plates welded along its entire length on both sides. The plates or studs on 
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two adjacent tubes close the space between them and present a practically 
continuous metal surface to the furnace. This type of wall is backed by 
the arrangement of castable refractory, insulation, and casing or plastic 
insulation finish previously described for closely spaced tube walls. 

Partial or full stud walls are used where a higher furnace temperature 
than that obtainable from closely spaced tube or flat stud tube walls is 
desired. They are made up of waterwall tubes spaced at intervals, "hue 
space between the partial stud tubes is partially closed with two rows of 
round studs or rods welded to each side of the entire length of each tube. 
On the full stud walls, the entire furnace side of the tubes is covered with 
studs. The studs are packed with a chrome-base plastic pounded in place 
or a chrome-base castable gunnited or troweled in place to form a con¬ 
tinuous wall. When in service, the chrome refractory is, in effect, water 
cooled because of the extended heat-transfer surface effect of the studs. 
The stud tube walls are sealed against air leakage and insulated in a manner 
similar to that used for closely spaced and flat stud walls. 

One particular application of stud tube walls is the slag-tap furnace, 
where it is necessary to keep the coal ash above its fluid temperature in 
order to remove it as a liquid. This construction is vory resistant to the 
fluid slag found in this type of furnace. 

3. Slag-tap Furnace Floors. The floor of a furnace designed for liquid 
removal of coal ash must hold a pool of liquid slag that usually contains a 
high percentage of iron oxide. Therefore, it is a difficult refractory prob¬ 
lem. This condition has been taken care of by making the floor of cast- 
iron Bailey blocks clamped tightly to tubes that are part of the boiler 
steam-generating surface as are the waterwall tubes. The blocks are 
covered with several inches of tightl^^ packed chrome plastic or castable. 

4. Boiler Baffles. Present-day refractory boiler baffles must be gas- 
tight enough to prevent leakage against high draft differentials. Although 
the cooling effect of the boiler tubes makes their service temperatures 
fairly low, the baffles are often made of high-duty firebrick or tile to assure 
high strength and erosion resistance. Gastightness is obtained by laying 
the brick or tile in an air-setting mortar. 

Refractory baffles may also be made of a dense castable reinforced 
where necessary by alloy or steel rods. 

6. Boiler Unit for Multi-fuel Firing. Figure 359 shows a steam- 
generating unit arranged for firing pulverized coal, oil, or gas either singly 
or in combination. The various wall constructions and refractory parts are 
labeled on the illustration. 

The furnace cooling surface is proportioned to keep the temperature of 
the gases leaving the furnace below the ash initial deformation temperature 
(oxidizing basis) when pulverized coal is fired. This keeps most of the coal 
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ash in the furnace in a dry state and permits it to slide down the sloping 
hopper to the ashpit (not shown), which may be flooded with water or may 
be dry with a water sluice system. The ashpit lining is subjected to 
thermal shock due to the impingement of the water on the hot refractory. 
It may be of a castable refractory or of a higli-duty firebrick selected for 
good spalling resistance. 



Fio. 359. IiHbfU)ck and Wilcox integral furnace boiler with hopper-bottom kn ou 


6, Pulverized Coal-fired Boiler (Slag-tap Type). The unit in Fig. 360 
is primarily designed for pulverized coal firing but is capable of full steam 
output while using oil fuel. In order to avoid the accumulation of ash 
deposits on the tubes of the boiler banks when coal is burned, the total 
furnace-cooling surface of this boiler is sufficient to make the gases leave 
the furnace at a temperature below the initial deformation temperature of 
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Fig. 360. Babcock and Wilcox radiant boiler with slag-tap furnace. 
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the coal ash. However, the location of burners and the use of fully studded 
tubes in the burner area make it possible to keep the temperature at the 
furnace floor high enough to melt the coal ash that collects there. The 
liquid slag thus formed drains continuously into a flooded slag tank. The 



Fk;. 3CI. Babcock and Wilcox sterling boiler fired by Detroil spreader stoker. 


tank is lined with castable refractory, which must be highly resistant to 
spalling. 

7. Cyclone Ftimace. One interesting application of the full stud tube 
construction covered with chrome plastic or castable is the cyclone furnace, 
which burns crushed coal at a rate of heat input far exceeding that normally 
encountered with other types of firing. The cyclone is a cylinder about 8 ft 
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in diameter and 10 ft long constructed entirely of full stud tubes. Coal 
crushed to 0 to in. in an ordinary coal crusher is fed to one end of the 
cylinder, and the combustion air is admitted tangentially at high velocity. 
The coal burns rapidly while swirling around the cylinder walls in a film of 
fluid slag. The cyclonic action, in addition to promoting rapid (jombustion, 
peiniits a very high percentage of the ash to be removed from the furnace 


Ful. ;i02. Babcock and Wilcox single uptake controller super-lu'at boiler, 

as slag. The products of combustion, which then enter a conventional 
water-cooled boiler furnace for further cooling, carry with them, entrained 
as fly ash, only about 10 per cent of the coal ash as compared with from 
55 to 85 per cent for pulverized coal firing. 

8. Spreader-stoker-fired Boiler. Figure 361 depicts a boiler fired by 
a spreader stoker. The bituminous coal is mechanically thrown into the 
grate from the front of the furnace. The grate moves slowly from rear to 
front and discharges the coal ash continuously. 

The entire boiler and furnace enclosure is formed of tube and tile walls. 
The baffles are of tile laid in an air-setting mortar. On the rear wall just 
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above the stoker, the waterwall tubes are protected with full stud 
construction. 

9. Oil-fired Marine Boiler. The marine boiler shown in Fig. 362 is a 
controlled superheat unit used to obtain high steam plant efficiency over a 



Fig. 363. Babcock and Wilcox two-drum recovery unit. 


wide range of output. The furnace, which has an extremely high heat 
release, has one stud tube side wall. Owing to weight limitations, the front 
and rear walls are not water cooled. As shown, the uncooled refractory 
walls including the burner wall are built of high-fired kaolin brick held to 
the casing by anchor bolts and backed up by insulating firebrick and block 
insulation. However, on some of the more recent installations, the burner 
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wall has been made of a high-temperature kaolin-base (unstable refractory. 
The walls enclosing the boiler tube banks, where the temperature is too low 
for molten oil slag to exist, are made entirely of insulating firebrick to save 
weight. 

10. Waste-heat Boilers. Waste-heat boilers are used in a great many 
industries for recovering heat in the flue gases from various types of indus¬ 
trial processes. Typical examples are the blast furnace and rotary cement 
kiln. The refractories used in the waste-heat boiler are always operated at 
comparatively low temperatures but, in general, are subjected to consider¬ 
able abrasion, as most of the boilers operate under conditions where dust 
and ash are carried in the gases. For this reason, denser, high-duty fire¬ 
brick are used for these (conditions. 

11. Black-liquor Recovery Furnaces. The economical operation of a 
modern pulp mill necessitates the re(covery of chemiccal and heat values in 
the waste liquor. In the sulfate or kraft process, in which the recovery of 
chemicals is most generally (employed, the wood chips are digested with a 
hot solution of sodium hydroxide, NaOH, and sodium sulfide, Na 2 S, to 
remove the noncellulose portion of the wood. The spent cooking liquor 
(black li(pior) is concentrated by evaporation until it contains from 55 to 
65 per cent solids. It is then sprayed into a recovery furnace where it 
drops and falls to the floor as ‘‘char.^^ On the floor, the carbonaceous 
material is burned with a deficienc}" of air. In the reducing atmosphere 
thus formed, the sodium salts are smelted out of the char. The resulting 
smelt containing mostly sodium carbemate, Na 2 C 03 ; sodium sulfide; a 
small percentage of sodium sulfate, Na 2 S 04 ; and traces of other sodium 
salts are discharged from a spout. 

The conditions existing in this furnace are extremely severe as far as 
action on the refractories is concerned, primarily in view of the aggressive 
chemical activity of the fused sodium salts. In the earlier forms of recov¬ 
ery units, soapstone blocks were generally used as being the refractory best 
able to withstand the actiem of these molten sodium salts, but this material 
had a maximum life of only 10 to 12 months. In recent years, furnaces of 
this kind have been entirely water cooled with a high degree of success. 
Figure 363 shows a recovery unit having a water-cooled furnace. The 
upper walls are flat stud, while the lower walls and floor where a higher 
temperature is required are of full stud construction. The plastic chrome 
ote is quite resistant to the action of soda because it is inert chemically 
and is aided by the cooling action of the water tubes. This type of furnace 
requires little maintenance. 
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CHAPTER XXIV 


REFRACTORIES FOR USE IN NUCLEAR POWER PRODUCTION 

1. Introduction. In order to discuss the possible future role refrac¬ 
tory materials may play in the components of nuck^ar power plants, it will 
be necessary first to review the mechanism by which power is obtained from 
the atom. The history of the developments in nuclear physics, almost all 
written in the last ten years, is simply and clearly stated in the Smyth 
reportand therefore will not be discussed here. 

2. The Nuclear Fission Process. The Structure of the Atom. The 
atom consists of a positively charged nucleus surrounded by negatively 
charged electrons. It is known that the chemical species is determined by 
the number of electrons about the nucleus and that this is represented in 
the case of neutral atoms by the atomic number. In chemistry we are 
concerned mainly with the electrons surrounding the atom, because it is 
these particles which enter into the various chemical reactions in forming 
compounds. Now it is necessary to go further and ascertain the structure 
of the nucleus itself, for this is the seat of nuclear power. 

The atomic nucleus is now believed to be chiefly composed of a compact 
group of particles of two kinds; one the proton with a positive charge equal 
and opposite to the charge on the electron and the other the neutron with 
no charge at all. The number of particles in the nucleus is expressed by 
the mass number A. An element, therefore, (^an be written as 92 U^®®, where 
238 is the mass number and 92 the atomic number, or number of protons Z. 
In a chemically neutral atom, the number of electrons equals the number of 
protons. 

About 250 different nuclei exist in nature, ranging in charge and mass 
from iH^ to 92 U‘^^^ In all but two of these naturally occurring nuclei, the 
number of neutrons is equal to the number of protons or somewhat larger. 
As the number of protons increases, the excess number of neutrons tends 
also to increase as can be seen in the sequence of the nuclei of 206 ^^, 
gsBi'-*^, and 920^^*. In the case of most atoms, the ratio of the number of 
neutrons to the number of protons is not rigidly fixed. More usually the 
number of neutrons is variable within a small range and nuclei occur com¬ 
monly with the same charge but with different masses. Such nuclei are 
called ^hsotopes^^ of one another (from the Greek, meaning “same place,^^ 
applying to same place in the Periodic Table of elements). Since the num- 
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her of orbital electrons is the same for all members of a set of isotopes, the 
chemical properties are identical. Most naturally occurring elements are a 
mixture of isotopes, which accounts for the fact that atomic weights are 
seldom integers. 

Table 118 offers a brief summary of the properties of the nucleus and 
its components. It should be noted that in atomic and nuclear physics, 
the mass unit chosen is one-sixteenth of the mass of the predominant 
oxygen isotope, and is equal to 1.6603 X g, which is greater 
than the value used by chemists by a factor of 1.00027. 


Fission fragment 



Fig. i 364. F'ission of 

Table 118. Some Properties of the Nucleus and its ('omponents 



N ucleus 

Proton (iH’J 

\(‘utron (otP) 

Mass, units. 

About A X 1.0083 

1.00758 

1.00893 

Diameter, cm. 

About 10-'2 

H) ' ' 

10 

Density, g per cc. 

10'* 

10'^ 

10'^ 

F'harge, coulombs. 

Z X 1.6 X 10-'» 

1.6 X 10-i» 

0 

Number in nucl(;us. 


Z 

A Z 


More detailed information giving the nuclear properties of the various 
species of atoms can be obtained by referring to the Segre chart. 

The Fission Process. Physicists during the nineteen twenties had come 
to realize the fundamental concept that mass and energy are interchange¬ 
able. Einstein^s relation E = mc^ (where E is the amount of energy equiv¬ 
alent to a mass m and c is the velocity of light) is the basis for all consider¬ 
ations of nuclear power generation. It was not until 1932, however, that 
experimental proof of this relation was realized. At that time Rutherford^s 
workers showed that by bombarding a target of lithium with protons (iH^ 
nuclei) of 700 kv energy the following occurred 

sLi^ + + 2He^ 

Mass 8.0241-^8.0056 
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It was evident that 0.0185 units of mass had disappeared in the reaction. 
The energy of each a-particle ( 2 He^ nucleus) was found to be 8.5 million 
electron volts Mev* or a total energy release of 17 Mev. Since 0.0185 units 
of mass is 3.07 X 10”^^ gm, 17 Mev is 27.2 X 10'^ erg and c is 3 X 10^^^ 
cm per sec, by substituting in the equation 

E — mc^ 

27.2 X 10-« == 3.07 X 10-‘'« X 9 X UP 
= 27.6 X 10-« 


or substantial equivalence. 



Seven?/I new neutrons cause more fissions 

Fig. 365. Chain reaction of without moderator. 


The heavy atoms have nuclei which approach instability and under cer¬ 
tain conditions can be made to split into two fragments, with the loss of 
some neutrons so that in the process mass is lost and energy is released. 
For example if a neutron (on^) strikes a nucleus of two fragments will 

* One electron volt (ev) is defined as being equal to the kinetic energy that a particle 
carrying one electronic charge acquires in falling freely between a potential drop of one 
volt. For convenience this value is multiplied by one million, hence Mev. Further to 
exemplify the energy unit Mev it can be shown that 1 Mev = 1.6 X 10“® erg and that 
3.6 X 10** ergs * 1 kw-hr. 
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be formed as shown in Fig. 364, together with from one to three neutrons, 
yielding a total energy release of about 200 Mev. 

If only a small percentage of the released neutrons is captured before 
they can strike another nucleus of then the possibility is at hand to 

form a self-perpetuating cycle—the chain reaction (Fig. 365). 

From the chain reaction it can be shown that, since each fission yields 
200 Mev which is equal to 3.2 X 10~^ erg, or 3.1 X Btu, or 8.9 X 10“^^ 
kw-hr, and since a pound of 92 ^“^'’ contains 11.7 X 10^^ atoms or nuclei, 
1 lb of the isotope upon fission produces about 4 X 10^^ Btu. Sinc-c' 

Consumption Pounds/yeor 



Fni. Fower availiit>le from l>*‘. 


1 lb of good coal yields only 14,000 Btu, 1 lb of fissionable 9211^^^ is 
ecpiivalent to approximately 1,500 tons of coal. Figure 366 shows graphi¬ 
cally the horsepower outputs available with various rates of consumption 
from fission of under seven different operating efficiencies. There¬ 

fore, 92 U^®® is potentially a highly concentrated fuel, which may in the future 
partly displace coal and oil now utilized in present-day power installations. 

It should be noted that 92 !!^^ is not the only fissionable material which 
could be used as fuel. Plutonium which is made from natural 

uranium, and the isotope of uranium ( 92 U“®), which is made from thorium, 
are also possible fuels. 
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Turning again to the energy release from the fission process, it can be 
shown to be proportioned roughly as follows: 

Million Eh'ctron Volts 


P'ission fragments.IGO 

Neutrons (prompt). 5 

Gammas (prompt). 4 

liadioactive seri(\s. 20 

Absorbed neutrons. 9 

Total. 


In fission induced by thermal neutrons, the nucleus seldom splits exactly in 
half, as one part is usually heavier than the other, giving an average distri¬ 
bution of new atoms as shown by the curvein Fig. 367. 



Mciss number 

Fig. 367. Fission product cur ve^o. 

The interactions between bombarding neutrons and nuclei are expressed 
very simply in terms of nuclear cross sections. The meaning of the cross 
section of a given species of nucleus is best understood if we imagine a beam 
of neutrons of a given energy bombarding the nucleus; a certain fraction of 
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the neutrons will be removed from the beam by the nucleus. By defini¬ 
tion, the fraction of neutrons contained in a 1 sq cm beam that is intercepted 
by a single nucleus is called the total cross section {o) of the particular 
nucleus for such neutrons. Thus, in essence, the cross section is a measure 
of the probability that an incoming neutron will interact with the nucleus 
which is being bombarded. The atomic electrons play an insignificant role 
in these interactions. 

The total cross section is composed of separate contributions from tlie 
various prociesses that may occur. For instan(a>, the bombarding neutron 
may be absorbed into the nucleus in a certain fraction of the events. This 
(;ross section is usually denoted by <7^. However, there is always a certain 
chance that the incoming neutron will be merely scattered off the nucleus 
without being absorbed. The probability for this process is represented 
by the scattering cross section a,. Consider, for instance, the collision of 
neutrons with hydiogerious material. In this case, only absorption and 
scattering can ocaair, and therefore the total cross section is expressed by 

<7 (7 a -f* G 

The scattering process can be subdivided further, siujh as by considering 
whether or not the sc.atteied neuti’on has lost a signific^ant fraction of its 
original (mei’gy. If it has, we speak of iruilastic scattering, otherwise, of 
elastic scattering. In this discussion, we shall not find it necessary to use 
special symbols for these cross sections. 

In the case of fissionable nuclei, we may define (7/, the cross section for 
fission which is a measure of the probability that an incident neutron will ♦ 
cause fission of the nucleus. 

The probability that a certain process occurs varies with the energy of 
the incoming particle. Hence, the separate cross sections vary with energy, 
and therefore the total cross section is also a function of energy. For 
instance, it is found that if 92!!^^ is bombarded with neutrons of varying 
energy, a a shows a very marked energy dependence. In particular, there 
are certain energies at which the absorption is extraordinarily high—we 
then speak of a resonance process. For 92X1^^^ this occurs at comparatively 
low energies. 

Neutrons that are emitted in the fission process are emitted with an 
average energy in the Mev region. Thus, for this discussion we speak of 
su(di neutrons as fast neutrons. If these neutrons are slowed down by los¬ 
ing energy in collision, they eventually move with kinetic energy equivalent 
to the temperature of the surroundings. It is easily calculated that room 
temperature corresponds to 34 o ev. Thus we speak of neutrons that 
possess an energy of the order of 10”^ ev as ‘Thermal neutrons.” 

The energy of tha bombarding neutrons should always be borne in mind 
when the values for cross sections of refractory or other material are quoted. 
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More specifically, in case a certain material has a high-absorption cross 
section, the total cross section is primarily due to absorption. Therefore 
(7 = day such as is the case for boron. In other materials, such as bismuth, 
the total cross section is almost entirely due to scattering. Hence, a = a.,. 
Many materials, however, possess nuclear properties such that both absorp¬ 
tion and scattering play an important role, and we must consider that 
d = da + ds. The dimensions for each of these cross sections, as the name 
implies, are area per nucleus, usually expressed as square centimeters per 
nucleus. Because most of these cross sections are in the order of sq 
cm per nucleus in magnitude, this area has been nicknamed the '‘barn’’; f.c., 
1 barn = sq cm per nucleus. An example of the large differences 

that can exist between somewhat similar nuclei both bombarded with ther¬ 
mal neutrons is as follows: 

= 0.31 barn 
daiiVL^^) = 0.00065 barn 

For most elements, the sizes of nuclear cross sections cannot be a(*cu- 
rately predicted from present theoretical knowledge but are obtained from 
a variety of experimental determinations. 

Table 119 indicates the effect of various nuclei on the bombarding ther¬ 
mal neutrons. It must be emphasized that only a trace of some elena^nts 
such as boron will so limit the production of neutrons that the chain reac¬ 
tion cannot be sustained. For this reason, extremely high purity is required 
in many components of nuclear power plants. Refractory materials con¬ 
sidered for these applications not only must be examined beforehand for the 
effects of major chemical constituents on the bombarding neutrons but 
must also be analyzed spectrographically or otherwise for microquantities 
of elements that could, perhaps, seriously affect the desired nuclear reac¬ 
tion. Cross sections for nuclei-bombarded neutrons at higher energy levels 
may be found from curves. 

In order to produce a self-sustaining chain reaction, it is evident that the 
number of neutrons available in the fuel (or fissionable material) must be 
utilized in the most efficient way. In any nuclear power production reac^- 
tor, there are essentially three processes competing for these neutrons. 
They are 

1. The absorption of neutrons by the fissionable material, which results in fission and 
hence more neutrons, which sustain the chain reaction. 

2. The nonfission absorption by the materials in the reactor, such as the moderator 
material, reflectors, impurities in these materials, etc. 

3. The escape of neutrons from the system. 

Therefore, the condition for obtaining such a chain reaction must be such 
that the number of neutrons produced by fission must be equal f o or slightly 
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Table 119. Some Nuclear Properties of the Elementb^^^ 


Atomic 

number 

Z 

; Ele¬ 
ment 

Density 

Chemi¬ 

cal 

at. wt 

N uclei 
per cc, 

NX 10*« 

Nuclear cross sections, 
barns 

Cross section, 
cm“i 

g per cc 

At P.^C 

c 

ae 

<r$ 

Nac 


1 

H 

0.0709 

-2,52.7 

1.0078 

0.0424 

20 

0.30 

20 

0.013 

0.85 

2 

He 

0.126 

- 268.9 

4.003 

0.0190 

1.5 

0 

1.5 

0 

0.029 

3 

Li 

0.53 

20 

6.940 

0.0459 

66.3 

64 

2 

2.9 

0.092 

4 

Be 

1.8 

20 

9.02 

0.120 

G.l 

0.009 

6.1 

0.0011 

0.73 

6 

B 

2.3 

20 

10.82 

0.139 

703 

700 

3 

97 

0.42 

6 

C 

1.62 

20 

12.01 

0.0805 

4.84 

0.0045 

4.8 

0.00036 

0.39 

7 

N 

0.808 

-195.8 

14.008 

0.0347 

11.75 

1.75 

10 

0.0()1 

0.35 

8 

O 

1.14 

-183 

16.000 

0.0429 

4.1 

0.0016 

4.1 

0.000068 

0.18 

9 

F 

1.11 

-187 

19.00 

0.0351 

4.1 

0.065 

4.1 

0.0023 

0.14 

10 

Ne 

0.9002 


20.183 

0.0268 

2.8 


~2.6 


0.067 

11 

Na 

0.93 

97.5 

22.997 

0.0243 

4 

0.5 

3.5 

0.012 

0.085 

12 

Mg 

1.57 

6.50 

24,32 

0.0389 

4 

0.4 

3.6 

0,016 

0.14 

13 

A1 

2.4 

6.58 

26.97 

0.0.536 

1.7 

0.23 

1.5 

0.012 

O.OSO 

14 

Si 

2.4 

20 

28.06 

0.0515 

1.95 

0.25 

1-7 

0.013 

O.OSS 

15 

P 

1.745 

44.5 

30.98 

0.0339 

10.3 

0.31 

10 

0.01 

0.34 

16 

S 

1.808 

115 

32.06 

0.0339 

2 

0.53 

1.5 

0.018 

0.051 

17 

Cl 

1.557 

-33.6 

35.457 

0.0264 

<43 

33 

~10 : 

0.87 

~0.26 

18 

A 

1.402 

-185.7 

39.944 

0.0211 

2.53 

0.62 

1.9 

0.013 ' 

0.040 

19 

K 

0.83 

62 

.39.096 

0.0128 

3.7 

2.2 

1.5 

0.028 

0.019 

20 

Ca 

1.55 

20 

40.08 

0.0233 

9.93j 

0.43 

9.5 

0.01 

0.22 

21 

Sc 

2.5 

20 

45.10 

0.0334 


2.8 


0.094 


22 

Ti 

4.5 

20 

47.90 

0.0566 

11.2 

5.2 

6 

0.29 

0.34 

23 

V 

1 5.68 

20 

.50.95 

0.0704 

>13 

6 

>7 

0.42 

>0.49 

24 

Cr 

7.14 

20 

52.01 

0.0822 

6.5 

3 

4 

0.25 

0.33 

25 

Mn 

7.2 

20 

54.93 

0.0789 

15.2 

12.8 

2.4 

1.01 

0.19 

26 

Fe 

i 6.9 

1530 

55.86 

0.0744 

12 

2.5 

11 

0.19 

0.82 

27 

Co 

8.9 

20 

58.94 

0.0909 

38 

33 

6 

3.0 

0.45 

28 

Ni 

8.90 

20 

58.69 

0.0913 

17.4 

4.4 

18 

0.40 

1.6 

29 

Cu 

8.3 

1083 

63.57 

0.0786 

11.2 

4 

8 

0.31 

0.63 

30 

Zn 

6.7 

463 

65.38 

0.0617 

4.85 

1.25 

4.2 

0.077 

0.26 

31 

Ga 

5.91 

20 

69.72 

0.0510 

20 

1 2.3 

18 

0.12 

0.92 

32 

Ge 

5.36 

20 

72.60 

0.0444 

25 

M).6 

22 

'^0.03 

0.98 

33 

As 

2.0 

20 

74.91 

0.0161 

12.6 

5.6 

7 

0.09 

O.ll 

34 

8e 

4.50 

25 

78.96 

0.0343 

28 

16 

10 

0.55 

0.34 

35 

Br 

3.119 

20 

79.916 

0.0235 

9.5 

2.5 

7 

0.059 

0.16 

36 

Kr 

(2) 


83.7 

0.0144 

27 

0.1 

27 

0.001 

0.39 

37 

Rb 

1.53 

20 

85.48 

0.0104 

12 

0.5 

11 

0.005 

0.11 

38 

Sr 

2.6 

20 

87.63 

0.0179 

11 

1.5 

10 

0.027 

0.18 

39 

Y 

5.51 

20 

88.92 

0.0373 


1.1 

1 

0.041 


40 

Zr 

6.4 

20 

91.22 

0.0422 

15 

>0.5 

14 

>0.021 

0.69 

41 

Cb 

8.67 

20 

92.91 

0.0555 

6.9 

1.4 

6 

0.078 

0.28 

42 

Mo 

10.2 

20 

95.95 

0.0638 

7.9 

3.9 

6.6 

0.25 

0.41 

43 

Tc 



99 







44 

Ru 

12.2 

20 

101.7 

0.0502 



6 


0.30 

45 

Rh 

12.6 

20 

102.91 

0.0496 

165 

160 

5 

7.4 

0.25 

46 

Pd 

11 

1550 

106.7 

0.0639 

13.6 

9 

4.5 

0.58 

0.29 

47 

Ag 

10.5 

20 

107.880 

0.0567 

66.4 

68.6 

6.6 

3.3 

0.37 

48 

Cd 

8.6 

20 

112.41 

0.0461 

2507.2 

2600 

5.3 

116 

0.24 

49 

In 

7.3 

20 

114.76 

0.0383 

194 

190 

4 

7.3 

0.15 

50 

8m 

6.750 

20 

118.70 

0.0292 

4.89 

0.69 

5.0 

0.020 

0.15 
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Table 119. Some Nuclear Properties of the Elements {Continued) 


Atomic 

number 

2 

Ele¬ 

ment 

Density 

Chemi¬ 

cal 

at. wt 

Nuclei 
per ce, 
NX 102< 

Nuclear cross sections, 
barns 

Cross 8ectir>n, 
cin“’ 

K per cc 

At r,°c 

a 


<y» 

Na,. 

N<r» 

51 

Sb 

6.084 

25 

121.76 

0.0330 

9 

4.7 

4.2 

0.155 

0.14 

52 

Te 

09)6.00 

20 

127.61 

0.0283 

10 

5 

5 

0.14 

0.14 

53 

I 

4.93 

20 

126.92 

0.0234 

9.4 

6.8 

3 

0.16 

0.07 

54 

Xe 

(2.7) 


131.3 

0.0124 

35 





55 

Ca 

1.90 

20 

132.91 

0.0086 

50 

41 

9 

0.35 

0.08 

5(> 

Ba 

3.5 

20 

137.36 

0.0153 

9.25 

1.25 

8 

0.019 

0.12 

57 

La 

6.15 

20 

138.92 

0.0267 

25 

12 

13 

0.32 

0.35 

58 

Ce 

6.9 

20 

140.13 

0.0296 

29 





59 

Pr 

6.50 

20 

140.92 

0 0278 

>25 





GO 

Nd 

6.90 

20 

144.27 

0.0288 


90 


2.6 


61 

Pm 



147 







62 

Sm 

7.7 

20 

150.43 

0.0308 


8.000 


246 


63 

Eu 



152.0 



2,500 




64 

Gd 



156.9 



--38,000 




65 

Tb 



159.2 


15 





()6 

IXv 



162.46 



850 




67 

Ho 



164.94 



65 




68 

Er 



107.2 



26)0 




69 

Tm 



169.4 



130 




70 

Vb 



173.04 


65 





71 

J.u 



174.99 



195 




72 

Hf 

11.4 

20 

178.6 

0.0384 

130 

120 

10 

4.6 

0.38 

73 

Ta 

16,6 

20 

180.88 

0.0552 

24.5 

35 

7.2 

1.93 

0.40 

74 

W 

19.3 

20 

183.92 

0.0631 

20.9 

16 

5.7 

1.01 

0.36 

75 

Re 

20 

20 

186.31 

0.0691 


130 

i 

9.0 


76 

Os 

22.48 

20 

190.2 

0.0707 

30 

20 

10 

1.41 

0.71 

77 

Ir 

22.4 

20 

193.1 

0.0699 


1 400 


27.9 


78 

Pt 

19 

1755 

195.23 

0.0586 

21.5 

; 10.8 

12 

0.63 

0.70 

79 

Au 

19.3 

20 

197.2 

0.0589 

101 

94.5 

5 

5.57 ! 

0.29 

80 

Hk 

14,19 

-38.9 

200.61 

0.0426 

440 

425 

15 

18.1 

0.64 

81 

Tl 

11.85 

20 

204.39 

0.0349 

16.9 

2.9 

9.7 

O.lOl 

0.34 

82 

Pb 

11.34 

20 

207.21 

0.0329 

10.2 

0.17 

13 

0.006 

0.43 

83 

Bi 

9.8 

20 

209.00 

0.0282 

8.9 

0.016 

9.2 

0.0(K)5 

0.26 

84 1 

Po 



210 ! 







85 

At 



211 







86 

Rn 

4.40 

20 

222 

0.0108 






87 




223 







88 

Ra 

5.0 

20 

226.05 

0.0133 






89 

Ac 



227 







90 

Th 

11.5 

20 

232.12 

0.0290 

16 

6 

~10 

0.17 

-^0.29 

91 

Pa 



231 







92 

U 

18.7 

20 

238.07 

0.0473 

10 

^2 

8.2 

0.095 

0.39 

93 

Np 



237 







94 

Pu 



239 







95 

Am 

1 


241 



j 




96 

Cm 



242 
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greater than the number consumed or lost in all the three above-mentioned 
processes. The smallest amount of fissionable material that can be used 
in any specific* chemical or physical foi'in in order to sustain a chain reaction 
is therefore defined by the effects of the three above-mentioned processes. 
This smallest amount of material is called the 'V;ritical size.’^ 

3 . Nuclear Fuel. A primary nuclear fuel is defined, for purposes of 
this discussion, as a naturally occurring fissionable isotope. A secondary 
nuclear fuel is a fissionable isotope that is made synthetically by utilizing 
the nuclear properties of a primary fuel. 

Uranium (9 l)U‘“^^) is the primary nuclear fuel. Of all the isotopes occur¬ 
ring in nature this one is unique in that it undergoc^s fission with thermal 
neutrons and, in the fission process, lilxu-ates from one to three neutrons. 
By virtue of this property, it is possible to have a chain-i eacting system. 

Plutonium (94PU is the most important of the secondary fuels. This 
synthetic clement is made at Hanford from natural uranium in the follow¬ 
ing way: A large number of bars of pure natural uranium metal ((containing 
approximately 139 parts of the isotope 92U‘“‘^^ and 1 part of the fissionable 
isotope 92U‘“'^’\) are surrounded by a matrix of very pure graphite. 4 ’he 
graphite matrix, called a “moderator,” is used to help slow down the neu¬ 
trons as is shown in Fig. 3 G 8 . The moderator (can be made of other material 
such as heavy water (deuterium) or a beryllium compound. It should be 
mentioned that low-energy neutrons are preferable, since in the case of 
natural uranium, the lighter nucUnis of the less abundant isotope 92U^^^’, 
although it can be made to fission by fast neutrons, is far more susceptible 
to fission by thermal neutrons. The requirem(*nts for a moderator nucleus, 
therefore, are that it should not possess a high-absorption cross section and 
that its mass should be as low as possible so that the neutron loses a high 
amount of energy per collision. Graphite was chosen at Hanford in favor 
(ff deuterium or bervllium. This assemblage of uranium and graphite is 
called a “pile.” 

The heavier nucleus of the more abundant isotope is not fission¬ 
able by thermal neutrons; but when a neutron of intermediate speed con¬ 
tacts this nucleus, it is very likely to be absorbed, as explained previously. 
Thus, when a fast neutron is born and encounters a nucleus, it is not 
likely to be absorbed but loses energy in bouncing about the carbon nuclei 
(inelastic collisions); and after it has been slowed down appreciably, there 
will be resonance absorption by a 92^^^ nucleus. Other neutrons will not 
undergo the resonance-absorption process in 92U^^^ and these will be further 
slowed down all the way to thermal energies and help to sustain the reaction 
by causing fission of the 92!^^^ 

For purposes of plutonium production, we are interested in those neu¬ 
trons which do get absorbed by the Upon absorption of a deener- 
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gized neutron by the nucleus, this nucleus is converted to This 

nu(‘Jeus is unstable; it soon changes one of its neutrons to a positively 
charged proton by, in efifec-t, losing one negative electron. Thus the 
iiu(‘leus of the synthetic element neptunium (psNp-^^j is produ(*ed. This 
nucleus has too many neutrons for stability, and soon another neutron 
changes to a proton, and an electron is emitted. The resulting nucleus 



thus contains 94 proions; it is now the nucleus of the synthetic element 
plutonium The process is as follows: 

r 

92 U 28 ® + on' —-> -> 23 m —-> - --> 94 Pu 2 ®^ 

(neutron) (/3-particle) (/3-partirle) 

Therefore if a pile is made of natural uranium and allowed to run 
for some time, a portion of the 92U-®® will be converted to 94Pu‘'^®®, which 
possesses fission properties similar to 92U^^^ and is therefore the most 
important of the secondary nuclear fuels. It should be mentioned that 
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the plutonium can be extracted from the uranium by chemical methods, 
since the two elements are chemically dissimilar. Therefore, the possi¬ 
bility is at hand to use all the natural uranium as fuel and not be limited to 
the 0.7 per cent of in natural uranium, provided that the source of 
chain-reacting neutrons is replenished. However, the material in the pile 
must be periodically reprocessed to remove all the fission fragments that 



Fig 369. World sources of fissionable materials. {Courtesy of Fortune Magazine.) 


tend to add further to the capturing nuclei present in the pile and therefore 
lower the reactivity. 

The other secondary fuel is 92X1^. This isotope can be made syntheti¬ 
cally if 9oTh^2 jg incorporated in the primary nuclear reactor as described 
for the production of plutonium. The reaction is as follows: 

+ on*-> o«Th2«-> 

23 min 27 dayi 
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Although no technological details are available in regard to 92 U^, it is 
known that it undergoes fission with thermal neutrons and for this reason is 
also a potential nuclear fuel. 

The maps (Figs. 369) offer some pertinent facts about the availability 
of fuels. 



4. Design of Power Piles or Reactors. The energy obtained from 
nuclear fission can be made available in the form of heat within the pile, or 
reactor. Before describing the actual designs of reactors that have been 
made and possible future designs of reactors for power purposes, it might 
be well to discuss how the heat from the pile, or reactor, can be utilized. 
Many impractical suggestions have been made, but apparently the only 
one that has a firm basis utilizes a circulating fluid, either liquid or gas. 
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which passes through the reactor operated at a finite temperature level. 
The hot fluid is then sent through a heat exchanger where water is converted 
to steam, which is used to run a turbine, or where the hot fluid in the form 
of a vapor or gas (^an be used to drive a high-temperature gas turbine. It is 
necessary to work at the highest temperature level for good efficieru^y. The 
failure of materials to stand up at high temperatures is the most important 
limiting factor. Refractory materials, such as high-melting-point oxides. 


to power plant Coolont Circulotes 



Fig 370. Heterogeneous reactor with solid diluent and circulating coolant.f<> 


seem to be most encouraging owing to their stability and strengths at 
elevated temperatures. 

Reactors are considered to be of two classes: heterogeneous and homo¬ 
geneous. In the heterogeneous reactor, the fissionable material is in rods 
or lumps such as was described for the pile used in the production of plu¬ 
tonium from natural uranium. In the homogeneous reactor, the fission¬ 
able material may be used in pure, metallic form, in metallic alloy form, or 
in the form of a solution or intimate mixture with a diluent. 

Each of these two classes of reactors can be of three general types: fast, 
intermediate, or thermal—so named for the average energy of the neutrons 
that propagate the chain reaction. 

The fluid or material used for the transferring of heat from the reactor 
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to the prime mover must possess the best over-all properties that satisfy 
the following conditions: 

1. Must possc^ss Kood nuclear properties; small absorption cross section and, in some 
cases, high mo(i(*rating power. 

2. Must be able to withstand high t;emj)eratures. 

3. Must possess high heat transfer values. 

4. Must not be made highly radioactive in the reactor. 

6. Must not corrode or react with other materials in the reactor 



high atomic weight 


heat / 
exchanger 


fast neutrons > 



shielding 


ev 10 ' 10° »o' lo' 10* to' 10* to* 

intermediate atomic weight 
resonance 'neutrons 



ev 10' to® to’ to' to’ to* to* to* 

ow atomic weight 

; thermol neutrons 


ev 10 ' to® K)* 10* to* to* to* 10* 

Fig. 371. Schematic diagrant of a iiomogerieous reactor containing a solid fuel mixture. 
The cylindrical core or central section consists of a high-melting-point mixture of U or Pu.(»> 


Materials that have been suggested are gases such as helium and air, 
liquids such as water and liquid metals, and homogeneous mixtures of the 
fuel itself dissolved or suspended in a liquid. The general heat-transfer 
problems are discussed by E. R. Gilliland. 

Table 120 is a summary of nuclear reactors that have been built thus far. 
None of the piles, or nuclear reactors, have been used for the production of 
useful, peacetime power. The Hanford-type pile as was mentioned pre¬ 
viously is a primary reactor used to produce plutonium and is cooled by 
water, not to produce subsequent useful power, but to prevent the overheat¬ 
ing of the pile. The Alamogordo, Hiroshima, Nagasaki, and Bikini fast 
reactors were military weapons, which liberated a vast amount of energy in 
extremely short intervals of time. 

To form a reactor that can be used for the production of useful power, 
we have a number of possibilities, which are clearly discussed by Fermi. 




Table 120. Summary of Nuclear Reactors^^^ 
Described in Open Literature 
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NUCLEAR POWER PRODUCTION 


647 


Results indicate that natural uranium cannot be used for fuel in a self- 
sustaining homogeneous thermal reactor unless heavy water is used as a 
moderator. It can, however, be used as a fuel in a self-sustaining hetero¬ 
geneous reactor using graphite as a moderator such as was mentioned for 
the production of plutonium in the Hanford piles. Figures 370 and 371 
are proposed designs for a heterogeneous and homogeneous reactor, 
respectively. 

In the case of the homogeneous reactor, the cylindrical core, or central 
section, could consist of a high-melting-point mixture of plutonium or 
uranium with a selected diluent. An alloy or a simple mechanical mixture 
of metal or compound with a diluent might be used. The core could be 
fabricated in sections or as a subcritical whole. It should be possible to 
obtain sufficient excess reactivity for operation from the introduction of the 
coolant and the addition of a reflector or material having a high scattering 
cross section. The coolant used could be either liquid or gas. Table 121 
lists some possibilities for the components of a reactor when enriched ura¬ 
nium is considered as the fuel. 

In the case of the heterogeneous reactor, the fuel rods, clad with a non- 
corrosive metallic coating, could be mounted horizontally in a structural 

Table 121. Summary of Materials of Construction for Homogeneous 
Nuclear Reactors That Might Operate at Very 
High Temperature8(^> 

Enriched Uranium Assumed in Each Case 


Type 

Reactor 

materials 

Mp, °C 

Reflector 

Limitations 

Materials 

Max. T.,“C 

Fast*. 

U 

1150 

W 

3370 

Oxidation of W 

Fast*. 

IT -f W 

<3370 

W 

3370 

Oxidation of W and U 

Fast*. 

u 

1150 

C 

3500 

Oxidation of C 

Fast*. 

U 4-Th 

<1150 

ThOj 

>3000 


Resonance.... 

U -f Ta 

? 

Ta 

2800 

Oxidation of Ta 

Resonance.... 

U + Re 

<1150 

Re 

3400 

Scarcity of Re 

Resonance.... 

U 4-Cu 

<1150 

MgO 

2800 


Resonance.... 

U + Cu 

<1150 

ThOa 

>3000 


Resonance.... 

U + MgO 

? 

MgO 

2800 


Thermal. 

U + Be 

<1150 

BeO 

2600 


Thermal. 

U + BeO 

? 

BeO 

2600 

Thermal stresses 

Thermal. 

UCj 

2260 

C 

3500 

Oxidation of C 

Thermal. 

u + c 

? 

MgO 

2800 


Thermal. 

uo, 

2600 

MgO 

2800 


Thermal. 

U “f" Be2C 

? 

BeaC 

2100 

Decomposition of Be 2 C 

Thermal. 

U -f AhO, 

? 

AhO, 

2500 



♦ Aesumed to operate with molten core. 
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material that serves as a moderator in a thermal unit or as a diluent in a 
resonance or fast unit. A removable section of shielding allows the end 
manifold to be removed for replacement of fuel and other parts. Because 
of the intense radiations, this work would -have to be accomplished by 
remote-controlled devices. The coolant would probably be a liquid; how¬ 
ever, for special cases a gas coolant could probably be used whereby a 

Table 122. »Some High-melting-point Compounds of ITranium 


Material 

Melting? Point, 

XI 

About 1150 

XT ()2 

2180 

IbCa 

2400 

IN 

? 

XIB 

V 

US 

A})ov(‘ 20(K) 

U.2S3 

1850 

U 82 

1850 


Table 123. Elements Having Large Absorption Cross Skotions^^^ 
For Thermal Neutrons 


Nuclear cross sections, barns 


Materials 

No. Z 

or 

tTa 


Lithium. 

3 

66.3 

64 

2 

Boron. 

5 

703 

700 

3 

Manganese. 

25 

15.2 

12.8 

2.4 

Cobalt. 

27 

38 

33 

5 

Rhodium. 

45 

155 

1.50 

5 

Silver. 

47 

66.4 

58.5 

6.6 

Cadmium. 

48 

2,507.2 

2.500 

5.3 

Indium. 

49 

194 

190 

4 

Cesium. 

55 

50 

41 

9 

Samarium. 

02 


8,000 


Europium. 

63 


2,500 


Gadolinium. 

64 


38,000 


Dysprosium. 

66 


850 


Holmium. 

67 


65 


Erbium. 

68 


260 


Thulium. 

69 


130 


Lutecium. 

71 


195 


Hafnium. 

72 

130 

120 

10 

Tantalum. 

73 

24.5 

35 

7.2 

Rhenium. 

75 


130 

i 

Iridium. 



400 


Gold. 

79 

101 

94.5 

5 

Mercury. 

80 

440 

425 

16 
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substantially larger proportion of the reactor volume would be required 
for the coolant. 

6. Survey of Refractories for Potential Use in Power Reactor Develop¬ 
ment. Refractory materials may find application in the following four 
major components of the pile: 

1. Fuel 

2. Control rods 

3. Reflector 

4. Moderator 

Refractories for Fuel. In some types of homogeneous and heterogeneous 
redactors, it may be necessary to use pure metallic fissionable materials for 
fuel. As was mentioned before, at elevated temperatures these reactors 
would operate with a molten core. In some types of reactors, it may be 
desired to maintain the fuel in solid form at elevated temperatures. Table 
122 suggests some of the possible high-melting-point compounds of 
uranium and its isotopes. 

Refractories for Control Rods. Control rods are very important in that 
their function is to absorb the excess of neutrons in the chain reaction in the 
reactor. If the number of neutrons available for creating additional fis- 


Table 124. Some Higii-melting-point Compounds* 
OF Lar(jk-ab.sorption Cross-section Elements 
For Thermal Neutrons 


Maitjrial 

Formula 

Melting point, °C 

Lithium oxide. 

Li 20 

1700 

Boron. 

B 

2300 

Boron carbide. 

B 4 C 

2350 

Boron nitride. 

BN 

2730 

Manganese oxide. 

MnO 

1790 

Cobalt oxide. 

CoO 

1800 

Rhodium. 

Rh 

1950 

Indium oxide. 

In 208 

2000 

Hafnium. 

Hf 

1700 

Hafnium oxide. 

HfO* 

2810 

Hafnium carbide. 

HfC 

3530 

Hafnium nitride. 

HfN 

3307 

Tantalum. 

Ta 

2850 

Tantalum oxide. 

Ta 20 i 

1875 

Tantalum carbide. 

TaC 

3880 

Tantalum nitride. 

TaN 

3087 

Rhenium. 

Re 

3000 

Samarium sulfide. 

SmzSs 

1900 


* Most of the elements and/or compounds thereof except for the oxides could not be maintained at 
elevated temi>eratures in normal atmospheres. 
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sions was not controlled, the chain reaction would get out of hand and the 
reactor components would melt and contaminate a large area with highly 
radioactive material. Therefore, it may be said that the control rods gov¬ 
ern the pile temperature. A control-rod should have a high absorption 
cross section as well as high chemical and physical stability at high tem¬ 
peratures. Table 123 lists the elements that possess large absorption cross 
sections. Table 124 lists some high-melting-point compounds of these 
elements which could perhaps be used as (control rods. On the other hand, 


Table 125. Elements Possessing Large Scattering Cross Sections^^) 
For Thermal Neutrons 


Material 

Atomic 

No. Z 

Nuclear 

a 

CTf)ss s(‘ct 

(Ta 

ons, barns 

Hydrogen. 

1 

20 

0.30 

20 

Helium. 

2 

1.5 

0 

1.5 

Beryllium. 

4 

6.1 

0.009 

6.1 

Carbon. 

6 

4.84 

0.0045 

4.8 

Nitrogen. 

7 

11.75 

1.75 

10 

Oxygen. 

8 

4.1 

0.0016 

4.1 

Fluorine. 

9 

4.1 

0.065 

4.1 

Sodium. 

11 

4 

0.5 

3.5 

Magnesium. 

12 

4 

0.4 

3.6 

Phosi)horus. 

15 

10.3 

0.31 

10 

C^aleiuin. 

20 

9.93 

0.43 

9.5 

Iron. 

26 

12 

2.5 

11 

Nickel. 

28 

17.4 

4.4 

18 

Zinc. 

30 

4.85 

1.25 

4.2 

Callium. 

31 

20 

2.3 

18 

Germanium. 

32 

25 

0.6 

22 

Bromine. 

35 

9.5 

2.5 

7 

Krypton. 

36 

27 

* 0.1 

27 

Rubidium. 

37 

12 

0.5 

11 

Strontium. 

38 

11 

1.5 

10 

Zirconium. 

40 

15 

0.5 

14 

Columbiurn. 

41 

6.9 

1.4 

5 

Ruthenium. 

44 



6 

Tin. 

50 

4.89 

0.69 

5.0 

Barium. 

56 

9.25 

1.25 

8 

Thallium. 

81 

16.9 

2.9 

9.7 

Lead. 

82 

10.2 

0.17 

13 

Bismuth. 

83 

8.9 

0.016 

9.2 

Thorium*. 

90 

16 

6 

10 

Uranium*. 

92 

10 

2 

8.2 


Thorium and uranium might be used as reflectors. There would be the possibility of forming 
secondary fuels in the process. 
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control rods may be cooled so that lower temperature materials may be 
used. 

Refractories for Reflectors. The layer of material immediately surround¬ 
ing the reactor is of great importance in preventing the escape of neutrons, 
for it is evident that the excessive escape of neutrons would reduce the 
efficiency of the reactor. Reflector materials should possess a large scat¬ 
tering cross section. Table 125 lists some of the elements possessing large 


Table 126. Some Higii-melting-point Compounds of Large ScATTEFtiNG 
Cross-section Elements 
Tor Thermal Neutrons 


Material 

Formula 

Melting point, °C 

Ih'ryllium o\ido. 

BcO 

2520 

Iha'vllium earhide. 

Be,C 

2100 decomiioses 

Poi viliurn nitride. 

Be3N2 

2200 

Carbon. 

C 

3500 

Maf?nesium oxidii. 

MgO 

2800 

Magnesium sulfide;. 

MgS 

2000 

Calcium oxide. 

CaO 

2570 

Iron. 

P^e 


Iron oxide. 

FcgOg 

1550 

Nickel. 



Nickel oxide. 

Ni 

1060 

Zinc oxide. 

ZnO 

1980 

(Jallium oxide. 

Ga203 

1740 

Strontium oxide. 

SrO 

2430 

Strontium sulfide. 

SrS 

2000 

Zirconium. 

Zr 

1900 

Zirconium oxide. 

ZrO. 

2720 

Zirconium carbide. 

ZrC 

2750 

Zirconium nitride. 

ZrN 

2982 

Columbium. 

Cb 

1955 

Columbium oxide. 

Cb.Ofi 

1520 

Columbium carbide. 

CbC 

3770 

Columbium nitride. 

CbN 

2050 decomposes 

Ruthenium. 

Ru 

2450 

Tin oxide. 

Sn02 

1900 

Barium oxide. 

BaO 

1920 

Thorium. 

Th 

1845 

Thorium oxide. 

ThOa 

3050 

Thorium carbide. 

ThCj 

2773 

Thorium sulfide. 

ThS 

1925 

Uranium carbide. 

UC2 

2260 


U2C3 

2400 

Uranium nitride. 

UN 


Uranium sulfide. 

US 
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scattering cross sections, while Table 126 lists some of the elements possess¬ 
ing large scattering cross sections and compounds thereof that have high 
melting points. 

Refractories for Moderators. A moderator must be made of a material 
having light nuclei and a low-absorption cross section. Table 127 is a 


Table 127. Comparison op Ircht Elements as Moderators'^) 
Th(‘ Valuers Given Are for ThtTinal EiRT^ies 


El(‘inent 

A 

eVoss 

ScatttM'ing 

AV. 

‘section, cm 

Capture 

NtTc 

§ 

Slowing- 

(lown 

povv(‘r 

Moderating 

ratio 

0 -,. 

H 

1 

0.85 

0.013 

1 

0.85 

65 

D 

2 

0.10 

0.0000015 

0.72 

0.072 

47,500 

He 

4 

0.029 

0 

0.425 

0.0123 

CO 

Li 

7 

0.092 

2.9 

0.26 

0.024 

0.0083 

Be 

9 

0.73 

0.0011 

0.2 

0.146 

133 

B 

11 

0.42 

97 

0.17 

0.071 

0.00073 

C 

12 

0.39 

0.00036 

0.15 

0.058 

162 

N 

14 

0.35 

0.061 

0.13 

0.045 

0.74 

0 

16 

0.18 

0.(X)0068 

0.12 

0.0215 

316 

F 

19 

0.14 

0.0023 

0.10 

0.014 

6.1 

Ne 

20 

0.067 


0.095 

0.0064 


Na 

23 

0.085 

0.012 

0.083 

0.0071 

0.59 

Mg 

24 

0.14 

0.016 

0.080 

I 0.0112 

0.70 

A1 

27 

0.080 

0.012 

0.070 

0.0056 

0.47 

Si 

28 

0.088 

0.013 

0.070 

0.0062 

0.42 

P 

31 

0.34 

0.01 

0.06 

0.0204 

2.04 

S 

32 

0.051 

0.018 

0.06 

0.00306 

0.17 

Cl 

35.5 

0.26 

0,87 

0.055 

0.0143 

0.0165 

A 

40 

0.040 

0.013 

0.050 

0.0020 

0.154 

K 

39 I 

0.019 

0.028 

0.050 

0.00095 

0.034 

Ca 

..0 j 

0.22 

0.01 

0.050 

0.0 li 

1.1 


Note: 

N = number of nuclei per Hq ern = number of atoruH per sq cm. 

§ = fractional energy loan of neutron per colliaion with a nucleus. 


Table 128. Some High-melting-point Compounds of High-moderating-ratio 

Elements 

For Thermal Neutrons 


Material 

P'ormula 

Melting point, °C 

Beryllium oxide. 

BeO 

2520 

Beryllium carbide. 

Be2C 

c 

2100 decomposes 
3500 

Carbon. 
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comparison of the light elements as moderators. Table 128 lists a few of 
the high-melting-point compounds of elements possessing light nuclei. 

6. Summary and Conclusions. The Atomic Energy Commission 
has recently stated 

... practic^al uses of atomic power will not be developed for at least ten years and 
it will be still another ten years before the influence of atomic energy is felt in 
the world. This does not mean that by September, 1949 electric power could 
not be actually developed by atomic energy. But what is definitely not near 
at hand are large-scale, commercial applications of power from atomic energ>\ 

Materials used in an atomic power plant must be able to stand high tem- 
I)eratures. These construction materials must have another sj)ecial j)roperty— 
they must not be too prone to consume neutrons. Pro])er coolants must be 
perfeetted. Methods must be perfected for removing radioactive by-products 
from the piles. Other problems are the development of quick-acting ^‘throttles'’ 
(control rods) and methods of shielding the workers against radiation. 

Still another problem is to have adequate stocks of uranium or plutonium to 
activate a sizable atomic power industry. The A.h].C. has undertaken research 
to try to “breed" new nuclear fuel in the very j)rocess of consuming the original 
fuel. A breeder is a nuclear chain reactor which over a period of time will actually 
create more fissionable material than is put into the rea(*tor as fuel to sustain the 
reaction. If this regeneration of nuclear fuels can fully replace the original materials 
then all of the natural uranium and the world’s supidy of thorium, which is more 
plentiful than uranium, constitute potential nuclear fuels. 

In summation, it may be said that the great interest in nuclear power is 
based on the following attractive features. 

1. The small weight of fuel for a given power release 

2. No need for gaseous oxygen, permitting use in the stratosphere 

3. Possibility of a large amount of power per unit weight 

The eventual use of large-scale nuclear power plants is dependent upon 
developments in many scientific fields. The future developments in refrac¬ 
tory research, development, and production will undoubtedly play an 
important role in this realization. 
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CHAPTER XXV 


REFRACTORIES FOR GAS-TURBINE AND JET-PROPULSION 

ENGINES 

1. Introduction. Since the previous edition of this book, great strides 
have been mad(^ in the development of gas-turbine and jet-propulsion 
devices for airplanes and guided missiles. During the Second World War 
the Germans were particularly active in this field, producing turbo-jet 
fighter planes of high performances and, later, liquid-rocket-propelled 
planes of high speed but very short flight times. They also produced the 
V-1 and the V-2 guided missiles, which would have been extremely destruc¬ 
tive to the Allies if the war had lasted longer. All these developments were 
based on sound fundamental researc^h cairied out in a large number of 
high-speed wind tunnels; and therefore, in this field they were ahead of 
other nations. At the same time, an interesting development of the turbo¬ 
jet engine was carried through in England by Colonel Whittle, which in 
many ways was superior to the contemporary German engines. During 
the latter part of the war and since that time, we have been very active in 
this country in fundamental research and applications of jet propulsion 
devices and have made great advances in increasing the performance of 
these engines. In fact, it is generally believed that no high-speed aircraft 
of the future will use the reciprocating engine. 

It is extremely difficult to say just how far refractories will enter into 
the future picture of this development. At present, very little refractory is 
used in any of these engines, but the desire for higher temperatures, less 
complicated cooling devices, and less use of strategic materials has developed 
a great interest in refractories, and much research is now being carried out 
in this particular field. The problem of satisfactorily adapting the refrac¬ 
tory is a most difficult one because of the high temperatures, high rate of 
temperature change, and high gas velocity; but as the amount of refractory 
used would be comparatively small, the cost per pound enters into the pic¬ 
ture only to a small degree, and this has stimulated research to extend out 
into fields of refractories that have not previously been explored. It is 
hoped in this section to give a very brief picture of the jet-propulsion engine 
and its operating conditions, together with the possibilities of improving 
its performance by the use of the proper refractory. 
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2, Types of Power Plants. Gas Turbines. The gas turbine to supply 
power for marine propulsion or locomotive use is quite similar to the well- 
known steam turbine except that the steam is replaced by combustion gases. 
In Fig. 372i4 is shown a diagram of such a turbine, a is a compressor that 
draws in air from the atmosphere and forces it into the combustion cham¬ 
ber 6, where it is mixed with atomized fuel and the mixture burned to pro¬ 
duce a temperature of 1200 to 1500°F (about 650 to 800°C) where it enters 
the turbine c. The power derived from the turbine is carried through the 
shaft d to drive the compressor, and useful power is taken from the shaft 
extension e. It should be realized that the a(‘tual power produced by the 
gas turbine is several times the amount of useful power output because of 
the large proportion of the turbine power taken by the compressor. In 
spite of this, the unit is relatively compact and light compared with a unit 
of similar power using either a diesel engiiK' or a steam genc^rator and tur¬ 
bine. With a compression ratio of 20, if such a figure can be attained in 
practice, a turbine without regeneration would have a maximum effi- 
ciency^^^^^ of 25 per cent at 1500°F (about 820°C) tui*bine entrance tempera¬ 
ture and 36 per cent at 3()00°F (about 1650°C). If regeneration is used with 
a (jompression ratio of 4, these efficiencies are in(^reased to 39 and 50 per 
cent, respectively. Thus, it is seen that refractories would be highly desir¬ 
able for a combustion chamber and turbine parts if they could be developed 
with high creep values, temperature shock resistance, and fatigue resist¬ 
ance. In general, the atmospheric conditions in the combustion chamber 
and turbines are oxidizing, but there would certainly be times when at least 
portions of the structure would have reducing gases in contact with them. 
A relatively long life, perhaps 10,000 hr, is desirable for the refractories in 
this application. 

Propeller-turbo-jet. For aircraft and guided-missile propulsion, several 
novel power plants are now in use. The most conventional is the so-called 
propeller-turbo-engine as shown in Fig. 372B. Th(^ propeller a is driven by 
the gas turbine 6, which is also connected to the axial compressor c in the 
same way as in the previous example. Because of the high velocity of the 
airplane, air is forced into the diffuser d, built up to higher pressures by the 
compressor, and forced into the combustion chamber e, where fuel is added 
and burned. From here it goes through the nozzle blades / into the tur¬ 
bine and then out through the tail pipe g. Thrust is provided both by the 
power supplied to the propeller and by the inertia of the gases leaving the 
tail pipe. In this case, with a combustion ratio of 4, efficiencies^^®^ of 
24 per cent are possible with 1500°F (about 820°C) turbine-entrance tem¬ 
perature and 30 per cent at 3000°F (about 1650°C), again showing the value 
of high-temperature materials. 
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Turbo-jet. The turbo-jet engine shown in C of Fig. 372 is the same as 
the previous example except that the propeller is omitted and the thrust 
comes entirely from the velocity of the gases passing out of the tail pipe. 
The effective power P delivered by such an engine is given by the follow¬ 
ing 

W 

P = — (Fi - F2)F2 

g 

where W = the weight of gas, Ib/sec, from tail pipe 
g == the acceleration of gravity 
Fi = the discharge velocity of the gas, ft/sec 
F 2 = the velocity of the aircraft, ft/sec 
The propulsive efficiency rj is given by 

^ output ^ (W/g) (Fi ~ V,)V 2 
” input iWjg) {Vi - Fi) 

The maximum output occurs when Fi = 2 F 2 , and here rj = has a theoreti¬ 
cal efficiency of 66.7 per cent. 

This type of engine is relatively efficient compared with t hc^ reciprocat¬ 
ing engine only at the higher speeds but has greater simplicity, low weight 
per horsepower, and, most important for high speeds, a small frontal aiea 
per horsepower. At speeds of 400 to 600 mph, the fuel consumption is now 
somewhat greater than for an equivalent reciprocating engine. The 
temperature now reached in production engines is somewhat as shown in 
Table 129. 


Table 129. XEMrERATURE in Turbo-jet Engines 


Part 

T(*mp(Tature 

o-p 


('oin bust ion chamber wall (metal). 

400-1200 

200-050 

Gas exit- from combustion chamber. 

1500-2000 

820'-! 100 

Turbine nozzle blades. 

1000-1800 

540-980 

Turbine buckets. 

1000-1500 

540-820 

Tail pipe. 

500-1000 

260-540 

Tail pipe gas temperature. 

800-1500 

430-820 


In contradiction to other engines, this type does not show increased effi- 
ciencies^^®^ with temperature above those generally used; e.g., at 1500°r 
(about 820°C) it is only 12 per cent. However, it should be remembered 
that with this engine as well as the other types, higher temperature means 
increased thrust horsepower, so that even in this case higher temperatures 
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would be desirable for short periods of high output, even at the expense of 
greater fuel consumption. 

Ram-jet. A quite different type of engine is the ram-jet shown in D of 
Fig. 372. This engine is of the most simple construction, as there are no 
moving parts and the structure is light. However, its efficiency is high 
only at supersonic speeds, and it has the disadvantage of not being self- 
stailing, as it must be propelled up to a speed of somewhere around 400 
mph before it will begin to deliver effecrtive thrust. Air enters the diffuser a 
at the velocity of the engine and is compn^ssed to a higher pressure at 5, 
where fuel is injected and burned. A grid at c stabilizes the flame, and the 
hot gases are then forced out through the tail pipe d at a veiy high velocity, 
thus producing the effective thrust. With an exhaust temperature of 
1500®F (about 820®C) an efficiencyof 29 per cent is reached at 2,000 mph, 
while at 3000°F (about 1 G5(FC') t he effi(*ien(‘ 3 ^ l eaches 40 per cent at some¬ 
what over 3,000 mph. The pressure in the combustion chamber would run 
to 500 psi at 1,800 mph. The temperatures in the combustion chamber 
may run to 3000°F (about 1650°C), and the exit velocity from the tail pipe 
up to twice the air speed. In the latter part of 1947, it was announced that 
two models of ram-j(‘t-driven missil(‘s had exceeded 1,400 mph, or twice 
the speed of sound. 

Pulse-jet. The pulse-jet as shown in Fig. 372/? is similar to the preced¬ 
ing example except that a valve e peiinits the pressure in the combustion 
chamber to build up at each explosive cycle and for(*e the hot gases through 
the tail pipe d. The pressure then drops in the combustion chamber below 
the dynamic pressure in the diffuser, which opens the valve c, fills the com¬ 
bustion chamber with fresh air, and the cycle is then repeated. This engine 
was used by the Germans on their V-1 guided missile at speeds of 400 to 
500 mph. The efficiency at these speeds is not very high, but this is not 
important for short flights, and the simplicity of producing such a device 
compared with a reciprocating engine of the same power makes its use for 
expendable missiles quite advantageous. The atmosphere in the combus¬ 
tion chamber of both the ram-jet and the pulse-jet- are close to neutral, but 
this does not mean that oxidation or reducing conditions are not occasion¬ 
ally obtained at various points of the structure. 

Liquid-fuel Rocket. A brief history of the liquid-fuel rocket is given by 
Wyld.^i^^^ A motor of this type is shown in Fig. 372F. Unlike the previous 
engines, no air is required for combustion, so that the motor is adapted for 
flights at extremely high altitudes in the stratosphere. The fuel a and the 
oxidant h are carried in separate tanks. When the rocket is started, pres¬ 
sure from the helium reservoir c passes through the reducing and control 
valve d to force the fuel into the combustion chamber e, where it is immedi¬ 
ately burned, and the exhaust gases pass out through the nozzle/. A rocket 
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motor is very light and may deliver as much as 100 thrust horsepower per 
pound of weight. The German V-2 rocket used liquid fuel and had the 
following characteristics: 

Table 130. CiiAiiArTERisTirs of the German V-2 Rocket 

Weight at start.20,000 lb 

Maximum thrust.60,000 lb 

Combustion (*luimb(u* pr(‘ssure.225 psi 

Flame temperature.5000°F (about 2760°(^') 

Nozzle velocity.8,000 ft per sec 

Tinu' of combustion.200 sec 

A number of airplanes such as the German Me“163B and the Bell XS-1 
have becm flown with licpiid-fuel-rocket engines. For control purposes 
several combustion chambers are used, as it is difficult to throitle down a 
single nozzle. The total time of combustion seldom exccicds 3 min. The 
extremely high temperatures produced in the combustion chamber and noz¬ 
zles have made cooling of the walls necessary, which is generally done by 
recirculating some of the fuel around the wall before it enters the combus¬ 
tion chamber. Also fuel is sometimes injected through the wall itself to 
provide a film on the inner side, which gives evaporation cooling. Refrac¬ 
tories have also been used in the nozzle section, but little information is 
available concerning them. Combustion conditions are usually reducing, 
and chamber prcssuix'.s now do not exceed 300 psi, but higher pressure 
should be expected in the future. A few of tlie fuels suggested for use in 
rockets of this type are listed in Table 131.^^"’^'’^ 


Table 131. Properties of Some Fuel Combinations 


Fuel 

Oxidant 

Calculated 

combustion 

tenipi'rature 

Exhaust velocity 
at sea level 
ft per sec 



OF 


Nitromethane (monopropellant). 


3050 

2180 

6,150 

Aniline. 

Red fuming j 
nitric acid 

5070 

2800 

6,200 

Methyl al(?ohol. 

Hydrogen per¬ 
oxide (76 per 
cent) 

4160 

2290 

6,300 

Liquid hydrogen. 

Liquid oxygen 

4390 

2420 

10,150 

Ethyl alcohol. 

Liquid oxygen 

5260 

2910 

6,870 


Solid-fuel Rockets. The solid-fuel rocket is well known and is shown in 
G of Fig. 372. Here the fuel a burns in a metal combustion chamber and 
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passes at a high velocity through the nozzle b. Combustion chamber liners 
and nozzles of refractory would be valuable here, and much research is 
now being carried out on this development. The temperatures, pressures, 
and velocities are high but of short duration. These rockets are used as 
missiles such as the “bazooka^^ for antitank weapons and the ^^Jato” for 
assisting airplane take-offs. Chamber pressures of 500 to 4,000 psi are 
encountered with exit velocities up to 6,000 ft per sec. The duration, how¬ 
ever, is seldom over 15 sec. 

3. Combustion Chambers. Turho-jets. In this engine the tempera¬ 
ture in the combustion chamber is not particularly high, perhaps 2000°P^ 
(about 1090°C) at the most, and the pressure seldom exceeds 100 psi. 
However, the heat shock is severe in periods when the engine is started and 
stopped, and there is some erosion, which tends to carry any loosened parti¬ 
cles into the turbine. In the conventional type of combustion chamber 


Com bus fion air 



Fuel supply 

Fig. 373. Turbo-jet combustion cliamber. 


made of metal, as shown in Fig. 373, the cooling takes place by the sur¬ 
rounding air and infiltration of this air through holes in the walls of the 
combustion chamber. Up to the present time, the work on refractories has 
been mainly to attempt to produce a replica of the metal in a refractory 
material by the usual ceramic methods, but it would seem evident that a 
complete redesign to take advantage of the refractories will be necessary 
before a satisfactory solution is arrived at. Coatings have also been tried 
as a means to reduce scaling and to reduce heat flow through the combus¬ 
tion tube walls. 

Ram-jets, As far as it is known, no refractory linings have been used 
in ram-jets, but a lining to permit higher flame temperatures would cer¬ 
tainly be an advantage. Since the pressures may run up to 500 psi, the 
refractory would have to be rigidly supported, as breathing of the wall 
tends to crack the lining. The heat-shock resistance of the lining must also 
be good because the temperature builds up very rapidly at the start and 
would also drop rapidly immediately after the fuel is shut off. Coatings 
on the inside of the combustion chamber, however, have been tried. 

There would be some advantage in producing a flame holder from refrac¬ 
tory materials if it could be constructed to stand the heat shock and erosion 
of the rapidly moving gases. 
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Rockets, The heat release in the rocket is tremendous, amounting to as 
much as 20 million Btu per cu ft per min. At present it is necessary to 
cool the rocket walls by using the fuel regeneratively, and this works out 
satisfactorily only in the larger rockets because the amount of fuel is insuffi¬ 
cient in the smaller sizes. A good refractory liner, even though thin, 
would materially reduce the amount of heat transferred to the fuel and 
might eliminate cooling entirely. However it would not, as some believe, 
appreciably increase the thermal efficiency, for only a very small proportion 
of the total heat passes through the most highly conducting wall. Here 
again the refractory would have to be well supported if pressures up to 300 
psi were encountered, together with the severe temperature shock. Con¬ 
struction of the chamber lining would be a single cylinder in the smaller 
sizes as shown in Fig. 374A, or it might be made up in the larger sizes with 





Fig. 374. Cross sections of refractory combustion-(;hamber liners. 


a series of interlocking staves as shown in Fig. 374B with a rigid metal casing. 
These staves will permit a certain flexibility of the structure and give better 
heat-shock resistance. Another suggested method is a thin plastic refrac¬ 
tory lining supported by pins welded to the inside of the combustion cham¬ 
ber much as the Bailey stud wall is used in steam boiler furnaces, as in 
Fig. 374C. This construction would seem to have considerable promise if its 
resistance to erosion could be made sufficiently great. Still another sug¬ 
gested method is to use a coating on the inside of the combustion chamber 
of a high-temperature enamel or refractory paint. Such an enamel as 
developed by the Bureau of Standardshas proved quite interesting in 
tests, as it reduces corrosion and permits less heat flow into the metal. 
More recent work at the University of Illinois has produced some interesting 
coatings for metal and graphite. 

4. Nozzles. Liquid Rockets. In this type of rocket, the nozzle is 
almost always cooled by regenerative circulation of the fuel, and then the 
heat flow through the wall amounts to as much as 23^ to 4 Btu per sq in. per 
sec. The use of regenerative cooling at the higher temperatures means a 
considerable pumping loss; and as stated before, in the smaller units there 
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is not enough fuel to give a satisfactory amount of cooling. This regenera¬ 
tive cooling lias been supplemented by film cooling, where a small amount 
of fuel passes through the wall in small holes and flows over the inner sur¬ 
face and by so-called sweat cooling where the fuel permeates the wall and 
cools by evaporation on the inner surface. An adequate refractory for the 
nozzle section would certainly lessen the necessity for cooling at higher 
temperatures, but it must be extremely resistant to erosion and heat shock. 
It would seem ne(*.essa?*y, also, to have the inside of the nozzle smooth to 
reduce mechanical losses. 

Solid-fuel Rocket In this case, conditions at the nozzle are quite similar 
to that of the liquid-fuel rocket, but the duration is generally less; and as 
regenerative cooling is impossible, refractories are more generally used. 
The material must have high-temperature shock resistance and be able to 
withstand erosion under the very high velocity. While loosening of the 
particles from the refractory is not so serious in t he rocket as in the turbo-jet 
where serious trouble may result in the turbine, it is found that when 
erosion loosens small pieces, they act as sand in a sandblast and wear out 
portions to the rear. Some of the material suggested for nozzles are 
Graphite with silicon carbide coating 
Silicon carbide 

Graphite and silicon carbide mixture 
Fused alumina and silicon carbide 
Graphite and metal mixtures 
Plaster of Paris and graphite mixtures 
High-temperature porcelains 

6. Guide Vanes and Reactors. A rocket, such as the V-2, is guidenl 
by small vanes extending into the stream of gases from the nozzle. These 
vanes must withstand temperatures up to 5000°r (about 2750°C), but 
only for short periods. Dense graphite has been used for this purpose 
quite satisfactorily. 

6. Turbine Buckets. Many attempts have been made to replace the 
metal buckets in the turbine with refractory materials. The earliest work 
was carried out by the Germans during the Second World War, perhaps 
not so much at that time to find materials superior to the metals, but to find 
materials as substitutes for the high-temperature alloys, which were very 
scarce in that country. A great deal of effort in this country was directed 
toward the production of metals of very high creep resistance, and a really 
amazing improvement was reached in creep strength for alloys containing 
Co, W, and Mo. However, these metals are not plentiful, and it would be 
difficult to find sufficient quantities in an emergency. 

It might be interesting to try to make a comparison between metals and 
ceramic materials at the temperature of the gas turbine. Although we have 
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excellent creep data on the high-teraperature alloys, the data on refractories 
are very meager indeed, and a great deal of work needs to be done in this 
field. However, in Fig. 375 are shown comparative creep values for sev¬ 
eral metals and refractories, indicating at least a possibility of producing 
high-creep-strength ceramic materials 
for the higher temperature ranges. 

It should be remembered that the 
density of the ceramic materials is 
roughly one-half that of metals, and 
therefore the stresses reached in the 
turbine blades will be that much less, 
giving the ceramic materials some ad¬ 
vantage. In Fig. 376 is shown the hot 
breaking strength of some oxides and 
a high-temperature allo}^ While the 
high breaking strength does not have 
so much signifi(;ance as the creep 
values, it does indicate a possibility 
of producing strength in oxides greater 
than those in alloys, and at any ra1(' 
we must realize that the oxidation of 
our best alloys is so great above 1800°F 
(about that they would be 

useless except for very short periods 
of heating. 

Some of the more promising refrac¬ 
tories for buckets have been discussed 
in Chap. XII, such as glass-free por¬ 
celains developed by the Bureau of 
Standards from a beryllium oxide or 
zirconia base. In Germany, some re¬ 
search was carried out on fused quartz 
buckets, but they did not seem to 
have enough advantage in tempera¬ 
ture limit over metals to make them 
particularly interesting. Also metal- 
bonded oxides and metal-bonded 
carbides have been suggested and 
tested with the idea of increasing the temperature-shock resistance, but 
little is known of their creep values. One German turbine had the 
buckets mounted on the inside of a rotating shell so that they would 
always be in compression. 
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Also, some work has been done on the coating of metal buckets with a 
refractory enamel, mainly to reduce the oxidation/^^’^^’^®^ This step would 
certainly not appreciably raise the creep limit; however, for low-stressed 
parts and short time intervals, it would seem as if these coatings would 
permit replacement of alloys with carbon steel. 

As most of the turbine buckets made from refractory materials must b(' 
very carefully dimensioned, it has been necessary in most cases to siz(^ thcmi 



Fig. 376. Comparative hot tensile strongth.s for metals and ceramics. 

with diamond wheels after firing, but this is a very costly operation. Then 
it would seem difficult to produce as thin a trailing edge on the bucket of 
a refractory as it is possible to obtain with metal, and therefore the over-all 
efficiency of the turbine is somewhat decreased when using the refractory. 
Also, it should be remembered that the refractory bucket at room tempera¬ 
ture is brittle and handling difficulties will be experienced. 

Another serious problem is the fastening of the ceramic bucket into the 
rotor. One methodtried in Germany was to ram iron powder between 
the blade and the socket and then sinter it. Another method consisted in 
silvering the base of the blade and then heavily plating with copper, so 
that on clamping a yielding layer would distribute the stresses. 
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In regard to the future, it will certainly be necessary to carry on more 
fundamental work on glass-free oxide bodies with a minimum of impurity. 
These will have to be tested for creep rate, fatigue, impact, and heat-shock 
resistance. Also, the carbides, borides, and nitrides are quite promising, 
and work on these should be carried out simultaneously. Basic research 
should be stressed for the next few years to form a sound foundation on 
which to build future specnfic research. 

7. Turbine Nozzle Blades. These blades have to encounter the same 
conditions as the turbine buckets, but the stress('s are much lower and mate¬ 
rials having higher caeep rates could be used. On the other hand, if a 
material is satisfactorily developed for a turbine bucket, it would also be 
satisfactory for the nozzle blade. 

8. Turbine Rotors. The turbine rotor has been experimentally pro- 
duc(‘d in refractory materials, but the problems of attaching blades have 
not been entirely solved. At any rate, there is not such a great advantage 
in using refractories for this part, as the metal rotor can be cooled without 
too great a loss in the turbine efficiency. 

9. Insulation. Portions of th(‘ j('t engines must be insulated to prevent 
the interior of the aii'plane from becoming too hot. The long tail pipes in 
some of the jet fighters run down the fuselage and present considerable area. 
'J'he insulation should be light, efficient, and stable under temperatures up 
to 1800°F (about 98()°(') and severe mechanical vibration. Probably no 
thermal insulation is now available that exactly fits these specifi(^ations. 

10. External Portions of the Rocket. When a rocket, after a high- 
altitude flight, returns to the earth^s atmosphere at a speed of several thou¬ 
sand miles per hour, the surfac^e of the war head and projecting vanes will 
heat by friedion to 1200°F (about 650°C) or higher. To limit the rate of 
penetration of this heat to the explosive charge, an insulating coating on the 
metal would be very desirable. 

11. Summary. It is still not clear how useful refractories will become 
in future jet-propulsion devices. However, the possibilities of increased 
performance by the use of refractories is so great that we should bend all 
efforts to develop them for this purpose. To this end a far larger propor¬ 
tion of research than at present should be directed toward fundamental 
studies such as the mechanism of sintering, long-time (jreep tests, high- 
temperature fatigue tests, and damping tests, as well as resistance to gas 
attack and thermal shock. Then again, we should not forget the fact that 
the materials going into the high-temperature alloys are rather limited, 
which may well mean that large-quantity production of engines using them 
will be impossible in a future emergency. The development of good coat¬ 
ings may permit the substitution of carbon steel for the high-priced alloys 
where the stresses are not high, as in tail pipes, but only high-grade refrac- 
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tories have the possibility of replacing the alloys where the stresses are 
considerable. 
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CHAPTER XXVI 


USE OF REFRACTORIES IN MISCELLANEOUS 
INDUSTRIES 

1 . Kilns. Periodic Kilns, The periodic kiln is used in the ceramic 
industry mainly for the firing of refractories and heavy clay products, 
with the use of coal as the principal fuel, although natural gas and oil are 
also used. A typical example of a round downdraft kiln of this type is 
shown in Fig. 134 of Chap. IX. The maximum temperatures obtained 
in these kilns run from 1800°F (about 980^^0) for some building brick to 
2800°!' (about 154()°C) for silica brick. 

The refractories used in the kiln are always fireclay brick, using low¬ 
er intermediate-duty brick for heavy-clay-products kilns and high-heat- 
duty or super-duty brick for the higher temperature kilns. Because of 
the fact that the kilns are heated and cooled fairly rapidly, silica brick 
would not be satisfactory. 

Recently, a number of periodic kilns have been constructed with a 
lining of insulating firebrick. They have shown distinct advantages over 
those lined with heavy types of brick. Kilns of this type have been 
used for firing common brick and also for firing glass-tank blocks with 
temperatures of 2600 to 2700'’F (1430 to 1480*^0). The main advantage 
in using the insulating firebrick is the great reduction in the heat stored 
in the walls and crown of the kiln. In many cases, this heat storage has 
been cut down to 25 per cent of the value for heavy bricks. This means, 
of course, a substantial saving in the fuel required for heating the kiln, 
a quicker turnover so that a kiln can produce more ware, and, perhaps as 
important, a more even temperature distribution over the kiln itself. 

The refractories in periodic kilns generally have a comparatively long 
life, many kilns in operation having had only minor repairs in the last 
15 or 20 years. The main source of trouble is spalling of the crown brick 
over the fireboxes, shrinking and softening of the bag walls, and slagging 
from the coal ash around the furnaces. With the use of forced draft and 
forced cooling of the kilns, the spalling tendencies are increased but, even 
under these conditions, are not particularly severe. The use of insulating 
firebrick has not been studied for a sufficiently long period to give accurate 
information on the life; but from indications that we already have, it 
would seem that the life would compare favorably with the heavy brick. 

667 
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The use of outer insulation on periodic kilns is increasing, especially 
on the crown. Although it is difficult to give any exact figures on fuel 
saving, the insulation does show a definite increase in economy and also 
enables a more uniform temperature to be maintained in the kiln. Of 
course, it may be necessary, when insulation is used on a high-temperature 
kiln, to employ a better grade of refractory to withstand the load at the 
higher mean temperature reached by the lining. 

Continvous Kilns, The tunnel kiln has been described in Chap. IX. 
In general, the recpiirement for this type of kiln is a refractory lining that 
will give long, uninterrupted service at the recpiired temperature level. 
There is little or no tendency to spall because the temperature at any on(' 
place is constant. Usiually the wall bricks must ha\’e good strength and 
abrasion r(\sistance in case ware rubs against them during an accident. 
Therefore, in the modern kiln construction, low-heat-duty fireclay brick 
is used in the heating and cooling zones and interin(‘diate- or high-heat- 
duty brick in the hot zones, although for some types of kiln running at 
high temperatures, super-duty fireclay or kaolin l)ricks are found useful. 

The tunnel kiln, of course, must be very thoroughly insulated through¬ 
out its length; otherwise, a large amount of heat would be lost- from th(^ 
great amount of surface exposed. This is accomplished with insulating 
bri(5k or blocks on the sides and a loose insulation on the top. 

Some tunnel kilns have been constructed with a lining of insulating 
firebrick; but in this case, a low heat storage is not so important as with 
the periodic kiln and therefore the insulating firebrick does not have so 
great an advantage. However, from one point of view, this type of con¬ 
struction shows real economy, ?.c., in the kiln that must make a change^ 
in temperature to accommodate various types of ware fired. It is found 
that with the kiln lined with the insulating firebrick, a change in schedule 
can be made in a few hours with a minimum loss in ware during the turn¬ 
over whereas with a heavy brick kiln, this change of schedule may take 
a day or more and the loss in unproductive firing is much greater. Also, 
the lighter weight construction can use lighter steelwork and foundations. 

Some tunnel kilns are indirect fired and have a muffle lining. This 
muffle should, of course, have a high thermal conductivity, good hot 
strength, and stability over long periods of time. Such muffles are 
usually made of clay-bonded silicon carbide or clay-bonded fused alumina. 
There are, however, certain temperature ranges in which the silicon 
carbide tends to oxidize, and care should be taken to follow the recom¬ 
mendations of the manufacturer of the refractory in its use. 

Perhaps the portions of the kiln giving the most trouble are the car 
bottoms, because they are alternately heated and cooled each time that 
they pass through the kiln and, for this reason, suffer from thermal shock. 
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There also is the difficulty that setting sand used in kilns firing refractories 
or heavy clay products will fall into the cracks between the car blocks 
when they are cool; then as the car heats, the blocks are forced apart 
and there is a gradual growth in the size of the car top until it eventually 
rubs on the kiln. For this reason, car bottoms are usually made of large 
shapes, and some manufacturers blow out the sand from the bottom of 
the car with compressed air each time that it comes out of the kiln. Con* 
siderable success has been had lately with car tops made of a lightweight 
castable mix, which can be put on the car very cheaply by unskilled labor, 
a const ruction that seems to give good life in many installations. 

Kiln Furniture. In the last few years, a great deal of study has been 
made of the question of saggers, not only to increase their average life but 
also to reduce their wall thickness and weight for a higher efficiency. 
Many potteries are now purchasing saggc'rs from refracd-ory manufac¬ 
turers rather than attempting to make their own. The old method of 
putting green saggers on top of the bungs filled \\ith ware for the first 
firing has been largely superseded by prefiring the saggers at a somewhat 
higher temperature than would be used, with a consequent increase in 
strength. Although thirty years ago the average life of the sagger was 
only 15 burns in a kiln, a life of twice that is now obtained, and instances 
of even greater life are often found. The recently developed loose-bottom 
sagger does much to reduce the heating and cooling stresses. 

In manufacturing the sagger, care is taken in sizing the grog to a 
definite screen analysis and a more uniform structure is obtained in forming, 
often by the casting method. Although most of the saggers are still made 
of fireclay, special talc bodies have been tried as well as bodies containing 
alumina and silicon carbide. For glost work, the question of dusting is a 
very important one and must be considered along with the other char¬ 
acteristics of the body used. 

The open setting of ware has been making great strides in almost all 
types of whiteware firing. Electrical porcelains, sanitary ware, and semi- 
vitreous table ware are now fired in open settings with a considerable 
increase in kiln capacity and a lower fuel cost per unit ware. The open¬ 
setting method consists in supporting a series of slabs on corner posts until 
the car is built up to the required height, as shown in Fig. 314, Chap. XIX. 
Attempts are made, of course, to keep the thickness of the slab to a minimum 
and give the whole structure the greatest possible life. The furniture is 
usually made of clay-bonded silicon carbide, although clay-bonded fused 
alumina and zircon refractories have been used. Many ingenious methods 
have been developed for supporting the slabs to minimize expansion stresses 
and still give a stable structure. There is still some difficulty vdth the 
slabs made of silicon carbide, in that they tend to increase in size, or grow, 
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owing to gradual oxidation, each time that they go through the kiln. 
However, some of the more modem types of refractory have minimized 
this difficulty by surface coatings or other means to protect the silicon 
carbide from the air. 

2. Glass Refractories. General Types of Melting Furnace. Glass is 
melted in a number of types of furnace, one of them being the pot furnace 
where the glass is melted in open or closed pots, similar to a crucible, with 
the heat applied to the outside. This type of melting would be used for 
small batches of glass or glass necessitating very careful control, such as 
colored or optical glass. For larger production, small reverberatory 
furnaces called ^^day tanks’^ are used, where the glass is melted in a hearth 
usually by producer gas using regenerators. The batch is melted down and 
worked out usually in a 24-hr period, a new batch put in, and the process 
continued. For larger quantities of glass, the continuous tank is universally 
used, where raw materials are fed in at a steady rate at one end and the 
glass drawn off continuously at the other end. These continuous tanks 
may be classified as bottle tanks for making containers and sheet-glass 
tanks for making window and plate glass by the continuous process. 

Recently platinum crucibles of considerable size have been used for 
melting optical glass. Here there is no solution of refractory in the glass, 
and consequently a more transparent and homogeneous product results. 
It is understood that a small tank has been made from platinum by one of 
our large glass manufacturers. 

A Typical Tank for Bottle Glass, It will, perhaps, be best to take as an 
example of a continuous tank for making bottle glass the furnace shown 
in Fig. 377. This furnace consists of a melting chamber fired by producer 
gas preheated by a series of regenerators and a refining section connected 
to the melting section by a throat below the surface of the glass. This 
refining section receives no direct heat but is kept hot by conduction and 
radiation from the melting section. The temperature in the melting sec¬ 
tion is around 2600 to 2800°F (about 1430 to 1540®C); whereas in the 
refining section, it is reduced to perhaps 2300°F (about 1260°C). From the 
refining section, the glass is drawn out into forehearths that have separate 
burners to maintain a uniform temperature. 

The glass tank below the surface of the glass is composed of flux blocks 
that are generally a dense fireclay-grog-ganister mixture in comparatively 
large units in order to reduce the number of joints. A common size of 
these blocks would be 12 X 24 X 42 in., and they are usually ground 
accurately to size so that the joints are as thin as possible. No insulation 
is used around the bottom of the tank, as the higher mean temperature 
permits more rapid solution of the blocks in the glass and also tends to 
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(a) 



Fig. 377. (a) Plan view of producer-fired regeiiorative-type glass furnace. (6) Half section 

on center line of first port, producer-fired regenerative-type glass furnace. (Courtesy of 
Owena-lUinoia Glass Co.^ Toledo, Ohio, from **Manual of ASTM Standard on Refractory 
Materiala.*') 























Table 132. Classification of Refractories for Glass Furnace 
(From ‘‘Manual of ASTM Standards on Refractory Materials”! 
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Table 132. Classification of Refractories for Glass Furnace (Continued^ 
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float the blocks out of the bottom. In fact, air cooling is regularly used on 
the outside of the blocks. 

The upper side walls and roof of the glass tank are constructed of silica 
brick, which are often used for the ports. Kaolin forsterite and kyanite 
brick are finding increasing use in the upper parts of the tank. 

In Table 132 is shown a classification of refractories used in the 
bottle-glass furnace together with their operating conditions. It is rather 
difficult to give any figures on the life of refractories in the glass-tank 
operation because it is so dependent on the type of glass, melting conditions, 
etc. It is usual, however, to run a continuous glass tank for 6 months to 
two years before the blocks wear so thin that a shutdown is necessary. 
The usual soda-lime glass of window or bottle composition is not so active 
in attacking the blocks as the borosilicate glass or the opal glass. 

The tendency is to use more and more insulation in the upper parts of 
the modem glass tank. It is now standard practice to insulate the 
regenerator chambers and often the uptakes and side port walls as well. 
Quite a number of insulated crowns are in use at the present time, but this 
construction is still viewed with suspicion by many operators. 

Tank Blocks. The demands on the flux blocks in the glass tank are 
particularly exacting, as the blocks are in contact continuously with the 
molten glass ; and especially in portions where the movement of the glass is 
rapid, such as at the metal line and through the throat blocks, the attack 
is severe. Blocks for this service must have a low porosity, and particu¬ 
larly they must be free from flaws and laminations, which serve as an 
entering wedge for the glass erosion. Some believe that it is more impor¬ 
tant to have the pores all below a certain size than to have a minimum 
porosity, because apparently the surface tension of the glass will not permit 
it to enter pores below a critical size. Therefore, experience has shown 
that certain types of block, even with medium porosity, give good results 
if the pore size is very small. On the other hand, blocks with practically 
zero porosity made by casting the molten materials give good resistance 
to certain types of glass. 

The chemical composition of the block does not seem to be so important 
as the physical characteristics. However, blocks made of mullite or 
alumina appear in general to have a resistance superior to those made of 
fireclay mixtures. Certain types of refractory, e.g.y chromite, that would 
be quite resistant to the glass cannot, of course, be used because of the 
color imparted to the glass, but chromite can be added in small amounts 
to fused AI2O3 blocks. 

Glass Pots. The glass pot for melting glass is made of a carefully pre¬ 
pared fireclay-and-grog mixture with particular care to get a homogeneous 
structure. This is accomplished in modem practice by slip casting the 
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pot in one piece from a high-density slip carefully deflocculated to give 
sufficient fluidity for pouring. The pot must have sufficient mechanical 
strength and resistance not to creep at high temperatures so that the heavy 
load of glass will be supported without failure of the refractory. Here 
again it is difficult to give any definite figures on the life of the pot because 
it depends so much on the batch melted, the method of heating, and the 
type of fuel. However, pots often last for 10 to 20 melts before failure. 
In the manufacture of optical glass, the pot is used only once, because the 
batch and pot are cooled together and the pot is cracked away from the 
solidified glass. 



Fig. 378. A lime kiln. {Reprinted by permission from ''Cements, Limes and Plasters" by 
Eckel, John Wiley & Sons, Inc,) 


3. Refractories in the Cement and Lime Industry. Shaft Kilns for 
Lime Burning, All the lime was burned in shaft kilns in early days; and 
even now, the smaller plants use this type of kiln. As shown in Fig. 378, 
the kiln consists of a vertical shaft into which the raw material is fed at 
the top and the burned material pulled out at the bottom. Coal-fired 
grates supply the hot gases necessary for the burning operation. 

These kilns are lined with a dense fireclay brick to stand the abrasion 
of the moving charge; but recently, super-duty fireclay brick have been 
used successfully for high-temperature parts. Success has often been 
obtained by using silica brick around the eyes of the kiln. 

Rotary kilns are now used for burning lime in the larger plants and, 
in construction, are very similar to kilns for Portland cement manu¬ 
facture. The lining of these kilns is usually made of super-duty fireclay 
block or high-alumina block. For the hot zone, magnesite blocks have 
been successfully used with steel-sheet inserts between the individual 
blocks. 





Fig. 379. Rotary cement-kiln Uning. (From -Modern Refractory Practice,- courtesy of the Harbison-Walker Refractories Comimny.) 
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Kilns for the Manufacture of Portland Cement Clinker, Portland 
cement is made from a mixture of limestone and clay, cement rock, or 
slag, which will give approximately the following composition: 


HiO., 

P(‘r ( \ 

23 

1V2()3 

3 

Ah()3 
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CilO 

f)3 

MgO 

2 

SO 3 
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Two general processes are in use: In one, the raw materials are dried, 
ground, and hnl into the kiln as a powder. In the other, the materials 
are wet ground and fed into the kiln as a slurry. Most of the Portland 
cement manufacture in this countr}^ is carried out with the dry process; 
whereas in Europe^, the wet process is favored. As far as the refractories 
are concerned, th(Te is no great difference between the two methods. 

The rotary kiln lining, as shown in Fig. 379, is composed of special 
blocks usually of high-alumina material. In the hot end of the kiln, 
blocks are 9 in. thick; whereas in the cooler end, they are 6 in., and often 
insulation is used back of them in this portion. The temperature at the 
hot end of the kiln is rather high, reaching as much as 3()0()°F (about 
165()'^C), but there is little spalling. At the cool end of the kiln, the 
charge abrades the lining to some extent; and in the hot end, the clinker, 
which becomes soft, builds up a layer on the refractories and, under 
proper operating conditions, protects them from slag attack and abrasion; 
?'.c., the most satisfactory refractory is one that will best hold this layer 
of clinker. Recently, kiln linings of chemically bonded magnesite brick 
have proved very satisfactory, as might be expected from the basic 
character of the clinker. In Table 133 are given the common sizes of 
rotary kilns for cement manufacture. 

4. Gas Production. By-product Coke Ovens, In this type of oven, 
the coking is carried out in a narrow chamber 16 to 22 in. wide, 10 to 12 
ft high, and 30 to 36 ft long. The bituminous coal is fed in at the top 
until the chamber is full; then the coking takes place by heat applied to 
the outer walls of this chamber. After the coking has been finished, the 
charge is pushed out of the chamber laterally and at once quenched. The 
gases escaping during the coking period (12 to 30 hr) are collected in a 
large main and treated for removal of the by-products. A section of the 
Koppers type of by-product coke oven is shown in Fig. 380. It will be 
seen that the heating is regenerative, the gas usually being supplied by 
the coking process itself. 
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The walls of the coking chamber are comparatively thin to give low 
thermal resistance and therefore must have good mechanical strength. 
The refractory used is silica brick, the pores of which are more or less 
filled with coke after long operation. The bricks must, of course, be 
quite resistant to the abrasion of the entering and leaving charge, and 


Table 133. Usual Sizes of Rotary Kilns 
rFrom “Portland Cemont/^ by Meade) 


Inside diameter, 
ft. 

Length, 

ft. 

Capacity, 
i)bL per day 

6 

60 

200 

7 

100 

430 

8 

125 

625 

9 

150 

1,100 

9 

175 

1,430 

9 

200 

1,775 

10 

175 


10 

200 

1,775 

10 

250 


11 

250 



there is a very rapid temperature change when the coal is dropped into 
the red-hot oven chamber. Care must be taken not to allow the tempera¬ 
ture to drop to the critical temperature for silica brick. Sometimes fire¬ 
clay brick are used at the end of the ovens where spalling may occur. 
Table 134 gives a survey of the conditions of the refractory in this type 
of oven. 
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Fia. 380. By-product coke oven. {Courtesy of American Refractories Institute.) 
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Table 134. Classification of Refractories for By-product Coke 

Ovens 

(From “Manual of ASTM Standards for Refractory Materials^’) 


! 

Part 

(StH? Fig. 380) 

Material 

used 

Temperature* 

Slagging 

Load as 
given for 
Koppers 
ovens 
lb. per 
sq. in. 

Load 
conditions 
in Semet- 
Solvay 

ovens 

Abra¬ 

sion 

i 

Spall¬ 

ing 

Foundation mat 

Fireclay 

brick 

1830T. 

(lOOO^C.), max. 

No 

25 to 30 

Important 

[ No 

No 

Main flues . 

Silica brick 
and fireclay 
brick 

1000“F. (540®C.) 
extraordinary 
1300 to HOOT. 
(706 to 70O"C.) 

No 

16 to 20 

Important 

No 

No 

Lower bench walls.. , 

Corbels of checker 

Silica brick 

1830*^. 

(1000°C.), max. 

No 

18 to 20 

Important 

No 

No 

chambers. 

Silica brick 

1830 to 2650“F. 
(1000 to 1400°C.) 

No 

20 to 25 

Important 

No 

1 

No 

Checkers . 

Fireclay 
brick and 
silica brick 

1830 to 2730“F. 
(1000 to 1600*C.) 

No 

8 to 10 

No 

No 

No 

Curtain walls inside.. 

Silica brick 

1830 to 2550T. 
(1000 to 1400*0.) 

No 


No 

No 

No 

Curtain walls outside. 

Fireclay 

brick 

390 to 1830*F. 
(200 to 1000*0.) 

No 


No 

No 

No 

Upper division walls.. 

Silica brick 

1830 to 2660*F. 
(1000 to 1400*0.) 

No 

12 to 15 

Important 

No 

No 

Flue blocks . 

Silica brick 

2190 to 2730°F. 
(1200 to 1600*0.) 

No 


Important 

Impor¬ 

tant 

No 

Oven chamber floor... 

Fireclay 

brick 

1830 to 2190*F. 
(1000 to 1200*0.) 

No 1 

3 to 6 

No 

Impor¬ 

tant 

No 

Oven roof. 

Silica brick 

1830 to 2190*F. 
(1000 to 1200*0.) 

No 

6 to 10 

Important 

No 

No 

Oven roof ends. 

Fireclay 

brick 

1830 to 2190*F. 
(1000 to 1200*0.) 

No 

5 to 10 

Important 

No 

No 

Charging holes. 

Fireclay 

brick 

1470 to 2190*F. 
(800 to 1200*0.) 

No 


No 

Slight 

No 

Jamb blocks. 

Silica brick 
and fireclay 
brick 

1830 to 2730*F. 
(1000 to 1600*0.) 

No 

15 to 20 

No 

1 

Impor¬ 

tant 

Impor¬ 

tant 

Top mat. 

Fireclay 

brick 

1110 to 1830*F. 
(600 to 1000*0.) 

No 

' 

5 to 10 

No 

No 

No 


* The equivalent centigrade temperatures 9vea in parenthesis are to the nearest five degrees. 


Water-gas Generation, Gas produced in this manner takes place by 
the following process: A chamber filled with a bed of hot coal has air 
blown through it to increase its temperature and produce a gas of nitrogen, 
carbon dioxide, and carbon monoxide, which is burned in a second chamber 
called a “carburetor” partially filled with checker bricks, thus raising 
their temperature. Sometimes a second checkerwork is used as a pre¬ 
heater. The second part of the cycle consists in shutting off the air 
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blast and passing steam through the hot coal, which gives off hydrogen 
and carbon monoxide. This passes through the carburetor, where it is 
preheated and enriched by the gas produced by spraying oil on to the hot 
checkers. As soon as the checkerwork is cooled to a predetermined 
value, the cycle is repeated. In Fig. 381 is shown a cross section of a 
typical water-gas generator operating on this principle. The refractories 
used are fireclay, as the temperature is not particularly high, but con¬ 
siderable resistance to spalling is necessary in the carburetor. Also, since 



Fig. 381. C’arbiireted water-gas machine, Cvhampaign. {From C. W. Parmelee, A, E. R. 
Westman, ami W. H. Pfeiffer, University of Illinois, Engineering Experiment Station.) 

the conditions for the most part- are highly reducing, the bricks must be 
capable of withstanding the disintegrating effects of hydrogen and car¬ 
bon monoxide. 

6. Incinerators. Incinerators are used extensively for combustion of 
refuse and require refractories capable of standing sudden temperature 
changes, but they need never undergo very high temperatures. There¬ 
fore, a low-heat-duty brick with good spalling resistance is generally 
satisfactory. 

6. Domestic Heating. The increasing use of oil burners for domestic 
heating has made a really large field for refractories, even though the 
number of bricks in any one unit amounts to only a few dozen. The 
temperatures in this service are low, but the bricks must be quite resistant 
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to spalling due to the intermittent action of the burner. In many types 
of installation, standard-size brick are used; but in a few cases, special 
shapes are assembled to reduce the labor cost. 

The use of the insulating firebrick in this type of service has been 
increasing rapidly in the last few years because it permits a high tempera¬ 
ture to be built up on the surface of the refractory immediately after the 
burner has started, so that efficient combustion takes place during the 
whole operation with less production of soot and lower consumption of 
oil. As the burner is in operation only for short periods of time, the 
immediate attainment of efficient combustion is very important. It has 
also been found that the sound-absorbing qualities of the porous insulat¬ 
ing firebrick are very helpful in reducing the noise of the burner flame. 

7. Paper-mill Refractories. Sulfite Process. For sulfur- and pyrite- 
burning furnaces, high-heat-duty or super-duty fireclay brick are generally 
employed. 

Soda and Sulfate Processes. Refractories are reejuired here for smelters, 
rotary incinerators, rotary and shaft kilns, and sludge recovery kilns. 
The slagging action is very severe in the smelting and recovery furnaces, 
as the soda salts are active fluxes. For the lower parts of these furnaces, 
soapstone or chrome brick are used, and dense high-heat fireclay brick 
are oftem employed in the upper portions. Black-liquor furnaces are 
discussed in Chap. XXIII. 

8. Enameling. Cast Iron. Cast-iron enameling is generally carried 
out in recuperative-type muffle furnaces. The muffle, which is compara¬ 
tively thin, is made of high-conductivity material, either silicon carbide 
or bonded alumina. The furnaces are generally underfired, and the 
refractory requirements of the piers holding up the hearth are rather 
severe, as the brick are heated all the way through and must carry a 
heavy load. For this purpose, high-burned kaolin or mullite brick have 
been found very satisfactory. The walls of the furnace itself are generally 
made of high-heat-duty firebrick, and insulation is often used outside 
this. Since the doors of these furnaces must be quick acting, they are 
often lined with a lightweight castable mixture or with insulating fire¬ 
brick that are tied into the door casing. This not only permits a rapid 
operation of the door but makes conditions much more comfortable for 
the men working around the mouth of the furnace. 

Sheet-steel Enameling. In this type of furnace, a muffle constniction 
is used; but in many of the modern continuous furnaces, very little refrac¬ 
tory is required, as the heat is supplied by radiant metal tubes inside 
which the combustion takes place. The walls of the furnace outside these 
tubes can readily be constructed of insulating firebrick, since the require¬ 
ments in the way of temperature, load, and spalling are not at all severe. 
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Enamel Fritting. Enamel frit is made in rotary oil-fired furnaces or 
in small tanks. In the former case, the lining is made from circle blocks 
of fireclay material. It is desirable to have the blocks as free from iron 
specks as possible. In the tank, the conditions are about the same as 
for glass melting, and therefore dense flux blocks are generally used. 
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CHAPTER XXVII 


BRICKWORK CONSTRUCTION 

1. Foundations. The foundations for kilns or furnaces are usually 
made of reinforced concrete to carry the usual engineering loads. I'hese 
loads include not only the weight of the furnace itself and its charge but 
the thrust of the buckstay foot. As concrete loses considerable strength 
at temperatures above 4(){)°C (about. 75()°F), it will be found necessary 



to protect the foundation from overheating if it is expected to maintain 
its full strength. 

In some cases, the foundation is poured with a Ughtweight concrete 
containing a quartz-free aggregate. A mixture of crushed brickbats and 
high-alumina cement is generally preferred, a material that can be heated 
to elevated temperatures without cracking or entirely losing its strength, 
although it cannot be depended upon to support any concentrated loads. 
When reinforcing is used in foundations subjected to heat, the expansion 
characteristics of the high-temperature concrete and the reinforcing rods 
should be investigated to prevent a differential expansion from cracking 
the foundation. 

In certain types of furnace, the bottom is supported directly on the 
steelwork. For example, the open-hearth furnace, a section of which is 
shown in Fig. 382, has the bottom on a steel plate which is supported by 
a series of H beams, thereby providing ventilation as w’ell as a rigid 
support. The glass-tank bottom, as shown in Fig. 383, has the flux 
blocks supported directly on H beams, which permits the underside of 
the blocks to be air cooled. 


684 




BRICKWORK CONSTRUCTION 


685 


2. Floors and Hearths. Insulation, The floor or hearth of a furnace 
is usually insulated from the concrete foundation, both to conserve fuel 
and to prevent overheating of the foundation. The insulation is often 
accomplished by putting down a layer of hollow tile on top of the con¬ 
crete foundation. In other cases, discarded steel boiler tubes are set in 
the upper surface of the concrete foundation, a few inches apart, to allow 
ventilation. Another method uses a layer of cinders tamped over the 
concrete foundation, on top of which are laid several courses of firebrick. 
In the smaller furnaces, two or three courses of insulating brick may be 
laid on the concrete and then heavy brick placed on top of them. Many 
furnace designers do not appreciate the large amount of heat that may be 
lost through the foundations if the insulation is not well taken care of. 
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Fig. 383. C/Oiiatruction of the bottom of a glass tank. 


Shapes and Bonds, Most of the hearth structures are laid with 
standard-size brick, a common type of construction being shown in Fig. 
384. In some cases, however, larger blocks are used in the hearth to 
minimize the number of joints and to make larger units for reducing the 
tendency to float. In the case of the blast furnace, hearth blocks 
18 X 9 X 43 ^ in. are generally used. Sometimes these bottoms are 
keyed in to prevent floating. In the case of glass tanks, the bottom is 
made of large flux blocks often 24 by 48 in. across the face. Here again, 
the purpose is to minimize the joints and prevent the bottom from 
floating. 

Expansion Joints. It is just as important to have expansion joints in 
the hearth as in the alls, because failure to take care of this expansion 
will force out the base of the furnace and bend the buckstays or cause 
buckling of the bottom. The expansion joints may be put in the hearth, 
as shown in Fig. 384, although expansion joints directly under the walls 
are not considered good practice by some designers. The amount of 
expansion to be left is considered more fully under the section on walls. 

Monolithic Construction. Many types of furnace hearth are con¬ 
structed of a monolithic slab. The material may be magnesite grain as 
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in the open-hearth furnace, chrome plastic as in the bottom of a powdered 
coal-fired boiler, or beach sand as in a malleable-iron furnace. There are 
two general methods of putting in the monolithic material. The first is 
to place it in dry, perhaps with a little slag, and sinter it down in layers 
until a firm hearth is produced. The other method is to ram in the 
plastic mix while it is wet to a homogeneous structure, then dry it out, 
and fire it in place. Refractory concrete, made with either ordinary or 



Fig. 384. Method of conatruction sometimes used in heating furnace bottoms. {From 
''Modern Refractory Practice,'^ courtesy of the Harbison-Walker Refractories Company.) 


lightweight aggregate, is used to form monolithic hearths, particularly 
for car-bottom furnaces and tunnel-kiln cars. 

3. Walls. The walls of a furnace are primarily for the purpose of 
retaining the heat in the working chamber. To be sativsfactory, however, 
they must be stable under the severe operating conditions encountered. 
Experience has shown that certain limiting factors must be understood 
before satisfactory construction of walls can be accomplished. 

Thickness. The thickness of the wall depends a good deal on the 
conditions encountered. From the point of view of stability, the higher 
walls must be thicker, as shown in Table 136. On the other hand, if the 
wall is subjected to severe slag attack or spalling, extra thickness must 
be built into it to give it a reasonable amount of life. Table 136 gives 
the number of brick required for various thicknesses of wall, both solid 
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and composite, data that will be useful in brickwork estimating. Table 
137 gives the weight of various types of refractory for computing wall 
weights. 


Table 135. Safe Wall Heights for TJnanchored Walls 

Maximum H(‘ight* of Wall 
without Anchors but Arch 
Wall Thickness, In. Supported on Top of Wall, Ft. 


412 3 

9 7 

13H 12 

18 15 


* When wall does not support arch, the safe heiight is decreased 20 per cent. 


Bonds. There are four ways of laying a standard brick, as indicated in 
Fig. 385. Nine-inch walls of one material are usually laid with all headers 
or with alternate header and stretcher courses. The rowlock courses are 
used for changing the height of the course, for sills, and for some floors but 
are not often used in wall construction with refractories. The soldier 
courses are not particularly stable and would not be used where they are 
expected to carry any amount of load. In building the thicker types of 
wall, it is necessary to bond the different layers together into a strong unit. 


Tabi>e 136. Walls Made of One Kind of Brick 


Wall Thickness, In. 
2H 
4K 
9 

13 ^ 

18 

223^ 

27 

36 


Number of Straight 
Brick per Sq. Ft. 
3.6 
6.4 
12.8 

19.2 
25.6 
32.0 
38.4 

51.2 


Refractory Lining of a Composite Wall 

9, fifth course tie. 

9, fourth course tie..•.. 

43^, fourth course tie.. 

third course tie. 

4?^, alternate header and stretcher. 

Alternate 9" and 13>^" courses. 

Backing-up Insulation of a Compound Wall 

9, fifth course tie. 

9, fourth course tie. 

43^, fourth course tie. 

43^, third course tie. 

43^, alternate header and stretcher. 

Alternate 9" and 13H" courses. 


14 

14.4 
8 0 

8.5 

9.6 
16.0 

11.5 
11.2 

4.8 

4.26 

9.6 

16.0 
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Typical methods of bonding are shown in Fig. 386 for walls of different 
thickness. It should be noted that at the end of a wall, it is better to 
break the joint with a 6 ,?< 4 -in. brick, referred to as a large 9-in. straight, 
rather than with a soap, as this construction gives much greater stability. 


Tahlk 137. Weight 

OF Eefractortes 

Material 

Weight per Cubic Foot 

Fireclay brick. 

... 120-140 

Super-duty brick. 

... 130-150 

High-alurnina brick: 

50. 

... 125-135 

60. 

... 130^140 

70. 

... 140-150 

Fused AI 2 O 8 . 

... 153-196 

Kaolin brick... 

... 130-135 

Silica brick. 

... 100-110 

Magnesite brick: 

Burned. 

... 160-175 

Chemical bonded. 

... 180-185 

Chrome brick: 

Burned. 

... 180-190 

Chemical bonded. 

... 180-195 

Silicon carbide brick. 

... 136-158 

Forsterite brick. 

... 150-160 

Insulating firebrick: 

1600°F. 

... 19-30 

2000°F. 

... 28-40 

2300°F. 

... 30-45 

26(K)°F. 

... 39-55 

28{)0°F. 

.. . 40-60 

Insulating brick. 

... 20-35 

Lightweight, castable. 

.. . 55-80 (45-75 fired) 

Fireclay plastic. 

... 120-130 

Chrome plastic. 

... 175-200 

Mortar, high temperature. 

... 9(h-120 

Mortar, chrome. 

... 125 

1 cu. ft. of firebrick requires. 

.. . seyenteen 9-in. straights 

1 cu. ft. of red brick requires.... 

... 21 std. brick 


1,000 firebrick closely packed occupy 60 cu. ft. 


With composite walls, e.g., a combination of heavy brick and insulating 
firebrick, it is necessary to tie one layer into the other. The general rule is 
that the tie should be made of the stronger layer, as it is less apt to break off. 
A number of methods of tying composite walls are shown in Fig. 387. In 
many cases, the tie brick can be made with soaps rather than straights when 
using an insulating-firebrick lining, which reduces the heat conductivity 
of the whole. 

Many types of furnace construction are carried out with bricks larger 
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than the 9-in. size for more rapid laying of the brick or for more solid struc¬ 
tures. The 3-in. brick series is commonly used; and in some of the steel 
furnaces, still larger units are found useful. It should be noted that the 
dimensions of the standard brick are not ideal for the purpose of efficient 
laying. Strictly speaking, the thickness of the brick should be definitely 
related to the width and length, so tliat the brick could be tied into the 
structure no matter in what position it was used. For example, if we con¬ 
sider the length of the brick 9 in. and use a Ih® dimensions 

would be 9 X X Under these conditions, a rowlock course 

would ecpial two stretcher courses and one soldier course would corresi)ond 



exactly to three stretcher courses. It will be seen that the 3-in. brick 
closely fulfills these conditions. 

Expansion Joints, All except the smallest refractory stmctures must 
have allowance made for expansion on heating. Considerable experience 
is necessary to know how many and what size expansion joints are to be 
used, but it is better to allow a little too much than not enough. An expan¬ 
sion joint in a wall can be a straight vertical joint, or it can be a broken 
joint, as shown in Fig. 388. In other types of construction, particularly 
when using silica and magnesite bricks, the expansion is taken care of by 
inserting a piece of cardboard in each vertical joint of the wall. This bums 
out and allows the individual bricks to expand freely. 

When regular expansion joints are used, it is common in high- 
temperature furnaces to place them not more than 10 or 15 ft apart, usually 
at the corners of the furnace first and then in intermediate positions if 
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necessary. In Fig. 389 are shown typical expansion joints near a comer. 
Figure 390 shows an expansion joint used with insulating firebrick inside a 
steel casing. If it is necessary to keep the expansion joints gastight, loosely 
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Fig. 386. Bonding of walls built with standard 9-in. brick. (From ''Mokrn Refractory 
Practice," courtesy of tke Harbison^Walker Refractories Company.) 


packed asbestos rope or mineral wool can be used on the cooler face to sea 
them entirely. 

Horizontal expansion joints to allow for vertical expansion are some¬ 
times required, as in sectionally supported walls and where the arch is sup¬ 
ported independently of the walls. 
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In Table 138 is p:iven the width of expansion joints in inches per foot o 
wall for various types of refractory and at various temperatures. 


Table 138. Width of Expansion Joints in Inches per Foot of Wall 

Lencjth 


Type of refractory 

Maximum hot-face temperature 

1500 i 

i 

2000 

2500 

3000 

Firecday. 


^16 

% 4 

?'^2 

Magnesite. 

H'Z \ 


H G 


Silica. 

Hg ; 

?3 2 


hi 2 

Chrome. 

/'16 

■'’'64 

hi 2 

hi 2 

Silicon carbide. 

}.-<2 : 


J.6 

•^'64 

Kaolin. 

1 

H4 

>16 

■'’'G4 




wmmamB 


(- r 


mmammm 



Mmmmmmmimmmmmm 


1 1 1 1 1 1 II II 1 -1-1 1- f T 


Elevation of hot face 

Ca) 


Corru^af'ea! cor board 
oflen used in Join is—. 


U 1 



"~[ 2 

1 1, 



1 f 



IHIHIHiiHBHIj 

I 2 

1 1 

BHHHIilHHHH 

HIHUHIHIIilHIiH 

1 1 1 

U 1 1 



1 2 

L_i_ 

n 1 n 1 i 

1 1 1 II ~r 

j i 1 




4 io 6 brick '' '• 

Elevation of fiot face 

(b) 




Fig. 388. Expansion joints in walls, (a) wall, altomato header and stretohc 

construction. (6) Built of magnesite brick, 9-in. header construction. {From **Mo(ier 
Refractory Practicei* courtesy of Oie Harbison-Walker Refractories Company.) 


Methods of Anchoring the Wall. When very thin or high walls are usee 
they must be anchored at certain intervals to the casing or steelwork t 
prevent buckling. The design of anchors has been greatly improved in th 
last few years and has thereby permitted the use of much thinner walls ii 
many types of furnace. This anchoring is usually accomplished by a bol 
fitting into a special brick. In Fig. 391 is shown one method of anchorin; 
an insulating firebrick wall with a heavy brick tile. Figure 392 illustrate 
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Fig. 3H9. Doulile expansion joint in wall near corner. 18-in. wall, alternate courses showing 
header and stretcher construction. {From Modern Refractory Practicecourtesy of the 
Harbison-Walker Refractories Company.) 

another method, where a T-headed bolt fit ting into a slotted brick makes an 
excellent construction. 

The number of anchor bolts re(|uired for higher walls must be carefully 
worked out for efficiency and safety. The chart shown in Fig. 393 gives 
suggested vertical locations for anchor bolts in 9 in. thick walls. 

High walls, such as those used in boilers, even when 18 to 223^^ in. thick 



Fig. 390. Expansion joint arrangement, 9-in. thick insulating firebrick wall. (Courtesy of 
Babcock Wilcox Company,) 
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must be anchored. This can be carried out by the use of special anchor 
tile as furnished by the various manufacturers. 

Insulation. When insulation is applied to the outside of the wall, it 
may be tied in as shown in Fig. 387 or it may be placed between the refrac¬ 
tory and a steel casing in the form of a block. In some types of construc¬ 
tion, the outer face of the wall is made of red brick to protect the insulating 
material. This (construction is stable, but it incrr^ases the heat storage of 


/6 **cen lers .. /6*'cen tens 

Anchor brick. A .-S'hee! co/s mg 



Anchor Arroingemenf 

Fig. 391. Anchor arrangement. {Courtesy of Babcock & Wilcox Company.) 

the wall, which is a disadvantage for intermittent operation, and also 
requires additional floor space. Many insulated furnaces simply have the 
corners protected with angle iron, and the face of the insulation is coated 
with a hard-face cement and possibly an asphalt coating for waterproofing. 
Another method of protecting the insulation is to use a casing of approxi¬ 
mately 10-gage sheet steel or aluminum. 

4. Doors, Ports, and Flues. Door Openings. The door openings in 
most furnaces are among the most troublesome points in the structure, both 
because they mechanically weaken the wall and because the door frame 
must take considerable abuse from charging and hot gases. One of the 
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Fig. 392. Method of holding insulating firt^brick to (casing. (Courtesy of Babcock & Wilcox 
Company.) 



Fig. 393. Stagger anchors on 18-in. (plus joints) horizontal centers. (Courtesy of Babcock 
Wilcox Company.) 
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first rules in door construction is to keep the width as small as possible 
compatible with access to the furnace. A typical door structure is shown in 
Fig. 394a, where a arch is throwm over the top of the opening and 

bonded into the wall. As the front 9-in. bricks are apt to be knocked loose, 
the sill of the door should be made of a solid construction. This may be 
accomplished by using a rowlock course bonded with air-setting mortar 




or by using larger than 9-in. brick. Figure 3946 shows a door opening, or 
port, of somewhat smaller size made up of special shapes, a construction 
that generally gives excellent service. In Fig. 394c is shown a wall opening 
with a heavy tile across the top. This constnudion, though satisfactory 
for low-temperature work, is to be avoided for high-temperaturc furnaces, 
as the tile usually cracks in the center and the broken ends sag. 


i?oorJamb 

(«) 


(b) Flat door 




(c) Arched door 


Ughf weight concrete Insulating firebrick 


Hook bolts 
(d) Monolithic door 

Fig. 395. Door construction. 


TrboHs 




i--Block insulating 

(i) 


In the low-temperature structures, a steel door jamb is often placed 
outside the wall to protect the brickwork. This is welded together from 
standard angle iron and makes a solid structure, as shown in Fig. 395a. 
For higher temperature furnaces, such as the open hearth, a water-cooled 
door jamb is generally used. It holds the brickwork in shape and resists 
to a considerable extent the abuse to which it is subjected from the charging 
machine. 

Doors, Doors on furnaces almost always slide in vertical ways with a 
counterwieight to balance them approximately. The weight of the door 
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should be kept as low as possible in order to reduce the cost of the supports 
and make the operation quicker. Two general types of door are the flat 
door and the arch door, as shown in Figs. 3956 and 395c, where the shapes 
are locked into the door frame to prevent them from bowing in. Such a 
door will stand considerable mechanical abuse, but it is rather heavy and 
conducts much heat out of the furnace. 

More recently, furnace doors have been lined with lightweight concrete 
held in place by hook bolts as shown in Fig. 395d. This construction is 
very simple to reline, gives a light door, and has a comparatively low heat 
conductivity. Another construction for higher temperature use is shown 
in Fig. 395c, where the door is lined with insulating firebrick held into the 
door frame. This gives a lightweight construction and one that is an excel¬ 
lent insulator; the latter is a factor of great importance to the comfort of 
the men working around the furnace. 

Ports and Ihirner Openings. Ports or 
openings in the furnace walls, when large, 
are (constructed in the same way as described 
for the door openings. When the ports are 
smaller, a special shape often is set into the 
wall with the proper opening molded into it 
or a number of shapes are fitted together 
to form the opening, as would be the case 
in burner tile as shown in Fig. 396. It is 
often found practical to form the port or opening out of plastic material, 
which is rammed into place around the form in a rectangular opening in the 
brickwork. Wlam properly made, such a construction often works out 
very satisfactorily and avoids the necessity of purchasing special shapes. 
Such plastic structures, however, are generally not so abrasion resist¬ 
ing as fired shapes and are not so satisfactory for extreme temperature 
conditions as preburned tile. 

When walls are constructed of insulating firebrick, the ports or openings, 
when small, can often be cut directly in the wall after it has been finished. 
For larger openings, specially cut shapes can be used to advantage. 

Flues and Ducts, Flues and ducts for high-temperature use are lined 
with a refractory. The smaller sizes are usually rectangular, and the larger 
ones circular, in which case arch or circle brick are generally employed. 
Where the moving gases in the duct do not carry a large amount of sus¬ 
pended particles, the ducts can well be lined with insulating firebrick, as a 
much thinner layer can be used because of its better insulating value. 
This, in turn, will allow a very much lighter lining, which means lower cost 
of steelwork and supports. The cost of the duct can often be cut in half 
by the use of insulating firebrick. 
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Stacks. Stacks for low-temperature furnaces are often of steel with a 
brick lining up to a sufficient distance to protect the steelwork. Insulating 
firebrick and lightweight concrete reinforced with wide-mesh, light-gage, 
expanded metal lath are frequently used for linings. For really high- 

temperature work, however, an all¬ 
brick stack is desirable such as that 
used for periodic kilns. Such a stack 
should have a firebrick lining that is 
free to expand and contract inside a 
stable wall such as is shown in Fig. 397. 

6 . Sprung Arches. Stresses and 
Shapes. The circular arch, as gener¬ 
ally employed, subtends an angle.of 
60 deg, which makes the radius of 
curvature equal to the span. How¬ 
ever, there is no standardization in the 
ratio of span to rise of the arch, as in 
some cases a high arch is needed for 
combustion space and in others a 
very flat arch is desirable to force the 
flame down on the work. It should be noted that the circular arch in the 
higher forms becomes relativcily unstable because of the fact that the line of 
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Fig. 397. High-temperature stack. 



Fig. 398. Characteristics of the circular arch. 


thrust of the arch takes the form of an inverted catenary which departs 
more and more from the circular form as the height of the arch increases. 
Therefore, it has been found desirable always to employ the catenary form 
of arch when the ratio of rise to span is large. The curvature of the circular 
arch is usually expressed in inches of rise per foot of span. 

In Fig. 398 is shown a typical circular arch with the principal dimen- 
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sions given. From this diagram, it is easy to compute the various factors 
and stresses, which are given in the formulas below. It should be noted 
that for stress computations, the mean radius Tm must be used whereas for 
brickwork estimation, the inner radius is more convenient. The rise, 
however, is the same in both cases, as hm/Sm = hi/Si. 


Tm = 


h = 


sin 




tan 





W = 
R = 
11 = 

I = 


Viltd 

W cosec }/ 2 d 
W cot 32^ 


where 6 = the central angle 

Tm = tlie radius at (center of arch ring, ft 
Ti = the inn(ir radius of the arch ring 
S ~ the span, ft 
h = the rise, ft 
t = the thickness, ft 

W = one-half weight of 1-ft length of arch, lb 
H = the horizontal thrust at skewback per foot of length, lb 
R = the resultant thrust at skewback per foot of length, lb 
I = the length of mean arc 
TT = 3.1416 

d = the density of brick, Ib/cu ft 

In Table 139 are given the important factors applying to circular arches 
of various heights. This table will be found useful for the quick calculation 
of the characteristics of arches. 

The temperature stresses in an arch are difficult to compute, but it may 
be said that they are greater in the flatter arches because a given expansion 
of the arch will produce a greater rise and more pinching of the tips of the 
bricks. To minimize this difficulty, especially with silica brick, tie bolts 
are often slacked off in a pi‘edetermined manner as the arch heats up in 
order to keep the curvature constant. There is also another temperature 
stress, due to the temperature gradient through the arch itself, thus causing 
the tips of the bricks to expand more than the outer face, which puts an 
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Table 139. 


Inches rise 
per foot 
span 

Central 

angle 

Fraction 
of a com¬ 
plete circle 

Weight 

factor, 

Horizontal- 
thnist 
factor, Hi 

Resultant- 
thrust 
factor, Ri 

1.000 

37°51' 

0.1051 

1.02 

2.90 

3.07 

1.250 

47 04 

0.1307 

1.03 

2.30 

2.51 

1 500 

56 08 

0.1560 

1.04 

1.87 

2.13 

1.608 

60 00 

0.1667 

1.05 

1.73 

2.00 

1 750 

65 02 

0.1807 

1.06 

1.57 

1.86 

2 000 

73 44 

0.2048 

1.07 

1.30 

1.64 

2.250 

82 13 

0.2284 

1.09 

1.15 

1.52 

2.500 

90 29 

0.2513 

1.12 

1.00 

1.44 

3.000 

106 15 

0.2952 

1.16 

0.76 

1.25 

6 .000* 

180 00 

0.5000 

1.57 

0.00 

1.00 


* Unstable. 

To find the weight of the roof multiply together the mean span, length, thickness (in feet), 
weight per cubic foot, and the factor lUi. 

To find the horizontal thrust on one skewback multiply the factor //i by one-half the 
total weight. 

To find the resultant thrust on one skewback multiply the factor iii by one-half the total 
weight. 


additional compression force on th(', inner surface. This latter effect can 
be minimized by using insulation on the outside of the arch. 

The catenary shape has been found particularly satisfactory for some 
of the higher arches, thus allowing the side walls and crown to be one con- 



Fiq. 399. Catenary, {Courtesy of Babcock <fc WUcox Company,) 
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tinuous curve with almost complete elimination of ironwork, as shown in 
Fig. 399. The calculation of the catenary can be carried out as follows. 
The equation of the catenary as illustrated in Fig. 400 is 

Ttl 

y = 2 

or in hyperbolic functions 

I. ^ 

y = m cos n — 
m 

The latter form is the most convenient to 
work with. 

The slope angle at any point on the* 

• • 1 Fiu. 400. ('atenarv. 

cAirve IS given by 

6 = tan~^ ( sin — 

\ m 



The length of the curve between the apex and any point is 

X 

I = rn sin h — 
m 

The radius of curvature at any point is 



m 

The comfircssion (or tension) at the apex is 

H = um 

where w = the weight per unit length of the curve 

Table 140 shows the calculation of a typical high-catenary arch. 

Table 140. 


X 

X 

m 

1 X 
cos h ~ 
m 

y 

y — m 

0 

0 

1.000 

19.0 

0 

5 

0.263 

1.035 

19.7 

7 

10 

0.527 

1.142 

21.7 

2.6 

15 

0.789 

1.328 

25.2 

6.2 

20 

1.054 

1.609 

30.6 

11.6 

25 

1.317 

2.000 

38.0 

19.0 

30 

1.579 

2.528 

48.1 

29.1 

35 

1.841 

3.231 

61.4 

42.4 

40 

2.108 

4.177 

79.5 

60.5 

42 

2.210 

4.613 

88.0 

69.0 


m - 19 
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It will be found, in general, more convenient to lay out the catenary by 
hanging a sash-weight chain along a vertical surface in such a way as to 
pass through the three points representing the skewbacks and the apex. 
The chain thus hanging will form a perfect catenary, and the shape can be 
traced from this directly on the surface. 

Arch Spans and Thicknesses. It is a little difficult to give any hard-and- 
fast rules regarding the thickness and span of arches, as this ratio depends 
a great deal on the type of refractory, the temperature of the furnace, and 
the operating conditions. In general, for heavy brick construction, a 
43-^-in. thickness would not be used for more than a 5-ft span, a 9-in. andi 
would be used up to a 12-ft, a 1332-in. arch up to 16 ft, and an 18-in. arch 
up to 20 ft. Howev^er, there have been a number of successful operations 
at moderate temperatures with much wider arches than these. For .exam¬ 
ple, a firebrick arch of 18-ft span and 9-in. thickness has given an excellent 
life. 

In the case of the insulating-firebrick construction, the thickness is 
seldom over 9 in.; but in moderate-temperature construction, the span often 
is as great as 15 ft; and in one case, a 22-ft arch has given excellent service. 



Fig. 401. (a) Skewback built with standard 9-in. featheredge brick of the 2^-in. series. 

{b) Skewback built with standard 9-in. sideskew and endskew brick of the 23^-in. series. 
{Courtesy of J. S. McDowell and L. L, Gill, ''Steel.”) 


Skewbacks. The skewback must be made to give the proper angle for 
the ends of the arch, and it must have sufficient face to accommodate the 
thickness of the arch ring. Standard skewbacks are made vdth side skews 
and featheredge bricks as shown in Fig. 401, which accommodate 43^^ and 
93-^ in. thick arches with rises of respectively and 2^e in. per ft. How¬ 
ever, special skewbacks can be readily obtained from most of the refractory 
manufacturers, as shown in Figs. 402 to 404, for an arch of 60-deg central 
angle. In the case of insulating-firebrick, standard skewbacks can be 
made up as shown in Fig. 405 out of standard shapes for arches having a 
60-deg central angle. In the case of the insulating firebrick, however, it is 
very easy to grind the skewbacks to any desired slope. 

Methods of holding the skewback are shown in Fig. 406, but in all cases, 
the arch thrust should be well supported by the ironwork using either an 



Fig. 404. Skewback brick with cutouts for steel angle supporting framework. {Courtesy of 
J. S. McDowell and L. L, GiU, ''Steelf*) 


heavy arches, less load is put on the side walls if the arch is separately sup¬ 
ported. On the other hand, wall-supported arches tend to hold the top of 
the wall from bowing in. 

Steelwork, The steelwork for supporting the arch usually consists of an 
angle or channel running horizontally behind the skewback at the top of the 
wall; this is held in place by buckstays, the lower ends of which are held in 
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a socket in the concrete foundation and the upper ends tied together with a 
bolt. The section of iron used in the buckstays depends on the weight of 
the crown, a crown of insulating firebrick requiring much lighter sections 
than a heavy brick crown. The strength of these sections can be readily 
computed from the thrust of the arch, but a considerable factor of safety 
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Fig. 405. Special IFB skewbacks for sprung arches in which the radius equals the span. 
Note: Mortar joints ^-in. thick. {Courtesy of Babcock & Wilcox Company.) 


of at least 5 should be introduced because of the high temperature at which 
the buckstays go in certain types of construction. 

The section of the buckstay has not received so much attention as it 
should. The I beam in (A) of Fig. 407 is the usual one because of its high 
mechanical efficiency. However, from the thermal point of view, it is most 
inefficient, as the inner flange is at a comparatively high temperature 
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whereas the outer flange is at a comparatively low temperature because of 
the small heat conductivity along the web. This condition produces a 
maximum of warping, which is often noticed in kiln construction, and thus 





Fro. 40(5. Skewback constiuctioii. {From '"Modern Hefractory Practice," courtesy of the 
Harhison-Walker Refractories Company.) 


allows a bowing of the walls. A simple section {B) or a H section (C) will 
be found thermally more efficient because it will maintain a much more 
uniform temperature over the section. 

Bonding of the Arch. Arches can be 
built up in a bonded construction, such a 6 C 

as shown in Fig. 408, or in a separate ring 407 ^ Types of buckstay. 

construction, such as shown in Fig. 409. 

The bonded construction has the advantage of giving a more stable 
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structure in case of failure of one or two individual units. On the 
other hand, it requires a little more skill in laying in order to get a uniform 
load on all the bricks. In the separate ring arch, any one ring can be 
repaired without disturbing the others, which in some cases is a real 
advantage. 

Special Arches, There are many types of special arch, such as the rib 
arch in Fig. 410, often used in open-hearth-furnace (*rowns to give stability 



Fig. 408. {From ''‘Modern Refractory Practice," courtesy of the HarhisonAVnlki r Refractories 
Company.) 





Fig. 409. {From "Modern Refractory Practice" courtesy of the Harbiaon-Walker Refractories 
Company.) 
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i 'om./Kiii.y.) 



Fi(}. 411. Jack arch. This type of anJi is formed by special wedge shai)es, which may be 
designed by first laying out a radial sprung arch of proper rise and thickness for the given 
span, then extending all brick shapes upward to the level of the upper crown surface and down¬ 
ward to the spring line. This arch is designed on a basis of 1 V^-in. rise per foot of span. 
(From ** Modern Refractory Fracticef courtesy of the Harhison-Walker Refractories Co.) 



Fm. 412. Use of relieving arch to support wall. {From ''Modem Refractory Practice^' 
courtesy of the Harbison-Walker Refractories Co.) 
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Table 141. 9 X 4J-^ X 2 I 2 -IN, Key Brick* (Continued) 



♦ Applies also to 9 X X 3-in. key brick. 

Note; Fractional parts of one-tenth of a brick or more are counted as entire brick: 
smaller fractions are disregarded. 


for long spans. The jack arch in Fig. 411 is made up of spcndal shapes in 
order to give a flat lower surface. This type of arch is often used in certain 
portions of tunnel kilns to conform closely to the charge. 

The relieving arch shown in Fig, 412 is sometimes used to support the 
weight of an end wall and to take the load off the main arch. Relieving 
arches in modern construction are not used very extensively. 



Fig. 413. Bung arch. 


Fig. 414. Double arch. 
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Table 142. 9 X 43^ X 23^^-in, Wedge Brick* 


Inside 

diameter 

No. required to turn circle 

No. 2 wedge 

No. 1 wedge 

Straight 

Total 

2'3'' 

57 



57 

2'6" 

51 

10 


61 

3'0" 

38 

30 


68 

3'6" 

25 

61 


76 

W 

13 

71 


83 

4'6" 


91 


91 

5'0" 


91 

7 

98 

5'6" 


91 

15 

106 

6'0" 


91 

22 

113 

6'6" 


91 

30 

121 

7'0" 


91 

38 

129 

7'6" 


91 

45 

136 

' 8'0" 


91 

53 

144 

8'G" 


91 

60 

161 

9'0'' 


91 

68 

159 

9'6" 


91 

75 

166 

lO'O" 


91 

83 

174 

lO'G" 


91 

90 

181 

ll'O" 


91 

98 

189 

11'6" 


91 

105 

196 

12'0" 


91 

113 

204 

12'6'' 


91 

121 

212 

13'0" 


91 

128 

219 

13'6" 


91 ; 

136 

227 

14'0" 


91 1 

143 

234 

14'6" 


91 

151 

242 

15'0" 


91 

158 

249 

16'6" 


91 

166 

267 

16'0" 


91 

173 

264 

16'6" 


91 

181 

I 272 

17'0" 


91 

188 

279 

17'6" 


91 

196 

287 

18'0" 


91 

203 

294 

18'6" 


91 

211 

302 

19'0" 


91 

219 

310 

19'6" 


91 

226 

317 

20'0" 


91 

234 

325 

20'6" 


91 

241 

332 

21'0" 


91 

249 

340 

21'6" 


91 

256 

347 

22^0" 


91 

264 

366 
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Table 142, 9 X i X 2^-in. Wedge Brick* (Continued) 


Inside 


No. required to turn circle 


diameter 

No. 2 wedge 

No. 1 wedge 

Straight 

Total 

22'6" 


91 

271 

362 

23'0" 


91 

279 

370 

23'6" 


91 

286 

377 

24'0" 


91 

294 

385 

24'6" 


91 

301 

392 

25'0" 

i 

91 

309 

400 

25'6" 


91 

317 

408 

26'0" 


91 

324 

415 

26'6" 


91 

332 

423 

27'0" 


91 

339 

430 

27'6" 


91 

347 

438 

28'0" 


91 

354 

445 

28'6" 


91 

362 

453 

29'0" 


91 

3G9 

460 

29'6" 


91 

377 

468 

30'0" 


91 

384 

476 

30'6" 


91 

392 

483 

sro" 


91 

399 

490 

are" 


91 

407 

498 

32'0" 


91 

415 

606 

32'6" 


91 

422 

513 

33'0" 


91 

430 

621 

33'6" 


91 

437 

528 

34'0" 


91 

445 

636 

34'6" 


91 

452 

543 

3r/0" 


91 

460 

551 

35'6" 


91 

467 

558 

36'0" 


91 

475 

566 

36'6" 


91 

482 

673 

37'0" 


91 

490 

581 

37'6" 


91 

498 

589 

38'0" 


91 

^ 506 

697 

38'e" 


91 

1 513 

604 

39'0" 


91 

521 

612 

39'6" 


91 

528 

619 

40'0" 


91 

536 

627 

40'6" 


91 

543 

634 

4ro" 


91 

551 

642 

41'6" 


91 

558 

649 

42'0" 


91 

566 

667 

42'6" 


91 

673 

664 
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Table 142. 9 X X Wedge Brick* {Continued) 


Inside 

diameter 

No. required to turn circle 

No. 2 wedge 

No. 1 wedge 

Straight 

Total 

43'0" 


91 

581 

672 

43'($" 


91 

589 

680 

44'0" 


91 

598 

689 

44'6" 


91 

605 

696 

45'0" 


91 

612 

703 

45'6" 


91 

620 

711 

46'0" 


91 

627 

718 

46'G" 


91 

635 

726 

47'0" 


91 

642 

733 

47'6" 


91 

650 

741 

48'0" 


91 

657 

748 

48'6" 


91 

665 

756 

49'0" 


91 

672 

763 

49'6" 


91 

680 

771 

50'0" 

91 

687 

778 

50^6" 1 1 

91 

()95 

786 


* Applies also to 9 X 6^4 X 2j'2-in. wedges and straights. 

Note: Fractional parts of one-tenth of a brick or more are counted as entire brick; 
smaller fractions are disregarded. 


In Fig. 413 is shown a bung an^h used in the malleable-iron industry. 
These arch rings are wedged tightly into a heavy iron frame so that they 
can be lifted off as individual units. Brick with good strength and spalling 
resistance are essential in this type of construction. In Fig. 414 is shown a 

double arch sometimes used in tunnel-kiln con¬ 
struction for preheating of the combustion air. 
This type of arch should never be used for high- 
temperature work because of the difficulty in 
making repairs on the inner arch. 

Figure 415 shows a perforated arch used in 
some types of overfired furnace. As this arch 
is subjected to temperature on both sides, it must be made of material of 
high load-bearing capacity. 

Expansion Joints. The longitudinal expansion joints in the crown 
should, in general, be aligned with the expansion joints in the wall. It is 
often desirable to recess the end of the crown into the end wall as shown in 
Fig. 416, giving a labyrinth joint. Expansion joints coming in the center 
of the crown should be covered with a row of splits cemented in place, also 
shown in Fig. 416. 



Fig. 415. Perforated arch. 
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Table 143. 9 X 4,?^ X 21^-in. Arch Brick 




































BRICKWORK CONSTRUCTION 


715 


Table 144. 9 X 43^ X 3-in. Wedge Brick* (Continued) 


Inside 

No. required to turn circle 

diameter 







No. 3 wedge 

No. 2 wedge 

No. 1 wedge 

Straight 

Total 

23'0" 



226 

82 

308 

23'6" 



226 

89 

315 

24'0" 



226 

95 

321 

24'6" 



226 

101 

327 

25'0" 



226 

107 

333 

25'6" 



226 

114 

340 

26'0" 



226 

120 

346 

26'Q" 



226 

126 

352 

27'0" 



226 

133 

359 

27'6'' 



226 

139 

365 

28'0'' 



226 

145 

371 

28'6" 



226 

152 

378 

29'0" 



226 

158 

384 

29'6" 



226 

164 

390 

30'0" 



226 

170 

396 

30'6" 



226 

176 

402 

3ro" 



226 

182 

408 

3 re" 



226 

189 

415 

32'0" 



226 

195 

421 

32'6" 



226 

201 

427 

33'0" 



226 

208 

434 

33'6" 



226 

214 

440 

34'0" 



226 

220 

446 

34'6" 



226 

227 

453 

36'0" 



226 

233 

459 

36'6" 



226 

239 

465 

36'0" 



226 

246 

472 

36'6" 



226 

252 

478 

37'0" 



226 

258 

484 

37'6" 



226 

264 

490 

38'0" 



226 

271 

497 

38'6" 



226 

277 

503 

39'0" 



226 

283 

509 

39'6" 



226 

289 

515 

40'0" 



226 

296 

522 

40^6" 



226 

302 

528 

41'0" 



226 

308 

534 

4r6" 



226 

315 

541 

42'0" 



226 

321 

547 

42'6" 



226 

327 

553 
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Table 144. 9 X 4}^ X 3-in. Wedge Brick* (Cofiti/nued) 



No. required to turn 

circle 


Inside 





diameter 

No. 3 wedge 

No. 2 wedge 

No. 1 wedge 

Straight 

Total 

43'0" 



226 

334 

560 

43'6" 



226 

340 

566 

44'0" 



226 

346 

572 

44'C/' 



22 (» 

353 

579 

45'0" 



226 

359 

585 

45'6" 



226 

365 

591 

46'0" 



226 

372 

598 

46'6" 



226 

378 

604 

47'0" 



226 

384 

610 

47'6" 



226 

390 

616 

48'0" 



226 

397 

623 

48'6" 



226 

403 

629 

49'0" 



226 

409 

635 

49T>" 



226 

415 

641 

50'0" 



226 

421 

647 

50'6" 



226 

428 

654 


* Applies also to 9 X €^^4 X 3-in. wedges and straights. 

Note: Fractional parts of one-tenth of a brick or more are counted as entire brick: 
smaller fractions are disregarded. 





I’lG, 416. Construction of expansion joints. {Courtesy of the Babcock and Wilcox Company,) 
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Table 145. 9 X 6 X 3-in. Key Brick* 


Insid(‘ 

diameter 

No. required to turn circle 

No. 2 key 

No. 1 key 

Straight 

Total 

6'0" 

48 



48 

6'6" 

45 

6 


51 

7'0" 

41 

13 


54 


38 

19 


57 

S'O" 

34 

26 


60 

8'6" 

31 

32 


63 


27 

39 


66 

9'iy' 

24 

46 


70 

lO'O" 

21 

52 


73 

10'6" 

17 

59 


76 

ll'O" 

13 

66 


79 

ire'' 

10 

72 


82 

12'0" 1 

e 

79 


85 

12'G" 

3 

85 


88 

13'0" 


91 


91 

13'6" 


91 

4 

95 

14'0" 


91 

7 

98 

i4'e" 


91 

10 

101 

15'0" 


91 

13 

104 

i5'e" 


91 

16 

107 

16'0" 


91 

19 

no 

ifi'e')" 


91 

22 

113 

17'0" 


91 

26 

117 

17'(>" 


91 

29 

120 

18'0" 


91 

32 

123 

i8'e" 


91 

35 

126 

19'0" 


91 

38 

129 

19'6" 


91 

41 

132 

20'0" 


91 

44 

135 

20'6" 


91 

48 

139 

21'0" 


91 

51 

142 

2 re" 


91 

54 

145 

22'0" 


91 

57 

148 

22'6" 


91 

60 

151 

23'0" 


91 

63 

154 

23'C" 


91 

66 

157 

24'0" 


91 

70 

161 

24'6" 


91 

73 

164 

2r)'0" 


91 

76 

167 

2r>'0" 


91 

79 

170 

26'0" 


91 

82 

173 

26'6" 


91 

85 

176 

27'0" 


91 

88 

179 

27'6" 


91 

92 

183 

28'0" 


91 

95 

186 

28 'e" 


91 

98 

189 

29'0" 


91 

101 

192 

29'e" 


91 


195 

30'0" 


91 

107 

198 


* Applies also to 9 X 6 X 2>^-in. keys and straights. 

Notb: Fractional parts of one-tenth of a brick or more are counted as entire brick 
smaller fractions are disregarded. 
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Table 146. 9 X X 3-in. Arch Brick 



Notb: Fractional Darts of one-tenth of a brick or more are counted as entire brick, 
smaller fractions are disregarded. 
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Table 148. 12 X 6 X 3-in. Wedge Brick 


Inside 


No. required to turn 

circle 

diameter 

No. 3 wedge 

No. 2 wedge 

1 No. 1 wedge 

I Straight 


4'0" 76 

4'6" 69 

5'0" 63 

5'6" 57 

6'0" 51 

6'6" 44 

7'0" 38 

7'6" 32 

13 

25 

38 

.50 

63 

75 

88 

8'0" 25 

101 

8'6" 19 

113 

9'0^' 13 

126 

9'6" 7 

138 

O'O" 

151 

0'6'' 

144 

ro" 

139 

re" I 

132 

2'0" 

126 

2'6" 1 

120 

3'0" 

113 

3'6" 

107 

4'0" 

101 

4'6" 

95 

A'O" 

88 

5'6" 

82 

6'0" 

76 

6'6" 

69 


63 

7'6" 

57 


51 

8'6" 

44 

9'0" 

38 

9'6" 

32 

O'O" 

1 25 

0'6" 

19 

I'O" 

13 

re" 

2'0" 

2'6" 

3'0" 

3'6" 

4'0" 

4'6" 

7 

5'0" 

6'6" 

6'0" 

8'6" 


7'0" 

7'6" 

8'0" 



Noth: Fractional parts of one-tenth of a brick or more are counted as entire brick 
smaJler fractions are disregarded. 
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Inside 

diameter 


5'0" 

6 ' 6 " 

6 ' 0 " 

6 ' 6 " 

7'0" 

re" 

8 ' 0 " 

9 ' 0 " 

9 ' 6 " 

lO'O" 

lO'O" 

IVO" 

ir3'' 

ire" 

12 ' 0 " 

i2'e" 

13 ' 0 " 

13 ' 6 " 

14 ' 0 " 

14 ' 6 " 

16 ' 0 " 

16 ' 6 " 

16 ' 0 " 

16 ' 6 " 

17 ' 0 " 

17 ' 6 " 

18 ' 0 " 

18 ' 6 " 

19 ' 0 " 

19 ' 6 " 

20'0" 

20 ' 6 " 

2ro" 

2 re" 
22'0" 
22'6" 
23 ' 0 " 
23 ' 6 " 


Table 149. 13,^ X 6 X 3-in. Wedge Brick 


No. required to turn circle 


. 3 wedge 

No. 2 wedge 

No. 1 wedge 

Straight 

Total 

85 




85 

79 j 

13 



92 

73 1 

25 



98 

66 

38 



104 

60 

50 



110 

54 

63 



117 

47 

76 



123 

41 

88 



129 

35 

100 



135 

29 

113 



142 

22 

126 ! 



148 

10 

138 



154 

10 

151 



161 

3 

164 



167 


170 



170 


167 

0 


173 


160 

19 


179 


154 

32 


186 


148 

44 


192 


141 

57 


198 


135 

70 


205 


129 

82 


211 


123 

94 


217 


116 

107 


223 


110 

120 


230 


104 

132 


236 


97 

145 


242 


92 

157 


249 



170 


255 



182 


261 



195 


267 



208 


274 


60 

220 


280 


53 

233 


286 


48 

245 


293 


41 

268 


299 


35 

270 


305 


28 

283 


311 


22 

296 


318 


16 

308 


324 
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Table 149. 13)^2 X 6 X 3-in. Wedcie I^rick {Continued) 


Inside 

No. required to turn circle 

diameter 







No. 3 wedge 

No. 2 wedge 

No. 1 wedge 

Straight 

T i)tal 

43'b" 



340 

235 

576 

44'0" 



340 

242 

582 

44 T/' 



340 

248 

588 

45'0'' 



340 

254 

594 

45'6" 



340 

260 

600 

46'0" 



340 

267 ; 

607 

46'6" 



340 

273 

613 

47'0" 



340 

279 

019 

47'fi" 



340 

286 I 

626 

48'0" 



340 

292 

632 

48'6" 



340 

298 

638 

49'0'' 



340 1 

304 

644 

49'6" 




311 

651 

50'0" 



340 

317 

657 

60'G" 



340 

323 

663 

Sl'O" 



340 

330 

670 

5 IT)" 



340 

336 

676 

52'0" 



340 

342 

682 

52'6" 



340 

348 

688 

53T" 



340 

355 

695 

53T" 



340 

361 

701 

rj4'0" 



340 

367 

707 

54T" 



340 

374 

714 

55'0" 



340 

380 

720 

55T" 



340 

386 

726 




i 340 

392 

732 

56T" 



340 

399 

739 




340 

405 

745 

67'6" 



340 

411 

751 

58'0" 



340 

418 

758 

68 T" 



340 

424 

^ 764 

59'0" 



340 

430 

! 770 

59'6" 



1 340 

I 436 

I 776 


I 


340 

443 

783 


Note: Fraotional parts of oiui-tenth of a brick or more are counted as entire brick; smaller 
fractions are disregarded. 
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Table 150. 13% X 6 X 3-in. Key Brick* 


Inside 

diameter 


No. 2 key 

No. 1 key 

Straight 

Total 

6'0" 

52 



62 

6'6" 

48 

7 


55 

7'0" 

43 

16 



7'6" 

38 

24 


62 

8^0" 

33 

32 


65 

8'6" 

28 

40 


68 

9'0" 

23 

48 


71 

9'6" 

18 

56 


74 

lO'O" 

13 

64 


77 

10'6" 

8 

73 


81 

iro" 

3 

81 


84 

11'3" 


85 


85 

11'6" 


85 

2 

87 

12'0" 


85 

5 

90 

12'6" 


85 

8 

93 

13'0" 


85 

11 

96 

13'6" 


85 

14 

99 

14'0" 


85 

18 

103 

14'6" 


85 

21 

106 

15'0" 


85 

24 

109 

15'6" 


85 

27 

112 

Ki'O" 


85 

30 

115 

16'6" 


85 

33 

118 

17'0" 


85 

36 

121 

17'6" 


85 

39 

124 

18'0" 


85 

43 

128 

18'6" 


85 

46 

131 

19'0" 


85 

49 

134 

19'6" 


85 

52 

137 

20'0" 


8.5 

55 

140 

20'0" 


85 

58 

143 

21'0" 


85 

61 

146 

21'6" 


85 

65 

150 

22'0" 


85 

68 

153 

22'6" 


85 

71 

156 

23'0" 


85 

74 

159 

23'6" 


85 

77 

162 

24'0" 


85 

80 

165 

24'6" 


85 

1 83 

168 

2.5'0" 


85 

87 

172 

25'6" 


85 

90 

175 

26'0" 


85 

1 93 

178 

26'6" 


85 

96 

181 

27'0" 


85 

99 

184 

27'6" 


85 

102 

187 

28'0" 


85 

105 

190 

28'G" 


85 

109 

194 

29'0" 


85 

112 

197 

29'6" 


85 

1 115 


30'0" 


85 

118 

203 

30'6" 


85 

121 

206 

31'0" 


85 

124 

209 

31'6" 


85 

127 

212 

32'0" 


85 

131 

216 

32'6" 


85 

134 

219 

33'0'' 


85 

137 

222 

33'6" 


85 

140 

225 

34'0" 


86 

143 

228 

34'6'' 


85 

146 

231 

35'0" 


85 

149 

234 


Applies also to 13M X 6 X 23^^-in. keys and straights. 

Notb: Fractional parts of one-tenth of a brick or more are counted as entire brick; 
•mailer fractions are disregarded. 
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Table 161. 9-in. Circle Brick 
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Table 152. 9-in. Cupola Blocks 



Note: Fractional parts of one-tenth of a brick or more are counted as entire brick; smaller 
fractions are disregarded. 


Brickwork Estimation for Sprung Arches, The sprung arch is made up 
of various combinations of straights, arches, wedges, or keys. The sim¬ 
plest method of finding the number of shapes in a given arch ring consists in 
determining the count needed for a complete circle in Tables 141 to 154 and 
then multiplying the number of each shape by the fraction of the circle 
covered by the arch as given in the third column of Table 139. 

For example, let us find the number and kind of bricks in a 9-in. arch 
with an 11-ft span (>S, of Fig. 398) and a rise of 1.608 in. per ft. Here the 
inner radius is equal to 11 ft; and from Table 142, it is seen that a circle of 
22 ft inside diameter requires 91 No. 1 wedges and 264 straights. Multi¬ 
plying these figures by the fraction of a circle 0.1667, the final count is 15 
No. 1 wedges and 44 straights per ring. This calculation allows nothing 
for joints that may average lo Vfe in. for the modern dipped joint. 

The arch can be computed for any case without the tables by finding the 
total number of bricks in the ring, which is the outer arc in inches divided 
by 2.5 or 3.0 in. The number of tapered brick is found by dividing the 
difference between the inner and outer arcs in inches by the taper of a single 
brick in inches. 



BRICKWORK CONSTRUCTION 
Table 153. 6-in. Cupola Blocks and 6-in. Rotary-kiln Blocks 


Inside circle 

diameter SO -.42 I 36-48 I 42-54 I 48-60 I 54-66 I 60-72 I 66-78 



60-72 66-78 

72-84 

78- 90 ! 

1 

84-96 90-102 96-108 

5'9'' 

16 

^ 13 



O'O" 


30 



6'3" 


18 

13 


6'6" 



32 


6'9" 



19 

14 

7'0" 



1 

34 

7'3" 




16 19 

7'6" 




36 

7'9" 




17 20 





38 


90-102 96-108 

102-114 

108-120 

114-126 120-132 123-135 


Notb: Fractional parts of one-tenth of a brick or more are counted as entire brick 
smaller fractions are disregarded. 
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Table 154. 9-in. Rotary-kiln Blocks 


Inside 

No. required to turn circle 

diameter 

48-66 

54-72 

1 60-78 

66-84 

72-90 

78-96 

4'0" 

23 


' 




4'3" 

11 

13 





4'6^' 


26 

! 




W 


14 

1 




5'0" 



• 28 




5'3" 



15 

14 



5'6" 




30 



5'9" 




12 

19 


6'0" 





32 


6'3" 





14 

19 


72-90 

78-96 

84-102 

90 108 

9() 114 

102-120 

6'6" 


34 





6'9" 


16 

19 




7'0" 



36 




7'3" 



17 

20 



7'6" 




38 



7'9" 




22 

17 


8'0" 





40 


8'3" 





27 

14 

8'6" 






42 


102-120 

108-126 

114-132 

117-135 

120 138 

123 141 

8'9" 

25 

18 





9'0" 


44 





9'3" 


27 

18 




9'6" 



46 




9'9'' 




48 



lO'O" 





49 


10'3" 






50 


123 141 

126 144 

132-150 

13a-156 

144-162 

150-168 

10'6" 


51 





10'9" 


14 

38 




iro" 



53 




n'3" 



24 

30 



ire" 




5.5 



11'9" 




34 

22 


12'0" 





57 


12'3" 





24 

34 

12'6" 






59 


Notb: Fractional parts of one-tenth of a brick or more are counted as entire brick; 
•mailer fractions are disregarded. 
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When using insulating firebrick, it is often advisable to have them all 
ground with such a taper that the joints will all be radial. This construc¬ 
tion, of course, makes the best type of arch. 

Forms. Steel forms are to be preferred for arch construction that is 
often rebuilt. On the other hand, wooden forms are less expensive and 
quite satisfactory for one job. The forms are usually lagged with 2- by 
2-in. oak strips. 

The form should be accurately placed, with wedges or jacks for lowering. 
The arch should be built up from both skewbacks simultaneously to meet 
at the apex. The keys should be carefully fitted and not driven in too hard; 
otherwise the crown will be strained and the key cracked. Insulating- 
firebrick keys should never be hammered into place. 



6. Domes. Stresses in Domes. As the stresses in domes are redun¬ 
dant, it is difficult to obtain an exact evaluation. The band stress, how¬ 
ever, is approximately given by 

Total w ei ght of dome 
cos 
or 

2wrjijd 
cos 3^^ 

in pounds 

where d = the bulk density of the refractory, Ib/cu in. The other symbols 
are shown in Fig. 417. 
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It should be noted that in the same way as for the cylindrical roof, the 
spherical dome is not the most stable form. Fellows^^^ and Goodier^^^ have 
shown that this limiting form approaches the surface of revolution formed 
by an ellipse. Any dome inmle this surface is stable. 

Brickwork Estmating. The dome can be constructed of radial blocks 
with a double taper to fit the parti(^ular radius used, or it can be made out 
of standard shapes such as straights, wedges, and keys, as is the usual prac¬ 
tice in kiln construction. It will be seen, however, that peifect fitting 
cannot be obtained in (‘ither case and mortar must be used to make up the 
difference. The estimation of brick for the dome is a little complicated, 
but the following method will ])robably be found satisfactory for most 
cases. 

With the Use of Special Blocks. The spherical dome can be best con¬ 
structed of spec'ial shapes having a large end of 4^ 2 hy 2^ 2 ^ taper 

such that a projection of their corners will pass through the center of curva¬ 
ture of the dome. This allows stri(*tly radial joints and either 24^- or 
rings. However, as the rings approach the top of the (*rown, even 
these blocks will not fit perfectly unl(\ss hand cut. In practice, such shapes 
can be economically made by grinding insulating firebrick, but with heavy 
bri(iks this is not generally feasible. Table 155 gives the dimensions of the 
small end of the bricks for 9 in. thick domes having various radii of 
curvature. 


Tahlk 155. Radial Dome Brk k 


Size of dome, radius of 
curvature (inside surface) 

Size of 

Width, in. 

inner ends 

Thickness, in. 

4 ft. = 48 in. 

3.79 

2.11 

6 ft. = 72 in. 

4.00 

2.22 

8 ft. = 96 in. 

4.12 

2.29 

10 ft. = 120 in. 

4.18 

2.33 

14 ft. = 168 in. 

4.28 

2.37 

18 ft. = 226 in. 

4.33 

2.40 

24 ft. = 288 in. 

4.36 

2.42 

30 ft. = 360 in. 

4.39 

2.44 

40 ft. = 480 in. 

4.42 

2.45 


With the Use of Standard Shapes. Most domes are built up in 23'^-in. 
rings with combinations of straights and keys alternated with rings 

of straights and wedges to give the curvature in both directions. A by no 
means accurate fit can be obtained, and mortar must be used to fill the 
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joints. The estimation of the brickwork has been rather empirical, but 
the following method will give fairly close results. 

Referring to Fig. 417, where a cross section of a typical dome is shown, 
the following relations are evident, all dimensions being in inches. It is 
assumed, as in the usual construction, that all the rings are 23 ^-in. wide. 

The area of the outer surface of the dome 


A = 27r(:rm + y2t)hn 


Where hm == the rise = r„ 


y/rl 


The circumference of the segment at a = 2;r • sin ^ ^ 

The circumference of the segment at 6 = 27r • sin “ 0 


Circumference at a 
15 


= number of 9-in. equivalents in first ring 


Circumf(*rence at a — circumference at b 


4.5 - 4.0 


= numbel* of No. 1 keys in first ring 


aai 


Arc oai = 2^ (r. + ^ ^ 

Arc66, = 

= number of rings 
= number of No. 1 wedge rings 


CLd) 

bb, 


2.50 - 1.88 

The total number of 9-in. equivalents in the dome = 


4.5 X 2.5 11.25 


Of these 


(aai - 66i)/(2,50 - 1.88) 


are No. 1 wedges. 


aai/2.5 

circumference at a — circumference at b 


The remainder have 


4.50 - 4.0 


circumference a 
4:5 


No. 1 keys and the rest are straights. 

Example of Dome Calcidations: 

Assume = 120 in. 

< = 9 in. 

^ = 60 deg 

Circumference of segment at a = 27r(129) * 3^ = 406 in. 
Circumference of segment at 6 = 27r(120) * = 377 in. 
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= 90 nine-inch equivalents in first ring 

406 - 377 29 xr , • 

-T-= -rrr = tt-;; = 58 No. 1 Keys in first ring 

4.5 — 4.0 0.5 

aai 129 X 2Tr% . 

_ -- - = 54 rings 


aai - bhi __ 129 X 2;t16 - 120 X 27rl4 135.2 - 125.9 

2.50 - 1.88 ~ 0.()2 “ 0.62 


9.3 

0.62 


= 15 No. 1 wedgo rings 


Total number of brick = 


2;rl29 X 17 


= 1,230 nine-inch equivalents in 


whole dome 

1,230 X 54 = 342 No. 1 wedges 
(1,230 - 242)^^^,o = 585 No. 1 keys 
1,230 - 880 = 303 straights 


Domes can be constructed with 43^2’i^- rings, which are sometimes fav¬ 
ored for movable structures like covers. The calculation can be carried 
out in the same way. As each ring in the dome is self-supporting, a com¬ 
plete form is not needed. 

Steelwork. The dome is particularly easy to brace because a simple 
tension band around the base will take care of the stresses completely. 
The section of this band can be easily computed from the formulas previ¬ 
ously given, allowing a factor of safety of at least 5 to take care of the ele¬ 
vated temperatures, corrosion, and scaling. 



a 

Fia. 418. Typical suspended-arch construction. Reintjes, each tile individually supported 
and removable, {Courtesy of Power Magazine.) 


BRICKWORK CONSTRUCTION 


733 


7. Suspended Arches. Firebrick Suspended Arches. Suspended arches 
consist of a type of construction where individual refractory units are held 
in place by a metal support tied to an overhead framework. In this type 
of arch, a single unit can be replaced without disturbing the whole crown. 



b 

Fig. 418. Detrick tile corrugated on all sides [)i event spalled refractory from falling into 
furnace. 



e 

Fig. 418. American arch, alternate rows of tile removable without disturbing channel 
suspension. 


A great many types of block are used for constructing these arches, some 
of the best known being shown in Figs. 418. This type of construction is 
useful for flat or special shaped roofs. It also allows an unlimited width. 
However, it cannot be insulated so completely as the sprung arch and is 
somewhat more costly. 

Some of the basic roofs in German open-hearth furnaces make use of a 
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combination sprung and suspended arch that seems to have some advan¬ 
tages for this purpose. 

Insulating-firebrick Suspended Arches, Insulating firebrick are particu¬ 
larly adapted to use in suspended arches because they are light in weight 
and thus peimit an inexpensive supporting framework. Two typical types 



d 

Fig. 418. Bigolow-Liptak, double suspensions increase refractory that can bo erodcsd. 



a 

Fig. 418. McLeod & Henry, each tile individually supported and removable. 


of suspended arch developed by the Babcock and Wilcox Company are 
shown in Fig. 419, where the brick units are threaded on light steel or alloy 
rods and supported on light steel hangers. Such a roof is comparatively 
inexpensive to set up and generally gives excellent service. Tliis type of 
construction is used a great deal in the larger heat-treating furnaces and 
oil stills because there is no limit to the span that can be obtained. It also 
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finds application in soaking pit covers where the light weight allows rapid 
action. 

In this type of roof, 9-in. straights can be used, which are easy to drill 
and assemble. The high insulating value of the insulating firebrick keeps 
the supporting steelwork comparatively cool. Usually the whole roof, 





Fig. 419. Arrangement of Babcock & Wilcox insulating firebrick for 9-in. flat suspended 
arches. {Courtesy of Babcock and WUc^ix Company,) 
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even when as large as 20 by 20 ft, is cemented together with air-set mortar 
into a monolithic structure with the only expansion joint around the edge. 
This joint should be sealed for gastightness. 

8. Brick Laying. It is needk^ss to say that good refractory construc¬ 
tion requires the services of an experienced furnace-brick mason. P^ven 
under these conditions, complete drawings should be prepared for anything 
except the simplest structures. Joints should be kept thin, which is possi¬ 
ble with modern refractories of uniform size. 

As to the cost of brick laying, it is hard to give any definite figure because 
of the variation in wages. In a general way, the cost of labor may be $75 
per thousand on small jobs, depending, of couise, on the amount of cutting. 
However, the brick contractor will have to add to the cost of labor, refrac¬ 
tories, and mortar items such as hauling materials and tools, insurance, and 
old-age pensions, as well as overhead and profit. On small jobs, $100 to 
$200 per thousand should be allowed for laying costs in addit ion to the cost 
of the refractories; but on large jobs lik(' an open-hearth furnace, $60 to $90 
might cover the laying costs. 

When ordering brick, a certain amount in addition to that estimated 
must be added for losses in cutting, broken bricks, etc. This is called 
‘‘overage'^ and amounts to from 2 to 5 per cent on large jobs to 10 or 15 
per cent on small ones. If there is much cutting, the overage must be 
increased. It also should be remembered that when bricks come in cartons, 
the number ordered must be an even multiple of the number in the carton, 
which may make it necessary to purchase more bricks than actually needed. 
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Table 156. Temperature-conversion Table 
(Dr, L. Waldo, in Meiallurgical and Chemical Engineering, March, 1910 ) 


c 

0 

10 

20 

30 

40 

50 

60 

70 

80 

90 




F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

-200 
-100 
- 0 

-328 
-148 
+ 32 

-346 
- 166 
+ 14 

-364 
-184 
- 4 

-382 
-202 
- 22 

-400 
-220 
- 40 

-418 
-238 
— 58 

-430 
-256 
- 76 

-454 
-274 
- 94 



-292 

-112 

-310 

-130 

0 

32 

50 

68 

86 

104 

122 

140 

158 

176 

194 

®C. 

®F. 

100 

212 

230 

248 

266 

284 

302 

320 

338 

356 

374 

1 

1.8 

200 

392 

410 

428 

446 

464 

482 

500 

518 

536 

554 

2 

3.6 

300 

572 

590 

608 

626 

644 

662 

680 

698 

716 

734 

3 

5.4 

400 

752 

770 

788 

806 

824 

842 

860 

878 

896 

914 

4 

7.2 

500 

932 

950 

968 

986 

1004 

1022 

1040 

1058 

1076 

1094 

5 

9.0 

600 

1112 

1130 

1 1148 

1166 

1184 

1202' 

1220 

1238 

1256 

1274 

6 

10.8 

700 

1292 

1310 

1328 

1346 

1364 

1382 

1400 

1418 

1436 

1454 

7 

12.6 

800 

1472 

1490 

1508 

1526 

lv544 

1562 

1580 

1598 

1616 

1634 

8 

14.4 

900 

1652 

1670 

1688 

1706 

1724 

1742 

1760 

1778 

1796 

1814 

9 

16.2 

1000 

1832 

1850 

1868 

1886 

1904 

1922 

1940 

1958 

1976 

1994 

10 

18.0 

1100 

2012 

2030 

2048 

2066 

2084 

2102 

2120 

2138 

2156 

2174 



1200 

2192 

2210 

2228 

2246 

2264 

2282 

2300 

2318 

2336 

2354 



1300 

2372 

2390 

2408 

2426 

2444 

2462 

2480 

2498 

2516 

2534 

®F. 

*C. 

1400 

2552 

2570 

2588 

2606 

2624 

2642 

2660 

2678 

2696 

2714 

1 

0.56 

1500 

2732 

2750 

2768 

2786 

2804 

2822 

2840 

2858 

2876 

2894 

2 

1.11 

1600 

2912 

2930 

2948 

2966 

2984 

3002 

3020 

3038 

3056 

3074 

3 

1.67 

1700 

3092 

3110 

3128 

3140 

3104 

3182 

3200 

3218 

3236 

3254 

4 

2.22 

1800 

3272 

3290 

3308 

3326 

3344 

3362 

3380 

3308 

3416 

3434 

5 

2.78 

1900 

3452 

3470 

3488 

3506 

3524 

3542 

3560 

3578 

3596 

3614 

6 

3.33 

2000 

3632 

3650 

3668 

3086 

3704 

3722 

3740 

3758 

3776 

3794 

7 

3.89 

2100 

3812 

3830 

3848 

3866 

3884 

' 3902 

3920 

3938 

3956 

3974 

8 

4.44 

2200 

3992 

4010 

4028 

4046 

4064 

4082 

4100 

4118 

4136 

4154 

9 

5.00 

2300 

4172 

4190 

4208 

4226 

4244 

4262 

4280 

4298 

4316 

4334 

10 

5.56 

2400 

4352 

4370 

4388 

4406 

4424 

4442 

4460 

4478 

4496 

4514 

11 

6.11 

2500 

4532 

4550 

4568 

4586 

4604 

4622 

4640 

4658 

4676 

4694 

12 

6.67 

2600 

4712 

4730 

4748 

4766 

4784 

4802 

4820 

4838 

4856 

4874 

13 

7.22 

2700 

4892 

4910 

4928 

4946 

4964 

4982 

5000 

5018 

5036 

5054 

14 

7.78 

2800 

5072 

5090 

5108 

5126 

5144 

5102 

5180 

5198 

5216 

5234 

15 

8.33 

2900 

5252 

5270 

5288 

5306 

5324 

5342 

5360 

5378 

5396 

5414 

16 

8.89 

3000 

5432 

5450 

5468 

5486 

5604 

5522 

5540 

5558 

5576 

5594 

17 

9.44 

3100 

5612 

5630 

5648 

5666 

5684 

5702 

6720 

6738 

5756 

5774 

18 

10.00 

3200 

5792 

5810 

5828 

5846 

5864 

5882 

5900 

5918 

5936 

5954 



8300 

5972 

5990 

6008 

6026 

6044 

6062 

6080 

6098 

6116 

6134 



8400 

6152 

6170 

6188 

6206 

6224 

6242 

6260 

6278 

6296 

6314 



8500 

6332 

6350 

6368 

6386 

6404 

6422 

6440 

6458 

6476 

6494 



8600 

6512 

6530 

6548 

6566 

6584 

6602 

6620 

6638 

6656 

6674 



3700 

6692 

6710 

6728 

6646 

6764 

6782 

6800 

6818 

6836 

6854 



3800 

6872 

6890 

6908 

6926 

6944 

6962 

6980 

6998 

7016 

7034 



8900 

7052 

7070 

7088 

7106 

7124 

7142 

7160 

7178 

7196 

7214 




Examples. 1347®C. « 2444®F. -|- 12.6*»F. - 2456.6°F.; 8367®F. * 1850®C. + 2.78®Oi 
- 1862.78^0. 


737 




738 


REFRACTORIES 


Tablk 157. Temperature Equivalents of Orton Pyrometrtc Cones 


Cone No. 

1 End point, iO^C. per hr. 

j End point, 150®C. per hr. 

°C. 

op 

°C. 

op 

022 

585 

1090 

605 

1120 

021 

595 

1100 

615 

1140 

020 

625 

1160 

650 

1200 

019 

630 

1170 

660 

1220 

, 018 

670 

1240 

720 

1330 

017 

720 

1330 

770 

1420 

016 

735 

1360 

795 

1460 

015 

770 

1420 

805 

1480 

014 

795 

1460 

830 

1530 

013 

825 

1520 

860 

1580 

012 

840 

1540 

875 

1610 

on 

875 

1610 

905 

1660 

010 

890 

1630 

895 

1640 

09 

930 

1710 

930 

1710 

08 

945 

1730 

950 

1740 

07 

975 

1790 

990 

1810 

06 

1005 

1840 

1015 

1860 

05 

1030 

1890 

1040 

1900 

04 

1050 

1920 

1060 

1940 

03 

1080 

1980 

1115 

2040 

02 

1095 

2000 

1125 

2060 

01 

1110 

2030 

1145 

2090 

1 

1125 

2060 

1160 

2120 

2 

1135 

2080 

1165 

2130 

3 

1145 

2090 

1 1170 

2140 

4 

1165 

2130 

1190 

2170 

5 

1180 

2160 

1205 

2200 

6 

1190 

2170 

1230 

2250 

7 

1210 

2210 

1250 

2280 

8 

1225 

2240 

1260 

2300 

9 

1250 

2280 

1285 

2350 

10 

1260 

2300 i 

1305 

2380 

11 

1285 

2350 

1325 

2420 

12 

1310 

2390 1 

1335 

2440 

13 

1350 

2460 i 

1350 

2460 

14 

1390 

2530 ! 

1400 

2560 

15 

1410 

2570 i 

1435 

2620 

16 

1450 

2640 

1466 

2670 

17 

1405 

1 2670 

1475 

2690 

18 

1485 

2710 

1490 

2710 

19 

1515 

2760 ! 

1520 

2770 

20 

1520 

2770 1 

1530 

2790 

23 



1580* 

2880* 

26 



1696 

2900 

27 



1605 

2920 

28 



1616 

2940 

29 



1640 

2980 

30 



1650 

3000 

31 



1680 

3060 

32 



1700 

3090 

33 



1745 

3170 

34 

1755 

3190 

1760 

3200 

35 

1775 

3230 

1785 

3250 

36 

1810 

3290 

1810 

3290 

37 

1830 

3330 

1820 

3310 

88 

1850 

3360 

1836 

3340 

39 

1865 

3390 



40 

1885 

3430 



41 

1970 

3580 



42 

2016 

3660 




•Cones 23 to 38 heated at lOO^C. per hr. 
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Table 158. Standabd Calibration Data for Chromel-alumel Couples 
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Table 159. Standard C’alibration Data for Chromel-alumel Couples 


E.m.f., 

millivolts 

Reference junction at 32°F. 

0 

10 

20 

30 

40 

50 


Temperature, °F. 

0 

32 

475 

905 

! 1329 

1772 

2250 

0.2 

41 

484 

913 

1338 

1781 

2260 

0.4 

50 

493 

922 

1 1346 

1790 

2270 

0.6 

59 

502 

930 

; 1355 

1799 

2280 

0.8 

68 

510 

939 

1 1363 

1808 

2290 

1.0 

77 

510 

947 

1372 

1818 

2300 

1.2 

86 

528 

956 

1380 

1827 

2310 

1.4 

95 

537 

964 

1389 

1836 

2320 

1.6 

104 

546 

973 

1398 

1845 

2331 

1.8 

113 

554 

981 

1407 

1855 

2341 

2.0 

121 

563 

990 

1415 

1864 

2351 

2.2 

1.30 

572 

998 

1424 

1873 

2362 

2.4 

139 

5 SO 

1006 

1433 

1882 

2372 

2.6 1 

147 

589 

1015 

1441 

1892 

2382 

2.8 

156 

598 

1023 

1450 

1901 

2393 

3.0 

165 

007 

1032 

I 1459 

1911 

2403 

3.2 

173 

615 

1040 

i 1467 

1920 

2413 

3.4 

182 

624 

1049 

1476 

1930 

2424 

3.6 

190 

632 

1057 

1485 

1939 

2434 

3.8 

199 

1 641 

1065 

1494 

1949 

2445 

4.0 

208 

650 

1074 

1503 

1958 

2455 

4.2 

217 

658 

1083 

1511 

1967 

2466 

4.4 

225 ' 

667 

1091 

1520 

1977 

2476 

4.6 

234 

675 

1099 

1529 

1986 

2487 

4.8 

243 , 

684 

1108 

1538 

1996 

2497 

5.0 

2r)i 

693 

1116 

1547 

2005 


5.2 

260 

701 

1125 

1555 

2015 


5.4 

269 

710 

1133 I 

1.564 

2024 


5.6 

278 

718 

1142 i 

1.573 

2034 


5.8 

287 

727 

1150 ! 

1582 

2044 


6.0 

296 

735 

1158 i 

1591 

2053 


6.2 

305 

744 

1167 

1600 

2063 


6.4 

314 

752 

1175 

1609 

2072 


6.6 

323 

760 

1184 

1618 

2082 


6.8 

332 

769 

1193 

1627 

2092 


7.0 

341 

778 

1201 i 

1636 

2101 


7.2 

350 

786 

1210 1 

1645 

2111 


7.4 

359 

795 

1218 

1654 

2121 


7.6 

368 

803 

1227 

1663 

2130 


7.8 

377 

812 

1235 

1672 

2140 


8.0 

386 

820 

1243 

1680 

2150 


8.2 

395 

829 

1252 

1689 

2160 


8.4 

404 

838 

1260 

1698 

2170 


8.6 

413 

846 

1269 

1708 

2180 


8.8 

422 

855 

1278 

1717 

2190 


9.0 

431 

863 

1286 

1726 

2200 


9.2 

440 

872 

1295 

1735 

2210 


9.4 

449 

880 

J303 

1744 

2220 


9.6 

457 

889 

1312 

1753 

2230 


9.8 

466 

897 

1320 

1762 

2240 


10.0 

475 

905 

1329 

1772 

2250 
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Table 160. Standard Calibration Data for Thermocouples prom 
Platinum and Platinum Alloyed with 10 Per Cent Rhodium 


E.m.f., 

microvolts 

0 

1,000 

2,000 

3,000 

4,000 

5,000 

6,000 

7,000 

8,000 

9,000 

Temperatures ®C. 

0 

0.0 

147.1 

265.4 

1 374.3 

478.1 

578.3 

075.3 

709.5 

1 

861.1 

950.4 

100 

17.8 

159.7 

276.6 

384.9 

488.3i 

588.1 

684.8 

778.8 

870.1 

969.2 

200 

34.5 

172.1 

287.7 

395.4 

498.4 

597.9 

694.3 

788.0 

879.1 

908.0 

300 

50.3 

184.3 

298.7 

405.9 

508.5 

607.7 

703.8 

797.2 

888.1 

976.7 

400 

65.4 

190.3 

309.7 

416.3 

518.6 

017.4 

713.3 

806.4 

897.1 

986.4 

600 

80.0 

208.1 

320.6 

426.7 

528.6 

627.1 

722.7 

815.6 

906.1 

994.1 

000 

94.1 

219.7 

331.6 

437.1 

638.6 

636.8 

732.1 

824.7 

915.0 

1002.8 

700 

107.8 

231.2 

342.3 

447.4 

648.6 

646.6 

741.5 

833.8 

923.9 

1011.5 

800 

121.2 

242.7 

353.0 

457.7 

658.5 

656.1 

750.9 

842.9 

932.8 

1020.1 

900 

134.3 

254.1 

363.7 

467.9 

568.4 

665.7S 

700.2 

852.0 

941.6 

1028.7 

1,000 

147.1 

205.4 

374.3 

478.1 

678.3 

675.3 

709.5 

801.1 

950.4 

1037.3 


E.m.f., 

microvolts 

10,000 

11,(KK) 

12,(K)0 

13,(K)0 

14,000 

15,000 

10,0(K) 

17,000 

18,000 

Temperatures ®C. 

0 

1037.3 

1122.2 

1205.9 

1289.3 

1372.4 

1454.8 

1537.5 

1620.9 

1704.3 

100 

1045.9 

1130.6 

1214.2 

1297.7 

1380.7 

1403.0 

1545.8 

1629.2 

1712.6 

200 

1054.4 

1139.0 

1222.0 

1306.0 

1389.0 

1471.2 

1554.1 

1637.6 

1721.0 

300 

1062.9 

1147.4 

1230.9 

1314.3 

1397.3 

1479.4 

1502.4 

1645.9 

1729.3 

400 

1071.4 

1155.8 

1239.3 

1322.6 

1405.6 

1487.7 

1570.8 

1054.3 

1737.7 

600 

1079.9 

1104.2 

1247.6 

1330.9 

1413.8 

1496.0 

1579.1 

1602.6 

1746.0 

600 

1088.4 

1172.6 

1255.9 

1339.2 

1422.0 

1504.3 

1587.5 

1670.9 

1754.3 

700 

1096.9 

1180.9 

1204.3 

1347.5 

1430.2 

1512.6 

1595.8 

1679.3 


800 

1105.4 

1189.2 

1272.6 

1355.8 

1438.4 

1520.9 

1604.2 

1687.6 


900 

1113.8 

1197.6 

1281.0 

1364.1 

1440.6 

1529.2 

1612.5 

1696.0 


1,000 

1122.2 

1205.9 

1289.3 

1 1372.4 

1454.81 

i 1 

1537.5 

1620.9 

1704.3 
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Table 161. Standard Calibration Data for Thermocouples from 
Platinum and Platinum Alloyed with 10 Per C’bnt Rhodium 


E.m.f., 
micro volts 

0 

1,000 

2,000 

3,000 

4,000 

5,000 

6,000 

7,000 

8,000 

9,000 

Temperatures °F, 

0 

32.0 

296.8 

609.7 

706.7 

892.6 

1072.9 

1247.6 

1417.1 

1682.0 

1742.7 

100 

42.0 

319.6 

529.9 

724.8 

910.9 

1090.6 

1264.6 

1433.8 

1698.2 

1768.6 

200 

94.1 

341.8 

649.9 

743.7 

929.1 

1108.2 

1281.7 

1450.4 

1614.4 

1774.4 

300 

122.5 

363.7 

569.7 

762.6 

947.3 

1125.9 

1298.8 

1467.0 

1630.6 

1790.1 

400 

149.7 

385.3 

589.6 

781.3 

966.6 

1143.3 

1316.9 

1483.6 

1046.8 

1805.7 

600 

176.0 

406.6 

609.1 

800.1 

983.5 

1160.8 

1332.9 

1500.1 

1663.0 

1821.4 

600 

201.4 

427.6 

628.7 

818.8 

1001.5 

1178.2 

1349.8 

1616.5 

1679.0 

1837.0 

700 

226.0 

448.2 

648.1 

837.3 

1019.5 

1195.7 

1366.7 

1532.8 

1694.8 

1852.7 

800 

250.2 

468.9 

607.4 

865.911037.3 

1213.0 

1383.6 

1549.2 

1711.0 

1868.2 

900 

273.7 

489.4 

686.7 

874.2 

1055.1 

1230.3 

1400.4 

1565.6 

1726.9 

1883.7 

1,000 

296.8 

609.7 

705.7 

892.0 

1072.9 

1247.5 

1417.1 

1582.0 

1742.7 

1899.1 


E.m.f., 

microvolts 

10,000 

11,000 

12,000 

13,000 

14,000 

16,000 

10,000 

17,000 

i 

j 18,000 

Temperatures ®F. 

0 

1899.1 

2052.0 

2202.6 

2362.7 

2502.3 

2650.6 

' 

2799.6 

2949.6 

3099.7 

100 

1914.6 

2067.1 

2217.6 

2367.9 

2517.3 

2665.4 

2814.4 

2964.6 

3114.7 

200 

1929.9 

2082.2 

2232.7 

2382.8 

2532.2 

2()80.2 

2829.4 

2979.7 

3129.8 

300 

1945.2 

2097.3 

2247.6 

2307.7 

2547.1 

2694.9 

2844.3 

2994.6 

3144.7 

400 

1960.5 

2112.4 

2262.7 

2412.7 

2562.1 

2709.9 

2859.4 

3009.7 

3159.9 

600 

1975.8 

2127.6 

2277.7 

2427.6 

2576.8 

2724.8 

2874.4 

3024.7 

3174.8 

600 

1991.1 

2142.5 

2292.6 

2442.6 

2591.6 

2739.7 

2889.6 

3039.6 

3189.7 

700 

2006.4 

2157.6 

2307.7 

2457.6 

2606.4 

2754.7 

2904.4 

3054.7 


800 

2021.7 

2172.6 

2322.7 

2472.4 

2621.1 

2769.6 

2919.6 

3069.7 


900 

2036.8 

2187.7 

2337.8 

2487.4 

2636.9 

2784.6 

2934.6 

3084.8 


1,000 

2052.0 

2202.6 

2362.7 

2502.3 

2650.6 

2799.6 

2949.6 

3099.7 

1 
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Table 162. Standard Calibration Data for Copper-constantan 

Thermocottple 


E.m.f., 

0 

1 1,000 

1 

2,000 

1 

3,000 

4,000 

6,000 

6,000 

t 

1 

7,000 1 

1 

8,000 

9,000 

microvoltB 




Temperatures °C. 




1 

0 

0.0 

! ! 

25.3 

! i 

49.2 ! 

i 

72.1 

94.1 

115.3 

135.9 

155.9 

175.5 

j 

104.6 

100 

2.6 

27.7 

61.5 

74.3 

96.2 

117.4 

137.9 

157.0 

177.4 

196.5 

200 1 

6.2 

30.2 

63.9 

76.5 

98.4 

119.5 

140.0 

159.9j 

179. 4i 

198.4 

300 ! 

7.7 

32.6 

50.2 

78.8 

100.5 

121.6 

142.0 

161.9 

181.3 

200.3 

400 

10.3 

35.0 

68.6 

81.0 

102.7 

123.6 

144.0 

163.8 

183.2 

202.2 

600 

12.8 

37.4 

60.8 

83.2 

104.8 

125.7 

146.0 

165.8 

185.1 

204.0 

600 

16.3 

39.8 

63.0 

85.4 

106.9 

127.7 

148. Oi 

167.7 

187.0 

1 206.9 

700 

17.8 

42.2 

65.3 

87.6 

109.0 

129.8 

150.0 

169.7 

188.0 

207.8 

800 

20.3 

44.6 

67.6 

89.7 

111.1 

131.8 

152.0 

171.6 

190.8 

209.8 

900 

22.8 

46.9 

69.8 

91.9 

113.2 

133.9 

154.0 

173.6 

192.7 

211.5 

1,000 

25.3 

49.2 

72.1 

i 

94.1 

115.3 

135.9 

155.9 

175.51 

194.6 

213.4 


E.m.f., 

“liicrovoltB 

10,000 

11,000 

! 

12,000 i 13,000 

1 

14,000 

15,000 

10,000 

17,000 

18,000 

Temperatures ®C. 

0 

213.4 

231.7 

249.8 

267.6 

285.1 

302.4 

319.5 

336.4 

363.1 

100 

216.2 

233.6 

251.6 

269.4 

286.9 

304.1 

321.2 

338.0 


200 

217.2 

236.4 

253.4 

271.1 

288.6 

305.9 

322.9 

339.7 


800 

218.9 

237.2 

265.2 

272.9 

290.3 

307.6 

324.6 

341.4 


400 

220.8 

239.0 

267.0 

274.6 

292.1 

309.3 

326.3 

343.1 


500 

222.6 

240.8 

258.7 

276.4 

293.8 

311.0 

327.9 

344.7 


600 

224.4 

242.6 

260.6 

278.2 

296.5 

312.7 

329.6 

346.4 


700 

226.3 

244.4 

262.3 

279.9 

297.3 

314.4 

331.3 

348.1 


800 

228.1 

246.2 

264.1 

281.6 

299.0 

316.1 

333.0 

349.7 


900 

229.9 

248.0 

266.8 

283.4 

300.7 

317.8 

334.7 

351.4 


1,000 

231.7 

249.8 

267.6 

1 

285.1 

_i 

302.4 

319.6 

330.4 

353.1 
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Table 163. Standard Calibration Data for Coppbr-constantan 

Thermocoitple 


E.m.f., 

microvolts 

0 

1,000 

2,000 

3,000 

4,000 

I 6,000 

6,000 

7,000 

8,000 

9,000 

Temperatures °F. 

0 

32.0 

77.5 

120.6 

161.7 

201.3 

239.6 

276.6 

312.7 

347.9 

382.3 

100 

36.7i 

81.9 

124.8 

165.7 

205.2 

243.3 

280.3 

314.6 

361.4 

385.7 

200 

41.4 

86.3 

128.9 

169.8 

209.1 

247.1 

283.9 

319.8 

364.8 

389.1 

300 

46.9 

90.6 

133.1 

173.9 

212.9 

260.8 

287.6 

323.3 

368.3 

392.5 

400 

60.6 

95.0 

137.2 

177.7 

216.8 

264.6 

291.2 

326.9 

361.8 

396.9 

500 

65.0 

99.3 

141.4 

181.7 

220.6 

268.2 

294.8 

330.4 

365.2 

399.3 

600 

69.6 

103.6 

145.5 

186.7 

224.4 

261.9 

298.4 

333.9 

368.6 

402.6 

700 

64.0 

107.9 

149.6 

189.6 

228.2 

265.6 

302.0 

337.4 

370.4 

406.0 

800 

68.5 

112.1 

153.6 

193.6 

232,0 

269.3 

305.6 

340.9 

376.6 

409.3 

900 

73.0 

116.3 

157.7 

197.4 

235.8 

273.0 

309.1 

344.4 

378.9 

412.7 

1,000 

77.5 

120.6 

161.7 

201.3 

239.6 

276.6 

312.7 

347.9 

382.3 

416.0 


E.m.f., 

microvolts 

10,000 

1 11,000 

1 

12,000 

13,000 

14,000 

15,000 

16,000 

j 17,000 

18,000 

19,000 

Temperatures ®P. 

0 

416.0 

449.1 

481.7 

513.7 

545.2 

676.4 

607.1 

637.4 

667.6 


100 

419.4 

452,4 

484.9 

516,8 

648.4 

679.4 

610.1 

640.6 



200 

423.0 

455.7 

488.1 

619.0 

551.5 

582.6 

613.2 

643.6 



300 

426.0 

459.0 

491.3 

523.2 

554,6 

685.6 

616.2 

646.5 



400 

429.3 

462.2 

494.5 

526.4 

657.7 

688.7 

619.3 

649.5 



600 

432,7 

465.5 

497.7 

629.6 

660.8 

691.8 

622.3 

662.6 



600 

436,0 

468.7 

600.9 

632.7 

564.0 

694.8 

626.4 

655.6 



700 

439.3 

472.0 

504.1 

535.8 

567.1 

597.9 

628.4 

658.6 



800 

442.6 

475.2 

507.3 

539.0 

570.2 

601.0 

631.4 

661.6 



900 

445.9 

478.4 

510.6 

542.1 

573.6 

604.0 

634.4 

664.6 



1,000 

449.1 

481.7 

613.7 

645.2 

576.4 

607.1 

637.4 

667.6 
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Table 164. Formulas Useful in Calculations 
Rectangle: 

Area = ah 






Triangle: 

Area = 


Regular Polygon: 


Sides 

Area 

5 

1.720 X S* 

6 

2 .598 X S> 

7 

3.634 X S» 

8 

4.828 X 

9 

6.182 X 

10 

7.694 X S* 

11 

9.366 X S« 

12 

11.196 X 

Circle: 



Circumference = ird — 27rr 

Diameter == 2r = - =2 \/-— 

T, 1. ci C ^ /area 
Z Ztt ^ tt 

Area = ^ = ,rr2 * 0.7854(i2 
4 

Length of chord, x = 2 \/a(d — a)^ 
Segment: 


2r(8in 




Height of arc above chord, a = r — y/f^ — {xJ2)^ 
Radius, when chord and height are known, r = 



Length of arc, Z = 2xr ggg 


180 


Sector: 


Area — 2 ^^ 


xr® 


9 

360 



Annulus {Circular Ring): 

Area *= x(r5 — r*) 

* x(r2 + ri)(r2 — fi) 

« 0.7854(di - dj) 
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Ellipse: 


Area =-^Dd = 0.78542)4 
4 


Perimeter (approx.) = 27r 





Skewhacks: 

To find a skew to fit a given arch: 

1. Find subtended angle $ 

2. Find sine and cosine of }^26 

3. // = thickness of arch X sin 

4. V = thickness of arch X cos ^ 2 ^ 

Slope of the skewback from the horizontal » 
90° - y 20 



Circle Brick: 


cT 


Radius of radial brick, r — 

(C - c) 

Number of radial brick to make a circle: 
_ TT X diameter of 

thickness of large end 


27rr 


Nunibt^r of straights to fill out a circle of given dia¬ 
meter using given number of radial brick: 

TT(given outside diameter) 

_ — (possible diam eter with radial brick) 

~ thickness of straight 


a 



Cylinder: 

Volume = irr^a 

- 0.7854 d^a 

Cylindrical surface area ^ tt da 
Total surface area = 27rr(r -p o) 


a 



Regular Triangular Prisms: 

Volume == }4hha 

Lateral surface area « (6 -p m -f- n)a 
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Pyramid: 

Volume 


area of base X a 


Lateral surface area = 


periiueter of base X t 


Cone: 

Volume = ^ 

- 0.2618 d^a 

Lateral surface arc^a = irra 


Frustum of Pyramid: 
Lateral surface area 


(P 4- p)s 
2 


Volume = I (6 + 4- y/Hh) 

where P = perimeter of lowi^r base 
p = perimeter of upper base 
B — area of lower base 
h = area of upper base 



Frustum of Cone: 

Volume = I (6 + 4 y/W)), or 

== ™ a(dl 4 d,d, 4 dl) 

Area of conic surface = ^ (rfi 4 <^ 2 ) 



Sphere: 

Area of surface 
Volume = 

“■ IT ' 


* 47rr2 * 7 rrf 2 = 12.566r» 

= 4.1888H 

0 . 5236^3 



Segment of Sphere: 

Area of spherical surface 


Volume « 



2irrft = ^ (rfs + 4ft») 






AUTHOR INDEX 


A 

Ackermann, H., 155 
and H. Knuth, 153 
Adams, C. B., 18 
Adams, G. F., 335, 343 
and J. R. Lait, 477 
Adams, W., Jr., 615 
A^to, C., 340 
and H. Alterthum, 340 
and K. Mckts, 340 
Alexander, J. 21, 22, 342 
Allen, V. T., 72 
Amberg, C. R., 339 
Amdur, I., 282 
.Vmelung, J, F., 17 

AmcTican Society for Testing Mattn-ials, 
150 

Anderson, C. T., 226 
Anderson, J. E., 300 

Anderson, R. H., D. C. Gunn, and A. L. 
Rob(Tt«, 256 

Andreasen, A. H. M., 155, 557, 558 
Andrews, M. R., 339 
Andrieux, L., 340 
Ao, T., 214 

Arthur, J. E., et al., 593, 594, 596 
Ashley, G. H., 68 
Aubert, A., 521 
Audley, J. A., 11, 466, 478 
AusUmal Laboratori(^s, Inc., 155 
Austin, J. B., 488, 496, 497, 558 
and R. H. H. Pierce, Jr., 508, 521 
Awbery, J. H., 521 

B 

Backhaus, K., 560 

Badger, E. H. M., W. Lewcock, and J. H. 

Wylde, 218 
Baeza, W. J., 224 
Bailey, E. G., 477, 630 


Baker, D. R., and D. P. Glick, 156 
Bales, 0. E., 92, 152, 213 
and A. R. Blackburn, 595 
and W. T. Christian, 258 
Balke, C. W., 336 
Ballentin, O., 256 
Banco, R., 11 
Banstm, H., 558 

Bar, A. L. S., and H. J. C. Tendeloo, 152 

Barber, E. A., 24 

Barberot, G., 173 

Baritel, A., 521 

Barker, M. E., 68 

Barlett, H. B., 218, 220 

Barn(‘s, M. H., 332, 333, 342 

Barratt, T., and R. M. Winter, 519 

Barrett, L. R., N. E. Dobbins, and A. T. 

Gn‘(‘n, 474 
Barrett, W. E., 174 
Bart ell, F. E., and H. J. Ostt^rhof, 152 
Barth, H., 258 

BarUsch, O., 397, 418. 451. 475-477, 559 
Basic Refractories, Inc., 219 
Baudewyns, J. 477 
Baumann, H. N., Jr., 257 
and J. P. Swentzel, 521 
Bazilevich, A. S., 337 
Beals, M. D., and S. Zerfoas, 218 
Bechmann, O., 73 
Becker, K., 325, 339-341, 495 
and H. Ewest, 340 
and R. Holbling, 339 
Beevers, C. A., and M. A. S. Roas, 45, 72 
Benner, R. C., and G. J. Easter, 225 
Bennett, D. G., 666 
Berg, S., 547, 558 
Berger, A. L., 666 
Berkelhamer, L. H., 73 
Bernal, J. D., 223 
Berns, M. H., 340 
Betts, A. G., 148, 155 
Bichowsky, F. R., and F. D. Rossini, 342 


749 



750 


REFRACTORTES 


Biggs, H. C., 418. 593 
Bigot, A., 149 
Bingham, E. C., 11, 149 
Birch, F., et al., 343 
and H. Clark. 522 
Birch, R. E., 153, 221, 338. 591 
and F. A. Harvey, 73 
Birks, L. S., and H. Friedman, 313, 337, 
558 

Bischof, C., 11 

Blears, J., and R. W. Hill, 270, 289 
Bleininger, A. V., 213 
and G. H. Brown, 417 
and M. R. Horniing, 151 
and C. A. Loomis, 68 
and E. T. Montgom(‘ry, 213 
and n. W. Ross, 149 
and H. G. Schurecht, 75, 213 
Bliss, L, G., 75 
Blood, H. A., 24 
Bloom, F. S., 258 
Bodin, V., 417 
Bole, G, A., 258 
Booth, C., and W. J. R(M's, 590 
Booth, J. C., 16, 23 
Booth, S. H., 615 
Boow, J., and G. A. Walker, 419 
Booze, M. C., 69, 215, 417, 420, 436, 450, 
495, 520, 591 
and F. C. Flint , 475 
and S. M. Phelps, 450 
Bosazza, V. L., 73 
Bosch, C., 316 
and A. Mittasch, 341 
Bosch, R., 336 
Bosler, L. C., 258 
Bosworth, R. C. L., 151 
Bottomley, A. E., 154 
Bowen, N. L., 398 
and 0. Anderson, 370 
and J. W. Greig, 315, 308, 399 
Bowers, J. A., 593 
Boyle, 279 

Boylston, H. M., 584 
Brace, P. H., 555, 559 
Bradley, R. S., W. D. Keller, and F. W. 
Schroeder, 73, 218 

Bradshaw, L., and W. Emery, 210, 211, 
225, 400, 555, 557 
Bragg, W. L,, 218 


Bragg, W. R., 12 
Brand. F., 153, 174 
Branner, G. C., 08 
Branner, J. C., 12 
Bray, J. L., 607 
Bray, R. H., 70 
Bremond, P., 418, 559 
Bressman, J. R., 419 
Brewer, L., 327, 331 
et al, 327, 332. 343 
Brewer, R. C., 158 
Bridgeman, 139 

Bridgeway, R. R., and B. L., Bailey, 199 
Brindley, G. W., and K. Robinson, 71 
Broughton, G., and C. S., Windebank, 152 
Brown, D. P., and R. Hess, Jr., 93 
Brown, E. S., 595 

Brown, G. H., and E. T. Montgomery, 213 
and G. A. Murray, 213 
Brown, G. P., 289 

A. Dinaido, G. K. C’lKoig, and T. K. 
Sherwood, 278, 289 
Brown, J., 399 

Brown, L., and L. (V)flin, 154 
Brownlie, D., 597 
Brownlow, J. M., 501 
Brownmiller, L. T., and R. H. Bogue, 399 
Brumell, H. P. H., 75 
Budnikov, P. P., 217, 218 
and S. A. Jicharewitsch, 630 
and B. J. Pines, 451 
Buell, W. C., 10, 572, 592 
Buerger, M. J., 198, 224 
Buie, B., and A. Btmedetti-Pichler, 557 
Bunting, E. N., 370-373, 391, 399 
Burdick, M. P., R. E. Moreland, and R. F. 

Geller, 410, 419 
Burger, H., 342 

Burgess, G. K., and H. LeChatelier, 12 

Burke, T. H., 593 

Burr, E. A., 73 

Burrows, H. ()., 614, 616 

Buss, E., 11 

Butler, W. A., 257 

C 

Calhoun, F. H. H., 68 
Cammerer, J. S., 620, 521 
Campbell, D. F., 616 



AUTHOR INDEX 


751 


Canneri, 341 

Cape, A. T., and K. B. Bowman, 221 
Carey, M. T., and F. B. Heacher, 591 
Carlson, E. T., 399 
Carruthers, J. L., 173 
Cartright, V., and S. M. Phelps, 397 
(^assagrande, A., 542, 558 
Cassan, H., and A. Jourdain, 150 
Casselrnan, E. J., 174 
("astell, H. C., S. Dilnot, and M. Warring¬ 
ton, 223 

Caven, T. M., 155 
Ceramic Products, 451 
Chadeyron, A. A., 220, 221 
and W. J. Bees, 218, 300 
Chapman, W. B., 258 
Charrin, V,, 72 
Chelikowsky, J. R., 30, 69 
C^hesters, J. PI„ 10, 398, 594, 596 

G. L. Clark, and K. C. I^yoii, 219 
and T. W. Howie, 597 

and T. R. Lynman, 144, 154 
and L. Lee, 155, 219, 592 
and T. R. Lynman, 220 
and R. J. Mclx^an, 596 
and C. W. Parmelee, 219, 221, 337, 488, 
496 

and W. J. Roes, 298, 418 
and W. Weyl, 173, 219 
Christman, H. M., 258 
Christy, R. F., 646 

Chudoba, K., and M. V. Stackelb(‘rg. 74 
Clark, F., 340 

Clark, G. L., and D. H. Reynolds, 195, 220 
Clark, H, N., 300 
Clark, O. H, 430, 452 
C^laussen, G. E., and J. W. Skehan, 312, 
336 

(3ews, F. H., F. Ball, and A. T, Green, 475 
L. R. Barrett, and A. T. Green, 474 

H. Booth, and A. T. Green, 301 
W, Ford, and A. T. Green, 418 
A. Green, and A. T. Green, 475 

and A. T. Green, 153, 299, 418, 475, 476, 
559 

W. Hugill, and A. T. Green, 475 
H. H, Macey, and A. T. Green, 404, 410, 
419 

H. M. Richardson, and A. T. Grtjen, 
299, 404, 410, 419, 475, 476 


Coale, C. H., 92 

Coffin, Thomas, 17 

Coffyn, J. E., and G. W. Scott, 151 

Coghill, W. H., and F. D. DeVanev, 93 

Cohn, G., 223 

Cohn, W., and A. E. MacGee, 210, 211, 
225 

Cohn, W. M., 14, 149, 150, 195, 196, 210, 
212, 213, 220, 225, 226, 288, 343, 400, 
495 

Colby, S. F, 74 
Cole, S. S., 217, 299, 399, 400 
and D. C. Lynn, 299 
Comber, A. W., 11 
Comeforo, J. E., 154 
ei aL, 177, 215 

Committee on Geological Surveys, 75 
Committee on Physical Chemistry of Ste(‘l 
Making, 593 

Compton, A. H., 507, 519 
Comstock, G. F., 220 
Conklin, J., and Ananias, 16 
Cook, G. H., 24 
Cooke, S. R. B., 558 

Cooper, W. G., W. L. Stafford, and G. A. 
Bole, 419 

Gorkin, D. H., 343 
Corning Glass Works, 155 
Correns, C. W., and W. Mehmel, 71 
Coss, H. T., 299 
and N. J. Kent , 300 
Coxe, 20 
Crary, A. P., 521 
Croatto, V., and A. Mayer, 338 
Cronshaw, H. B., 174 
Crook, W. J., 472 
Cross, A. H. B., 558 
and W. J. Rees, 219 
Cunliffe, J. A., and H. K. ('kmi, 630 
Curtis, C. E., 221, 313, 337 
Curtis, F. W., 289 

D 

Dahlstrom, B. P., 258 
Dale, A. J., 223, 417, 418, 472 
Dana, E. S., 11, 190, 217 
Dana, J. D., 75 
Danehower, F, B., 148, 155 
Davey, W. P., 337 



752 


REFRACTORIES 


David, L., 309, 336 

Davies, R. J., R. A. Green, and H. F. E. 

Donnelly, 70 
Davies, W., 73 
Davis, D. S., 519, 522 
Dawidowski, R., 593 
Dean, R. S., 92 
Dear, P. S., 475 
Debenham, W. S., 594 
et a/., 594 

DeLapparent, J., 72 
and E. Stempfel, 214 
Dennis, W. H., 615, 616 
Desch, C. H., 74, 222 
Desmond, J., 536 
Devillers, R. W., 682 
DeWitt, H., 256, 338, 666 
Diamond, G. S., 258 
Diepschlag, E., and K. F(‘ist, 473 
Dietz, K., 300 
Dietzel, 333 

Dodd, A. E., 218, 473, 474, 592, 593 
and A. T. Green, 74, 593 
Dodd, C. M,, 153 
and M. E, Holmes, 153 
Donoho, C. K., and J. T. MacKenzie, 478, 
592 

Dressier, P., 256, 257 

Ducatil, J. T., and J. H. Alexander, 23 

Duekham, A., 257 

Dudley, B., 289 

Duffield, F. L., 149, 156 

Dufty, N. F., 596 

Dukelski, M., 386, 387 

Dunn, E. J., Jr., 558 

Durand, M. A., 496 

Durvey, P., and F. Odell, 337 

Dusenberre, G. M., 522 

Dusing and Huniger, 341 

Dyer, W. S,, and A. R. Crozi(‘r, 69 

E 

Earhart, E. F., 559 

Easter, G. J., 225 

Eastman, E,, et at,, 342 

Eastman, E. D., 327 

Ebert, H., and C. Tingwaldt, 496 

Eckel, 676 

Edwards, A., 683 


Eitel, W., 12, 223 

H. O. Muller, and O. E. Radczweski, 71, 
177, 215 

Ekholm, L. G., and L. D. Hower, 594, 595 
Ellinger, F. H., 340 

Elliott, A. C., and R. J. Montgomery, 451 
Emery, W., 536 
Emory, L. T., 71, 72 

Endell, K., 28, 219, 420, 436, 450, 451, 472, 
496, 682 

and F. Angeleri, 451 
R. Fehling, and R. Kley, 459 
and R. Harr, 217 

U. Hofmann, and D. Wilm, 69, 150 
and E. Pfeiffer, 217, 495 
and W. Steger, 450, 495, 616 
and C. Wens, 477 
Endell, V. K., 592 
Erdmann, K., 155 
Eriesoii, R., 144, 154 
Eriksson, J. A., 143, 154 
Erway, N. D., and R. L. Seifert, 337 
Eskola, P., 369, 370, 398 
Ess, T. J., 591 
Eucken, A., 519, 520 
and H. Laube, 520 
Evans, G. S., 475 
Evans, R. C., 12 
Everhardt, J. L., et al., 343 
Everhart, J. 0., 93, 153, 156, 216, 494, 497 
Ewell, R. H., PI N. Bunting, and R. F. 

Gcller, 221 
Ewing, F. J., 72 
Eyres, N. R., et al., 522 

F 

Faber, L., 299 

F'ansteel Metallurgical Corporation, 289 
P^ansteel Products Company, Inc., 336 
Faraday, Michael, 264 
Farkus, A., and H. W. Melville, 289 
Farnsworth, W. M., and PH. R. Johnson, 
596 

Fay, M. A., 591 
Fayles, R. R., 595 
Fehling, R., 477, 630 
Fehse, W„ 288 
Fellows, J. A., 730, 736 
Felt, J. B., 16, 17, 23 



AUTHOR INDEX 


753 


Fenner, C. N., 368 
Fenton, C. W., 18 
Ferguson, J. B., 559 
Ferguson, R. F., 14, 472 
Fermi, E., 645, 653 

I<\^sHler, A. H., and W. J. MeCaught^y. 72 
and Schwartzwalder, 315, 316 
Fettke, C. R., and W. E. Stewart, 477 
Field, T. E., 225 
Fieldner, A. Cl, 258 
A. E. Hall, and A. L. Feild, 353, 397 
Fieman, E. M., 597 
Finzer, CJharles, 256 
Flshenden, M., and (). A. Saunders, 12 
Fix, F. A., 153 
Fl(‘isehmann, M., 340 
Flint, F. C., and A. R. Vayiw, 476 
Foex, F. T. M., and C. H. Blanedu'tais, 288 
Fondersmith, Cl R., 594 
Foord and Biehowsky, 341 
Foose, R. M., 69 

Foote, Fairchild, and Harrison, 397 
Forbes, C. R., 71 

P"ord, W. F., and W. J. Re<‘S(‘, 447, 452 

Foster, H. D., 142, 154 

Foster, L. S., 281, 282 

Foster, S. W. G., 666 

Fowle, 343 

France, W. A., 148, 155 
Frank, H. S., 594 
Franklin, F. F., 472 
Frear, Cl L., 596 
Freberg, A. K., 215 
Frederick, C. L., Jr, 73 
Frederick, R. E, and R. S. Spencer, 74 
Freeman, C. A, 591 
Freise, F. W., 630 
Frenkel, J, 398 
Freuiidlich, H, 150 
Friederich, E, 339 
and L. Sittig, 339 
Frohlich, K. W, 336 
Fromm, F, 496, 630 
Fulcher, G. S, and T. E. Field, 225 
Furnas, C. C, 258, 472 

G 

Gallagher, B. J, 257 
Gallup, J. L, 223 

Gambey, F., and G. Chaudron, 221 


Gamon, J. A, 72 
Gardner, W. E.. 223 
Gardner, W. T, 476 
Gareis. F, 153 
Garner, W. E, 223 
Garv(‘, T. W, 92, 174 
Gaudin, A. M, and R. T. Hukki, 547, 558 
Geller, R. F, 173, 289, 316, 338, 450, 488 
el al., 395 

and E. N. Bunting, 226, 481, 497 
and M. D. Burdick, 339 
and R. A. Heindle, 481, 495 
and H. Insley, 488, 496 
and W. L. Pcmdergast, 417 
and W. H. Wadleigh, 214 
and P. J. Yavorsky, 371, 400 

B. L. Stcdnman, and A. S. Cl’camer, 
339, 396, 497 

General Refraetori(*s Cl)mpany, 154 
Gibson, G., and R. Ward, 223 
Gilard, P., 450 
Giles, R. 11, 300 

Gillett, H. W., and E. L, Mack, 615 
Gilliland, E. R, 645 
and T. K. Sherwood, 160, 173 
Gladding, S. I)., 596 
Glebov, S. V., 597 
Glick, D. P., 156 
Glover, J., 21 

Goldschmidt, V. M., 196, 197, 221 

Gombert, J., 68 

Goodeve, C. F., 151 

Goodier, J. N., 730, 736 

Goodman, C., 653 

Goodlier, E. F., 215 

Goodrich, H. R., 427, 450 

Goodwin, H. M., and R. D. Mailey, 494 

Gorton, A. F., and W. H. Groves, 397 

Graaftui, 258 

Graham, R. P., and J. D, Sullivan, 35, 70, 
151 

Granger, A., 521 

Greaves-Walker, A. F., 11, 24, 71 
and Cl W. Owens, Jr., 496 
T. L. Hurst, and R. L. Stone, 72 
Green, A. T., 53, 210, 223-225, 519, 520 
and A. J. Dale, 460 
and H. Edwards, 420, 450, 519 
W. Hugill, and H. Ellerton, 593 
and L. S. Theobald, 223 



754 


REFRACTORIES 


Green, H., 557 

Greger, H. H., and J. J. Reimer, 291, 300 
Gregor, V., 594 
Gregory, J., 154 

Greig, J. W., 193, 218, 368-370, 391, 392, 
399 

Growe, J., 256 
Griffith, H. M., 575, 594 
Griffitlis, E., 12 
Grigsby, C. E., 473 
Grim, R. E., 69, 70 
and W. E. Bradl(‘y, 182, 215 
and J. S. Mackin, 93 
Grober, H., 519 

Grosse, W., and W. DinklcT, 226 
Groume-Grjimailo, 257 
Gniner, E., 28, 150 
Gruner, J. W., 70, 71 
Guntherschulze, A., and Keller, 341 
Gurney, H. P., and J. Lurie, 519 

H 

Hacks, K., and W. S. Sprow, 301 

Haddock, G. T., 301 

Hadlock, C„ 158 

Hagar, E., and L. W. Flood, 153 

Hagg, G., 341 

Hall, A, 22 

Hall, F. P., 149, 151, 494 
and H. Insley, 363, 400, 456 
Hall, H. P., 107 
Hall, J. L., 497 

Hamlin, B,, and Spenceley, 666 
Hancock, W. C., and J. G. Cowan, 557 
and W. E. King, 555, 557 
“Handbook of Chemistry and Physics, 
343, 400 

Hankison, L. E., 469 
Hansen, H., 592 

Hansen, W. C., and R. H. Bogue, 453 
and L. T. Brown miller, 399 
Hanson, H., 342 
Hanson, W. H., 616 
Harders, F., 75 
Harman, C. G., 151 
Harraeus, 300 
Harrassowitz, H., 71 
Harris, R. G., 536 
Harrison, H. C., 72, 218 


Harrison, W. N., D. G. Morse, and J. C. 

Richmond, 666 

Harrop, C. B., and H. S. Orth, 257 
Harter, 1., and A. M. Kohler, 223 
Hartford-Empire Company, 224 
Hartmann, F., 398, 459, 465, 472,474, 475, 

478 

Hartmann, M. L., 468, 473 

A. P. Sullivan, and D. PI Allen, 559 

O. B. Westmont, and S. F. Morgan, 
215 and C. E. Weinland, 520 
Harvey, P\ A., 69, 451, 495 
and R. E. Birch, 218-221, 299, 593 
and J. S. McDowell, 220 
Harwood, H., 18 
Haslam, R. T., 258 
Hastings, E. S., 73 

Hatch, T., and S. P. Choate, 541, 558 
Hauser, E. A., 12, 31 
and S. Hirshon, 152, 194 
and C. E. Reed, 150 
Havard, F. T., 10 
Hay man J. C., 300. 597 
Hayward, C. R., 608, 616 
Hc^aley, R., 666 
Heany, J. A., 336 

Hearing, R. H., and C. F. Tefft, 92 
Hedvall, J. A., 222, 223 

B. Lundin, and P\ Sanford, 151 
and G. Schilk^, 222 

Heilman, R. H., 501, 510, 511, 519, 521 
and R. S. Bradley, 521 
Heindl, R. A., 69, 451, 481, 487, 488, 496 
and A. J. Cooke, 595 
G. B. Masaengale, and L. G. Cossett^e, 
109, 152, 536, 682 
and L. E. Mong, 216, 494, 497 
and W. A. Pendergast, 69, 297, 299, 300, 
418, 451, 452, 496 
Heisenberg, W., 646 
Helser, P. D., 417 
Helz, A. W., 151 
Henderson, C. H., 153 
Hendricks, S. B., 28, 71 
and M. E. Jefferson, 71 
Henry, A. V., 555, 559 
Henry, E. C., 315, 325, 338, 339, 488, 497 
ei al, 340, 497 
and N. W. Taylor, 70 
Henzel, R. F., 342 



AUTHOR INDEX 


755 


Hepplewliite, J. W., 152 
Herold, P. G., and C. M. Dodd, 215 
Horsey, M. D., and E. W. Butzler, 519 
Heuer, R. P., 155, 614, 682 
and A. E. Fitzgerald, 155, 615 
Hevesy, G., 223 
Hewes, R., 16 
Hewitt, L. C., 477, 596 
Heyn, E., Bauer, and Wetzel, 210, 225 
Hibbott, H. W., and W. J. Rees, 474 
Hidnert, P., and W. T. Sweeney, 496 
Highriter, H. W., 336 
Hill, E. L., 398 
Hind, S. R., 150, 256-258 
and E. P. Degg, 150 
and R. S. Troop, 520 
and F. Wheeler, 173 
Hine, L., 18 
Hirsch, H., 417, 418 
and W. Dawihl, 70 
and M. Pulfrich, 495 
Hite, E. C., and G. Soler, 593, 596, 597 
Hodsman, H. J., and J. W. Cobb, 494 
Hudson, F., 68 

Hofinan, U., K. Endcll, and D. Wilm, 70 

Hohler, 355, 398 

Holland, A. J., 343 

Holler, F., 505, 508, 521 

Holmquist, P. F., 218 

Honeman, R. K., and E. L. Fonesea, 559 

Honeyman, P. D. I., 615 

Hood, H. P., 148, 155 

Hopkins, J. C., 300 

Hornak, J. N., 595 

Hot Pressing of Ceramic Materials, The, 
224 

Houldsworth, H. S,, 495 
and J. W. Cobb, 214, 494 
Hoiiwink, R., 150 
Howe, R. M., 472 
and R. F. Ferguson, 71 
and S. M. Phelps, 450 
. and R. F. Ferguson, 478 
Howe, W. L., and C. J. Hudson, 558 
Howie, T. W., 452 
and J. R. Lakin, 74 
and J. Mackenzie, 475 
Hubbard, D. W., and W. J. Rees, 466, 473 
Huffelmann, K., 258 
Hughes, A. C., 129, 163 


Hugill, H. R., 146 
Hugill, W., 73, 221, 222 
R. L. Ainsworth, and A. T. Green, 472 
H. Ellerton, and A. T. Green, 473, 474 
and A. T. Green, 74, 221, 472, 478, 693 
and W. J. Rees, 155, 156, 216, 217, 224 
Hull, W. A., 92 

Hummel, A. F., and E. C. Henry, 316, 325, 
338, 339 
Hunt, A. E., 24 
Hursh, R. K., 459, 473 
and C. E. Grigsby, 459, 472 
Hurst, J. E., 592 

Husain, T., and G. A, Bole, 144, 154 
Huseey, A. V., 300 
Hutchinson, A.. 299 
Hutt, G. M., 68 

Hyslop, J. F., 103, 150, 451, 452, 473 
and H. C. Biggs, 451, 473 
and A. McMurdo, 497 
and J. McNab, 418 
and H. P. Rooksby, 214 
J. Stewart, and N. Burns, 477 

1 

Iginio, V., 173 
Illgen, F., 418, 419 

Ingersoll, L. R., and O. J. Zobel, 429, 450, 
500, 519 

Insley, H., 463, 476 
and R. H. Ewell, 180, 214 
H. F. McMurchie, W. H. Parsons, and 
B. L. Steinman, 342 
Iron and Steel Institute, 478 
Isomatsu, R., 150 
Ivanov, B. V,, 615 
Iwase, K., and U. Nisioka, 399 

J 

Jackson, F. G., 216 

Jaeger, F. M., Bustav, and A. Wille, 93 
and E. Rosenbohm, 226 
Jaeschke, A., 476 
Jakob, M., 619, 520 
James, T., 22, 24 
Jander, W., 222, 223 
and K, Bunde, 223 
and W. Stamm, 222 



756 


REFRACTORIES 


Jarves, D., 18 

Jay, A. H., and L. Lee, 521 

Jeffery, 315 

Jellinek, M. H., and I. Fankuchen, 73 
Jennings, IT. W. K., 337 
Jillson, W. R., 58 
Jllgen, F., 224 

Johnson, A. L., and F. H. Norton, 1)8, 152 

Johnson, J. E., 10 

Johnson, P. D., 191), 266, 284, 304 

Jones, W. D., 75, 224 

Jordan, L,, 596 

A. A. Peterson, and \j. H, Phelps, 337 
Josi, S. E., and A. E. Hubbard, 257 
Jost, W., 223 
Jourdain, A., 557 

K 

Kai-Ching-Lii, 463, 476 
Kainarskii, 1. S., and V. A. Brom. 299 
Kalbaunder, 0., 68 

Kanim, R., M. Steinberg, and J. Wulff, 156 

Kanhausor, F., and U. Robitschek, 418 

Kanolt, C. W., 398 

Kanz, A„ 520, 559 

Kausch, O., 75 

Kay, H. N,, 75 

Kaye, G. W. C., and W. F, Higgens, 519 
Kearn, D. J., and D. R. Shoultz, 666 
Kedesdy, H., 219 
Keenan, J. H., and J. Kaye, 666 
Keith, W. P., and 0. Whittemore, Jr., 288 
Keler, E. K, 419 
and A. L Zakharov, 451 
Kellogg, H. H., 89, 93 
Kelly, H. W., 592 
Kelly, K. K., 289, 344 
Kenyon, H. C., 258 
Keppeler, G., 71, 398 
and H. Schmidt, 152 
Kerr, P. F., 28, 71 
Kerr, W. R., 451 
Kestner, P. J. F., 300 
Ketchum, P. W., A. E. R. Westman, and 
R. K. Hursh, 558 

Kidnert, P., and W. T. Sweeney, 495 
Kieffer, E., 495 
Kieffer, R., 666 
and W. Hotop, 224, 342, 666 


King, R. M., 555, 559 

Kinzie, C. J., and D. S. Hake, 75 

Kirby, I)., 312. 338 

Kirichenko, N., 592 

Kistler, S. S., 338, 666 

Kitto, W. C., 478 

Klar, H., 473 

Klesper, R., 591 

Kl(‘ver, E., 214 

Klinef(4t('r, T. A., and E. P. Rexfonl, 477 
Klyueharev, Ya., and S. A. Levenshteiii, 
156, 615 

Knapp, W. J., 522 
Knauft, R. W., 616 
Knibbs, N. V. S., 11 
Knot(‘, J. M., 300 
Kocatopcu, S. S., 615 
Koeppel, C., 10, 218 
Kohler, E., 69, 418 
Konarzewski, J., 536 
Kondo, S., and T. Yaniauchi, 218 
and H. Yoshida, 451, 452 
Konopicky, K., 219 
and H. Kassell, 219 
Koon, S. G., 592 
Koppers, H., 218 
Korn, A. H., 93 
Kornfeld, H., 520 
Kort, E., and A. Drashnikova, 592 
Koster, W., and W. Muihngtir, 340 
Kozu, S., and M. Masuda, 214 
Kracek, F. C., 370 

Kraner, H. M., 217, 225, 473, 560, 594, 595 
et al., 594 

Kratzert, J., and F. Kaempf(^ 560 
Kraus, L. P., Jr., 223 
Krause, H. F., and W. Weyle, 222 
Krause, O., and E. Jakel, 496 
and H. Wohm^r, 214 
Kreidl, N. J., 75, 337 
Kristler, S. S., 340 

Kukolev, G. V., A. T. Zelenskaya, and Z. 

P. Shalomeev, 154 
Kurtz, T. N., 24 
Kuzell, C. R., 301 

L 

Ladoo, R. B., 11, 343 
Laist, F., 600, 615 
Lake, W. O., 299 



AUTHOR INDEX 


757 


Lambie, J. M., and D. W. Ross, 205, 215 

Lamort, J., 592, 682 

Landolt-Bornstein, 343 

Lane, F., 92 

Lane, R. O., 203, 218 

Langraeber, W., 75 

Lapin, V. V., 592 

Larin, G. B., 152 

Larsen, E. S., 12 

and H. Berman, 190, 217 
Larson, B. M., and A. Grodner, 593 
Lasch, FI,, 225 
Laschtchenko, N., 210 
Lawton, G. C., 594 
Lax, E., and M. Schon, 399 
Le ("hatelier, H., 216 
and B. Bogitch, 398 
Lecher, ()., 473 
Leduc, R., 152 

Lehmann, H., and M. T. Schulze, 557 
Lennard-JoiK^s, J. E., and A. F. Devon¬ 
shire, 398 
Lepingle, M., 630 
Lesar, A. R., 494 

C. A. Krinbill, Jr., W. D. Keller, and 
R, S. Bradley, 497 
Letort, Y., 11, 615 
Levy, S. I., 11 
Libman, E. E., 172 
Lilly, A., 594 

Linde Air Products Company, 332 
Lindgren, R. A., 591 

Lindsay, D. C., and W, H. Wadkdgh, 174 
Link, A. E., 342 
Linton, R., 256 
Lipinski, F., 219 
Litinsky, L., 14, 299 
Litzow, J., 155, 224 
Lobaugh, F. E., 301 
Logan, W. N,, 68 
Long, B., 72, 418, 521 
Longchambon, L., 300 
and Liu-Ping-Kun, 419 
and J. Zajtman, 70 
lionguit, J., and H. Forestier, 223 
Loomis, G. A., 494, 682 
Lorenz, R., 69 
and Woolcock, 341 
Lovejoy, E., 11, 92, 174 
and H. E. Covan, 153 


Loveland, R. P., and A. P. H. Trivelli, 557 
Lovell, G. H. B., G. R. Rigby, and A. T. 

Gr(*en, 337 
Ludwig, 355, 398 
Imks, D. W., 75 
Lundin, H., 336 

Lux, E., W. H. Daniels, ’and E. Kuhn, 155 
Lynman, T. R., 256 
T. W. Howie, and J. H. Chesters, 474 
and W. J. Rees, 74, 220, 593 
Lyon, J. B., 258 

Lyons, S. C., and A. L. Johnson, 93 
M 

Maase, E., 520 
Mac Bride, W. B., 616 
McCaughey, W. J., and H. C. Lee, 593 
McCreight, D. O., 559 
McDougal, Fessler, and Schwartzwald(;r, 
315 

McDowell, J. S., 24, 70, 150, 367, 472, 592, 
597, 615, 736 

and L. L. Gill, 702, 703, 736 
and R. M. Howe, 24, 73, 494 
and H. S. Robertson, 14, 24, 74, 220 
McDowell, S. J., and H. C. Lee, 460, 477 
Mace, C. H., 611 
Macey, H. H., 166, 173, 174 
and F. H. Clews, 216 
and S. R. Hind, 174 
McGeary, F. M., 496 
MacGee, A. E., 211-213, 215, 226, 536 
McGrue, W. M., 300 
Machin, J. S., and O. L. Hanna, 478 
McIntyre, W. A., 476 
Mack, J. R., 300 
McKenna, P. M,, 340 
MacKenzie, J., 591 

McKinley, J. M., and W. K. Carter, 222, 
224 

and S. M. Phelps, 451 
and R. R. Robinson, 174 
McLain, W. R., 565, 591 
McMahon, J. F., 299 
Mac Michael, 100 

McMullen, C., A. A. Turner, and G. J. 
Easter, 472 

McMullen, J. C., 460, 477 
McNamara, E. P., and J. E. Comeforo, 154 



758 


REFRACTORIES 


McQueen, H. S., 72 
McSwiney, D. J., 466, 478 
McVay, T. N., 14, 214 
W. W. Galbreath, Jr., and D. Allen, 218 
and K. K. Hursh, 460, 477 
Magalis, B. W., 587, 596 
Magnesia Refractory, 219 
Magnesit-indiistrie, 219 
Makob, M., 519 

Malina, F. J., and M. Suinmerfield, 666 

Mamuikin, P. S., 451 

Mandell, A. J., 154 

Mann, W., 595 

Mansur, H. H., 257 

Man tell, C. L., 11 

Marbaker, E. E., 592 

Marden, J. W., and M. N. Rich, 13 

Marshall, C. E., 28, 70, 150 

Martin, G., ei aL, 541, 557 

Martin, J. L., 282 

Martin, R. H., 299, 473 

Matignon, C., 398 

Matveev, R., 399 

Matzen, H. B., and C. E. Parnieh^e, 174 

Mawhinney, M. H., 10 

Maynard, G. W., 24 

Mehrael, M., 70 

Meker, G., 520 

Melhase, J., 72 

Mellor, J. W., 12, 149, 173, 215, 216 
et al., 210 

and W. Emery, 417 
N. Sinclair, and P. S. Devereaux, 214 
Melnikov, F. I., 156 
Mendheim, A,, and E. Reutlinger, 256 
Menke, P. O., 478, 591 
Mercer, G, R., 595 
Merritt, G. E., 488, 495, 496 
Merritt, L. M., 256 
Messervey, J. P., 73 
Metallges, Akt.-Ges., 221 
^^Metals Handbook,^’ 343 
Metz, G. F., 87 
Meyer, H. C., 74 
Meyer, O., 341 
Meyers, G. and M., 21 
Miehr, W., et al., 418 
H. Iininke, and J. Kratzert, 214, 226, 
461, 495 

Miller, W. T. W., and R. J. Sarjant, 92 


Milomi, G., 68 
Mingle, J. G., 257 

Mitchell, J., and W. B. Mitchell, 397 
Mitchell, L., and E. C. Henry, 69 
Mitra, H. K., and A. Silverman, 466, 473 
Moldenke, R., 592 
Molock, G. T., 93 
Mong, L. E., 419 
Moore, B. J., 536 
Moore, C. E., 173, 214 
Moore, E. S., and T. G. Taylor, 73 
Moore, R., 336 
Morey, G. W., 224 
and N. L. Bowtni, 398 
and F. C. Kracek, 399 
Morgan, J. D., 75, 148, 155 
and R. E. Loew, 148, 156 
Morgan, W. R., and R. K. Hursh, 173 
W. J. Peskin, and S. J. Kronman, 299 
Moritz, W., 256 
Morse, R. S., 289 
Moser, A., 155, 300 
Motock, A. T., 55, 75 
Mott, W. R., 336 
Muller, G., 339 
Muller, R., 92 
Musgrave, J., 74 

N 

Nacken, 332, 333 

Nagai, S., and J. Katayama, 299 

Nagelschmidt, 28 

National Research Council, 343, 399 
Navias, L., 153, 209, 225, 338 
Nelson, J. B., and D. P. Riley, 497 
Nernst, 234, 263 

Nesbit, C. E., and M. L. Bell, 473 
Neumann, B., C. Kroger, and H. Haebler, 
341 

Neumann, F., 218 
New York Herald Tribune, 653 
Nicholas, I. A., 301 
Nicholls, P., 521 

Nix, F. C., and D. MacNair, 497 
Nolan, V. N., 595 
Nold, H. E., 92 
Noll, W., 71 

Northrup, E. F., 289, 566, 559, 696 
Norton, C. L., 162 



AUTHOR INDEX 


759 


Norton, C. L., Jr., 222, 253, 258, 504, 5^2 
and V. J. Duplin, 419 
and B. Hopper, 478 
Norton Company, 224, 344 
Norton, F. H., 14, 68, 71, 104, 151, 173, 
174, 215, 258, 300, 332, 337, 342, 418, 
419, 450, 472, 488, 495, 508, 520, 736 
and V. J. Duplin, Jr., 288 
and F. B. Hogdon, 214 
and A. L. Johason, 173 
and W. G. Lawrenct‘, 151 
and S. Spoil, 70, 541, 558 
Norton, J. L., 18 
Nutting, P. G., 150, 214, 215 

O 

Oberkauser, F., 341 
O’Brien, W. A., 73 
Ogden, E. P., 257 
O’Harra, B. M., 616 
Okaya, T., 225 

Oldright, G. L., and F, W. Sehroeder, 614 
Olenew, K. F., 257 
Oliver, H., 174, 521 
and K. M. Roberts, 216 
Ornundson, D. 1)., 256 
Orth, H. S., 258 

Orton, E., Jr., and J. F. Krelibiel, 397 
Osborn, E. F., 390 
Osborn, H. B., Jr., 289 
Ostroumov, 341 
Otstot, E. D., 92 

P 

Pannell, J. H., 54, 75 
Pardoe, H., 301 
Parmelee, C. W., 399 
and A. Ally, 496 

A. E. Badger, and G. A. Ballam, 211,221 
and A. E. R. Westman, 451 
and W. H. Pfeiffer, 680, 683 
Parsons, J. R., 154 
Parsons, W. H., and H. Insley, 477 
Partridge, J. H., 10, 682 
and G. F. Adams, 419 
and J. R. Lait, 313, 338 
Patch, N. K. B., 615 
Patrick, W. L., 615 
Patterson, W. E., 473 


Patton, T. C., and C. L. Norton, Jr., 504, 
508, 522 

Pauling, L., 12, 327, 342 
Payne, H. M., 72 
Pearson, T. S., 597 
Peek, A. B., 71 
Pendergast, W. L., 397 
and H. Insley, 476 
Penney, 683 
Perevalov, V. 1., 10, 11 
Perrott, G. St. J., and S. P. Kinru'y, 548, 
557 

Perry, J. H., 343 

Perry, J. S. C., and A. T. Prince, 156 

Peterson, W., 150 

Petit, D., 419 

Petraseheck, W., 75 

Petrie, Earl (\, and I). VV. Koeher, 299 

Pettersson, 11., 223 

Pevzner, R. L., 594 

Pfefferkorn, K., 149 

Phelps, S. M., 113, 152, 216, 397, 420. 436, 
450, 473, 495, 536 
and (’. G. Denney, 150 
S. M. Swain, and R. F. Ferguson, 451 
Philips, N. D., 343 
Phocmix, A. E., 257 
Pick, H., 682 
Pines, B. Y., 451 

Pinsker, Z. G., L. I. Tartarinova, and V. 
A. Novihova, 71 

Pirogov, A. A., and L. A. Tseitlin, 591 
Pirumov, G., 74 
Plankerhorn, W. J., et a/., 666 
Plotnikov, W. A., and E. M. Natansson, 
152 

Podsezus, E., 341 
Pohl, H., 217 
Pohl, W., 256 
Pole, et al., 488 

Pole, G. R., and W. Beinlich. Jr., 478 
and N. Gilbert, 221, 313, 315, 337, 497 
and D. G. Moore, 218, 297, 300, 478, 497 
and N. W. Taylor, 222 
Pollard, E., and W. L. Davidson, Jr., 653 
Poole, W. R., 75 
Potvin, R., 307, 337 
Powell, E. B., 629 
Powell, R. W., 521 
and R. H. Schofield, 508, 522 



760 


REFRACTORIES 


Prager, W., 151 

Preliminary Report of the Siib-eommittec 
on the Survey of Conditions in the 
Malleable Industry, 595 
Pniller, J., and V. Korber, 478 
Pressler, E. E., 215 

Preston, E. W., 420, 427, 450, 451, 559 
Price, G. W., 17 
Price, R., 595 

Priestley, J. E., anti W. J. Rt*(‘s, 596 
Produits r6fractairs el c6ranuqiies du nord, 
222 

Piikall, K., 474 
Pukall, W., 172 
Pulfrich, M., 683 
Putnam, J., 18 

R 

Raisch, E., 520 
Rait, J. R,, 337. 595 
Rampacck, C,, 73 

Rankin, G. A., and H. E. Merwin, 372, 
376, 391, 396 

and F. E. Wright, 369, 392, 398 
Rao, T. V. M., 72 
Rart, J. R., 74 
Rayner, H., 73 
Read, T. T., 558 

Rees, W. J., 72, 216, 476, 477, 495, 592 
and J. H. Chesters, 220 
and T. R. Lynam, 220 
Reich, H., 496 
Reid, W. T., 478 
Reinhard, A. E., 299, 594 
Remmey, G. B., 257, 397, 468, 478 
Repky, H., 520 

Reusch, H. J., and H. Von Wartenlxu-g, 
399 

Rhead, T. F. PI., and R, p]. Jefferson, 495 
Rice, W. E., 258 
and H. C. Harrison, 256 
and R. A. Sherman, 257 
Richards, E., 559 
Richards, G. G., 75 
Richardson, G. B,, 496 
Richardson, H. K., 152, 313, 338 
Richardson, H. M., F. H. Clews, L. R. 

Barrett, and A. T. Green, 468, 475 
Richardson, W. D., 256 


Richter, 354, 355 
RiddI(^ F. H., 218, 340, 536 
and A. B. Peck, 214, 224 
and R. Twells, 218 
Riddle, R. H., 72 
Ridgeway, R. R., 324, 340 
and B. L. Bailey, 224 
Rieke, R., and K. Blicke, 221 
and J. Gieth, 154, 174 
and W. Johne, 69 
and L. Mauve, 557 
and W. Pasch, 478 
and Pk Semback, 149 
Ries, H., 11, 20, 24, 30. 69, 75 
and W. S. Bailey, 68 
H. B. Kiimmel, and G. N. Knapp, 24 
and H. Leighton, 12 

Rigby, G. R., H. Booth, and A. T. Grtnui. 
474, 475, 591 
and A. T. Grt'tm, 497 
and G. H. B. Lovell, 337, 497 
H. M. Richardson, and F. Ball, 74. 219 
R. P. White,H. Booth, and A. T. Green, 
594 

Riley, D. P., 497 
Riley, H. L., 223 
Rinne, P\, 342 
Roberts, A. L., 70, 418 
and J. W. Cobb, 418, 419 
Robertson, H, S., 593 
Robiette, A. G., 615 
Robinson, J. R., 152 
Robinson, P. B., 558 
Robinson, S., 16, 23 
Robitschek J. 215 
and B. Helan, 682 
Robson, H. C., 615 
Robson, J. T., 174 
Rochow, W. F., 682, 683 
Roelfinke, F., 666 
Rogers, A. F., 190, 218 
Rogers, G. L., 495 
Rogers, Prof., 17, 20 
Rohde, W., 148, 156 
Roll, F., 592 
Roller, P. S., 103, 151 
and D. Rittenburg, 337 
and A. Gabriel, 338 
Rollfinke, F., 343 
Roos, C. K., 144, 154 



AUTHOR INDEX 


761 


Rose, C. I., 476 
Ross, C. 8., 28 
and P. F. Kerr, 70 
and F. V. Shannon, 70 
Ross, D. W., 68, 476, 494, 536 
Ross, L. P., 478 
Rossmann, W. F., 616 
Rowden, E., 258, 474 
and A. T. Green, 474 
Royer, G., 476 
Riieck(‘l, W. (k, 153, 683 
Ruff, ()., 340, 341 
and F. Eh(‘rt, 195, 219 

and W. Loerpahel, 393, 394 
and E. Stephan, 37<). 399 
and IT. Woitinek, 387 
and F. Eisner, 341 
and A. Rieheth, 152 
and VVunseh, 339 

Rupreeht, B. G., R. H. IT. I6(‘ree, and F. 

A. Harvey, 474 
Russ(‘ll, A., 20 
Russell, R., Jr., 93, 258 
and W. G. Mohr, 316, 339 
Russc‘11, R. N., 93, 336 
RybnikofT, W. A., and P. P. Alimova, 224 
Rynearson, G. A., and F. G. \A'(*lls, 74 
Rys(‘hk(‘witsch, E., 11. 86, 221, 288, 327, 
336, 338, 343, 399 

S 

St. John, H. M., 615 
Salmang, H., 10, 398, 418 
and A. Beckta', 149 
and H. Frank, 521 
and F. Gareis, 496 
and F. Gocith, 156 
and O. Hebestreit, 472 
and Heinz Brothers, 288 
and Holder, 355 
and J. Kind, 70 
and P. Nemitz, 219 
and A. Rittgen, 496 
and F. Schick, 478 
and K. Schnitzler, 219 
and B. Wentz, 217, 218 
Sanderson, L., 74 
Sandlund, S., 216 
Sargant, R. J., 520, 597 


Sato, 342 

Saiiermann, G., 399 
Sauffrignon, R., 75 
Saund<Ts, J. B., 497 
Sawycir, V. B., 342 
Schack, A., 521 

Schaefer, J., and F. Baumhaner, 473 
Schau(U’, T., 73 

Schleicher, H. S., and S. Kuf)in. 337 
S<‘hlotteror, G. K., and R. H. Youngman, 
155 

Sc hi liter, A., 520 
S(4nnidt, E., 519 
Schoenlaub, R. A., 301 
Schonert, K., 495 
Schrairi, E., and F. P. Hall, 152 
and l^k W. Scripture, Jr., 557 
S(‘hroeder, F. W., 225 
Schuen, W., 355, 398 
Schuhmann, R., Jr., 558 
Schulze, K., 519 
Schumacher, ii E., 399 
Schurecht, H. G., 472, (>82 
SchwartzwaldcT, K,. 148, 156 
Schwiersch, II., 214 
Scott, A., 478 

Scripture, E. W., Jr., and E. Schramm, 151 
Searle A. B., 10 12, 24, 75, 256, 591, 616, 
683 

Searson, T., 257 

Seil, G. E., 74, 130, 131, 156, 196, 220, 221, 
299, 338, 566, 575, 594 
et ill, 226, 253, 256, 419, 536 
Senfter, E., 597 
Shaaf, D., 42 
Shaler, A. J., 198, 224 
Sharratt, E., and M. Francis, 36, 70 
Shaw, C., and V. Mansden, 156 
Shaw, J. B., 68 
Shearer, H. K., 24 
Shearer, W. L., 151 
Sheerar, L. F., 417 
Shepard, C. U., 23 
Shepherd, C. B., 158 
Slierman, R. A., 630 
and E. Taylor, 477 
Sherwood, T. K, 158, 172, 173 
Shorter, A. J., 213, 226 
Siemens, 314 
and Halske, 256, 307 



762 


REFRACTORIES 


Sietirin, E., E. Carlsson, and B. Kjeligren, 
417 

Silika-und Schamotte-Fabriken Martin & 
Pagenstecher, 451 
Silverman, A., 332, 342 
et al.y 343 
Simin, W. N., 174 
Simon, A., and W. Vottor, 150 
Simpson, H. E., 226, 477 
Singer, F., 343, 496, 591, 593 
and F. Beken, 154 
and H, Thurnauer, 343 
Sjostrom, L, 597 
Skinner, K. G., 257 
Skola, V., 154 
Skorski, R., 338 
Slyh, J. A., 338 
Smirnov, N. N., 217 
Smith, C. A., 73, 213, 226 
Smith, C. T., and A. B. Griggs, 74 
Smith, R. Percival, and A. Me Kendrick, 
92 

Smith, R. W., 68, 72 
Smith, W. O., et aL, 156 
Smithells, 336 

Smithsonian Physical Tables, 289 
Smythe, H. E., 653 
Snow, R. B., 594, 595 
Soci4t4 anonyme des hauts-fourneaux de 
la Chiers, 219 

Soci^t^ anonyme des manufactures des 
glazes et produits chimiques de St. 
Gobtain, Chauny, et Cirey, 220 
Soler, G., 596 
Solon, M. L., 13 
Sonntag, C. H., 682 
Sortwell, H. H., 215, 535, 536 
Sosman, R. B., 12, 73, 188, 189, 217, 332, 
342, 472, 485, 593, 594 
Spargo, J., 24 
Spence, H. S., 75 
Spencer, G. L., Jr., 616 
Springer, J., 544 
Stacey, A. E., Jr., 172 
and H, B. Matzen, 174 
Stalhane, J. B., and V. Anderson, 596 
Stansfield, A., D. L. MacLeod, and J. W. 

McMahon, 559 
Stavrolakis, J. A., 419 


Stayman, T. H., 591 

Stedman, G. E., 74, 93 

Steger, W., 257, 258, 338, 450, 495-497 

Steigel, B., 17 

Steinhoff, E., 217 

Stettiner, C., 155 

Stevens, D. K., and R. E. Birch, 216 

Stevens, D. W., 617 

Stockbargc^r, D. C., 332, 342 

Stoecker, J., and A. Rein, 591 

Stone, R. H., 75 

Stone, R. L., 74, 154, 221 

Stott, V. M., 152 

Stout, W., 20, 24, 69 

Stover, E. C., 156 

Straight, H. R., 92 

Strelets, V. M., and V. V. Radin, 156 

Stromberg, B. W., 473 

Strong, J., 273, 289 

Stuckey, J. L., 68 

Stull, R. T., and P. V. Johnson, 103, 151 
Stumbke, H., 258 
Stumer, G., 68 
Sullivan, H. M., 275, 289 
Sullivan, J. D., 224, 592, 597 
Swain, S. M., and 8. M. Phelps, 155 
Swallow, H. T. S., 408, 418, 419 
Swanger, W. H., and F. R, Caldwell, 312, 
313, 338, 536 
Swentzcl, J. P., 343 
Swinden, T., and J. H. C'hesters, 592 
Sykes, C., 289 
Sykes, W. P., 340 
Sylvany, R., 257 

T 

Tabakov, Z. Ya., V, V. Belovodskii, and 
G. Tazitdinov, 592 
Tadokoro, Y., 210, 225, 418, 519, 520 
Talwalkar, T. W., and C. W. Parmelee, 
149 

Tammann, G., 197, 222 
and W. Oelsen, 222 
Tanaka, Y., 223 

Tasitdinov, G., and A. Schavorostov, 592 
Taubin, G. B., and B. E. Pindrik, 72 
Taylor, N. W., 197, 222 
and F. J, Williams, 222 
Taylor, W. A., 161 



AUTHOR INDEX 


763 


Taylor, W. H., 72 

Tereshtchcnko, O. V., and S. 1. Perkal, 
630 

Terzaghi, C., 149 
Testut, R., 340 
Theiss, L. E., 339 

Theobald, L. S., and A. T. (bivn, 216 
Thilenius, R., and PI. Holr^nmnn, 496 
Thoenen, J. R., 73, 92 
and E. F. Burch ard, 72 
Thomas, J. R., 21, 22 
Thomas, R., 21 

Thompson, C. L., and p]. P. Rexford, 477, 
682 

Thompson, P', S., and H. L. Vormelker, 
536 

Thompson, J. A., and M. W. Mallet, 314, 
338 

Thompson, M. deK., 344 

Thornherry, M. H., 68 

Thorne, P. C. L., and E. R. Roberts, 343 

Thornley, P. C., and W. H. Taylor, 72 

Thorpe, G., 599 

Thuret, A., 226 

Thurnauer, H., 496 

Titanium Alloy Manufacturing Company, 
220, 400 

Titorchook, W. H., 282 
TomkeiefT, S. L, 72, 75 
Towers, H. R., 410, 419 
Travers and DeGoloubinoff, 217 
Traxler, R. N., H. PL Schweyer, and L. R. 
Moffatt, 152 

Tredennick, W. T., J. F. Kelley, and R. C. 
Burt, 497 

Treischel, C, C., and E. W. Emrich, 154 
Tribault, N. W., and H. L. Nyquist, 343 
Trinks, W., 10, 258, 500, 519, 536 
Troop, R, S., and F. Wheeler, 174 
Trostel, L. J., 215, 221, 597 
Tscheischwili, L., W. Bussem, and W. 

Weyl, 215 
Tschirky, L., 683 
Tupper, O. M., 92 
Turner, D., 339 
and W. E. S. Turner, 475 
Turner, W. E. S., 466, 476 
and J. T. Howarth, 222 
and W. Maskill, 222 


U 

Uhrmann, C. J., and S. M. Slater, 477 
Uneno, Z., 216 

IT. S. Federal Specifications, 299 
United States Metals Refining Company, 
155 

V 

Vachuska, E. J., and G. A. Bole, 72 
Van Arkel, 341 

and Bruijncs, 341 
Van Horn, H. T., 154 
Van Nieurvenburg, C. J., and H. J. Zijlstra, 
217 

Van Niemwenburg, C. J., and Wa. Schou- 
tens, 558 

Van Praagh, G., 342 

Van Schoick, E. H., 122, 153, 536 

Varian, J. P., 616 

Vaughan, J. T., and J. W. Williamson, 267, 
285, 289 

Veitscher Magnesitwerke, A.' -G., 219 
Vernadsky, W., 214 
Vicart, 103 

Vickers, A. E. J., 216, 400 
and R. A. Bell, 473 
and L. S. Theobald, 354, 400 
Vinther, E. H., and M. L. Lasson, 70 
Von Baranoff, A., 149 
Von Gronow, H. E., and H. E. Schwiete, 
214 

Von Wartenberg, H., 377 
and K. Eckhardt, 375, 384, 389 
and W. Gurr, 388, 389, 399 
H. Luide, and R. Jung, 399 
and E. Prophet, 381-384, 399 
and H. J. Reusch, 373-375, 380, 399 
and E. Saran, 378, 379, 385, 399 
Vosburgh, F. J., 591 

W 

Waddams, A. L., 502, 522 
Wadell, H., 541, 558 
Waggaman, W. H., and E. A. Gee, 336 
Wagner, C., 223 
and W. Schottky, 222 



764 


REFRACTORIES 


Wagner, L. A., 558 
Wainer, E., 337-339 
Waldo, L., 737 
Walker, J., 224, 683 
Walker, N. U,, 20 
Walter, G. W., 256 
Walton, S. F., 468, 474 
War Metallurgy Commission, 336 
Warren, B. E., 70 
Washburn, E. W, 12, 477 
and E. E. Libman, 398 
Washken, E., 198, 224 
Watson, J. B., 20 
Weak, E. H., 596 
Webb, H. W., 152 
W('ber, R., 92 
Weigel, O., 211, 225 
Weigel, W. M., 68 
W('ightman, H. E., 299 
Weil, R., 216 
Weinland, C. E., 521 
Weis, J. H., 89, 92 
Weiss, K., and R Roller, 595 
Weissmann, L., 616 
West, F., 258 

Westgren, A., and G. Phragjnen, 339 
Westman, A. E. R., 146, 153, 155, 163, 
164, 173, 215, 496 
and H. R. Hugill, 154 
and W. H. Pfeiffer, 156, 557 
Westman, H. E. R, 106, 150 
Wheeler, E. S., and A. H. Kueehler, 215 
White, H. E., 73, 298, 299, 497, 498, 521, 
560 

and R. M. Shremp, 75, 336, 488, 497 
and C. B, Sawyer, 336 
and S. F. W^alton, 155 
White, J., 478 
White, W. P., 211, 225 
Whitewell, B. E., 257 
Whitlateh, G. L., 151 
W^hittaker, H., 37, 70, 151, 173 
Whittemore, J. W.. and F. W. Bull, 150 
Whittemore, 0. J., Jr., 419, 508, 522 
Wickersliam, F, A., 558 
Widermann, R. V., 418 
Wietzel, R., 210, 211, 225 
Wilde, W. T., and W. J. Rees, 397 


Wilkes, G. B., 209, 210, 226, 459, 501, 508, 
521 

Willetts, P. G., 215, 224 
W^illiamson, W. ()., 151 
Wilson, D. L., 154 
Wilson, E. O., 107, 150 
W'ilson, G. V., 463, 476. 177 
W^ilsoii, IT., 11, 38, 69. 398, 417 
and K. G. Skinner, 174 
Wilson. L. M., 475 

Wilson, S. T., A. 1). Holdcroft, and J. W. 
M(41or, 225 

W^inchell, A. N., 12. 73 

Winchell, N. H.. and A. N. W^inehell, 12 

Windeeker, R. E., 93 

W5nkelmanii, A., and O. Schott, 432, 450 

Winkler, H. G. F., 150 

W^is(‘ly, H. R., and H. H. Gobler, 316, 339 

Wishevsky, A., 520 

Witchey, R. H., 595 

Woloschtschuk, N. N., and A. C'. Gelfgot, 
340 

Wteod, A. R., 222 

Wood, J. F. L., H. S. Houldsworth, and .1. 

W. (k^bb, 217, 495 
Wood, W. P., and J. M. Cork, 12 
Woodhouse, W., W. Hugill, and A T. 

Green, 591 
Work, L. T., 558 

W^right, J. W., and D. H. FuWvv, 151 
Wulff, J., 224, 340, 342 
Wyld, J. H., 666 
Wysor, D. C., 71 

Y 

Yamaguchi, Y., et a/., 214 
Yarham, E. R., 336 

Z 

Zachariasen, 330 
Zapffe, C. A., 226 
Zerfoss, and Davis, 465 
Zhdanov, V., 398 
Zhirnova, N. A., 382 
Zilberfarb, L., 595 
Zvanut, F. J., 69 
and L. J. Wood, 215 



SUBJECT INDEX 
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Abrasion, 555 
in blast furnace, 556 
Abrasion resistance, 554 
Abstracts, bibliography of, 14 
Abundance, relative, of refractory forming 
elements, 54 

Accessory minerals in clay, 36 

Adsorl)ed ions, 29 

Adsorbed watiT, 178 

Aftershrinkage (see Shrinkage, reheat) 

Air-cooled walls for boiler furnaces, 618 

Air furnace for malleable iron, 580 

Air hammer for ramming shapes, 126, 140 

Air locks for tuniud kilns, 250 

Air preheaters, 254 

Air ramming of shai)os, 128 

Air separators, 84 

Air-water-clay system, 150 

Airplane, rocket powered, 659 

Akron, 21, 22 

Alamogordo, 646 

Alkali vaj>or8, effec^t of, on refractories, 465 
Allophane, 31, 32, 39, 40, 60 
analysis of, 39 
Allotropic change, 484 
cr-alumina, 44 
/3-alumina, 56 
7 -alumina, 45 
Alumina, forms of, 44 
properties of, 201, 318, 356, 488 
sintered, 304 
for tank blocks, 674 

Aluminates, equilibrium diagrams of, 364 
melting point of, 358 
Aluminum, formate, 148 
manufacture of, 614 
Amanda furnace, 22 
Amboy, 18 
Anauxite, 32 

Anchor bolts, for walls, 694 


Andalusite, 43 
firing properties of, 204 
thin section of, 46 
Annulus, properties of, 745 
Anorthite, 462, 488 
Apparatus, differential thermal, 33, 34 
for measuring drying shrinkage, 161 
for measuring particle size, 542 
for measuring viscosity of slips, 101 
for measuring workability of clay, 102 
Arc^h, bonded, 705 
bung, 709 
catenary, 700 
circular, data on, 700 
expansion joints for, 712 
forms for, 729 
jack, 707 
perforated, 712 
relieving, 707 
ribbed, 707 
ring, 706 
spans for, 702 
8{)ccial, 706 
sprung, 698 
steelwork for, 703 
stresses in, 698 
sus^Kinded, 733 
thickness of, 702 

Arch brick, table of, 523, 524, 718 
Area mean, 548 
Argonne, 646 

Arsenic, effect of, on refractories, 466 
Asbestos, structure of, 631 
Asbestos rope, 690 
Ashland, 22 
Atom, structure of, 631 
Atomic nucleus, 631, 632 
Auger, 123 
capacity of, 128 
deairing, 124 

Autoclave, for growing crystals, 333 
Axial compressor, 655 
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B 

Baddeleyite, 55, 60 
Baffle, boiler, 623 
Ball clay, 40, 42 
chemical analysis of, 42 
particle size of, 37 
Ball mills, 84 
capacity of, 87 
Baltimore, 20 

Barium oxide, 318, 356, 651 
Barn, 637 

Base-Exchange capacity, 36 
Bases, exchangeable, 35 
Bauxite, 43 

production of, 59 
Bauxite deposits, Arkansas, 23 
Bauxitic clay, definition of, 27 
Beidellite, 32 
Bellport furnace, 22 
Bennington, 18 
Beryl, 55, 60, 333, 488 
Beryllia, 55, 307, 488, 651, 652 
analysis of, 307 
firing procedures for, 311 
forming procedures for, 309 
health hazard of, 312 
properties of, 201, 307, 312, 318, 356 
Beryllium, 640 

Beryllium carbide, 201, 322, 651, 652 
Beryllium nitride, 201, 326, 327, 651 
Beryllium sulphide, 328 
Bessemer converter, 584 
Bibliographies, list of, 13 
Bikini, 646 

Billet-heating furnace, 589 
Binders, inorganic, 135 
Black liquor, 629 
Black-liquor furnace, 629 
Blast furnace, iron, 563 
lead, 610 

service conditions in, 566 
type of refractories used in, 565 
Bloating, 205 
Blow pipe, 260 
Blunging, 112 
Boiler furnace, cyclone, 626 
development of, 617 
marine, 628 
oil fired, 628 


Boiler furnace, powdered-coal-fired, 624 
spreader-stoker-fired, 627 
walls for, 617 
waste heat, 629 
Boiling point, 306, 318, 322 
Bolivar, 21 

Bonding, of arch, 706 
chemical, 148 

composite walls, method of, 691 
melting point of, 359 
of walls, 687, 690 
Bonds, 331 
Books, list of, 10 
Boron, 356, 648, 649 
Boron carbide, 201, 322, 324, 649 
Boron nitride, 321, 326, 649 
Bosh, 564, 567 
Boston, 17 
Braintree, 16 
Brass, melting of, 603 
Brass-melting furnace, 606 
Brick, chrome, 196, 572 
chrome-magnesite, 196, 574 
forsterite, 196 
fracture of, 426 

handmade, flow diagram of, 113 
high-alumina, 193 
laying, cost of, 736 
magnesite, 193 
molding of, 94 

soft-mud, flow diagram of, 113 
stifT-mud, flow diagram of, 122 
structure, effect of spalling on, 444 
Brickwork constru(*tion, 684 
estimation of, for domes, 730 
for sprung arch, 726 
Bright annealing furnace, 590 
Brucite, 31 

Bul)ble structure, 144 
Buckstay, 704, 705 
Bulkheads, open-hearth furnace, 572 
Bulldozer, 76 

Bung arch, brick shapes for, 526 
Bungs, 529 
Burley clay, 27 
Burner, air-atomizing oil, 230 
gas, 232, 259, 260 
mechanical atomizing, 229 
oil, installation of, 231 
steam-atomizing oil, 230 
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Burner, tiles, 528 

Burning temperature, effect of, on spalling, 
445 

By-product coke ovens, 070, 678 
C 

Calcium oxide, 318, 331, 350, 051 
Calorimeter, 504 
Canon City, 22 
Car speed, in tunnel kilns, 251 
Carbides, 317 
forming of, 324 
melting point of, 359 
properties of, 322 
Carbon, 051, (>52 

Carbon blocks, in blast furnace, 190 
Carbon monoxide, action of, on refractor¬ 
ies, 400 

(Carbon tube resistance furnace, 203 
Carburetor, water gas, 079 
(^ast glass tank blocks, 674 
Cast refractories, 207, 021 
Casting, drain, 111 
of glass pots, 109 
of grog, 109 
methods of, 112 
slip, properties of, 107 
solid. 111 

Casting process, 107 
Catenary, 700, 701 
Celsian, 488 

Centrifuge, long-arm, 542 
Ceria, 318, 356, 364, 365, 488 
Cerium carbide, 322 
Cerium nitride, 326 
Cerium sulphide, 330 
Cerium sulphide reaction, 634 
Chalk River, 646 
Chamber, hydrostatic, 138 
Chamber kilns, 243 
Checker brick, size of, 525 
Checker chambers, open-hearth steel fur¬ 
nace, 575 

Checkerwork, in tunnel kilns, 232, 249 
Chemical bonding, 148 
Chemical methods of ore treatment, 89 
Chemically bonded refractories, 148 
China clay, 39 

Chlorine, attack of, on refractories, 468 


Chrome bricks, size of, 524 
Chrome ore, chemical analysis of, 54 
Chrome oxide, 314 
Chrome plastics, 294 
Chrome refractories, early history of, 22 
Chromite, 52, 61, 195, 488 
production of, 59 
thin sciction of, 53 
Chromium oxide, 318, 350, 488 
Chrysobery], 201 
Circle, properties of, 745 
Circle brick, 097 
sizes of, 525 
table of, 725 

Circular arch, characteristics of, 098 
Clay, ball (see Ball clay) 
burley, 27 
classification of, 30 
crucibles in, sizes of, 533 
definition of, 27 
diaspore, 27 
fire, 27, 41 
firing of, 175 
flint, 27 

high-alumina, 43 
analj'sis of, 44 
laboratory production of, 29 
nature of, 28 
origin of, 29 
particle size of, 37 
physical properties of, 37 
plasticity of, 37 
porosity of, 176, 183 
residual, 29 

shrinkage of, 38, 176, 183 
slip, 95 

storage system, 90 
transported, 29 
workability of, 104 

Clay impurities, effect of heat on, 180 
Clay minerals, 28, 30, 33 
Clay refractories, production of, 4 
Clay-water system, 95, 100, 106 
Coal, 56 

Coal-ash slag, 462 
Cobalt, 648 
Cobalt oxide, 649 

Coefficient of thermal expansion (see Ther¬ 
mal expansion) 

Coke, 56 
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Coke-oven refractories, 52G, 677 
Coking process, 678 

Colorado, early firebrick manufacturing 
in, 22 

Coluinbium, 356, 651 
Columbium carbide, 322, 651 
Columbium nitride, 326, 651 
Columbium ore, 57, 318 
Columbium oxide, 357, 651 
Combustion chambers, 660 
Combustion gas, properties of, 234 
Combustion zone, 246 
Components of a system, 362 
Composite walls, (>91 
Compression test, 553 
Computation of heat flow, in compound 
wall, 512 
in cylinders, 513 
in simple wall, 510 
Concretes, refractory, 297 
Condenser in zinc manufacture, 607 
Conduction, heat, 500 
Conductivity (see Th('rnial conductivity) 
Cone, fusion point, 351 
properties of, 747 
pyrometric, table of, 738 
test, 350 
Connellsville, 22 

Constant-rate period of drying, 157 
Control, chemical, of raw materials, 89 
Control rods, 649 
Convection, heat, 501 
Conversion factors, heat units, 499 
Converters, copper, 601 
Cooling zone, tunnel kiln, 243 
Copper, alloys of, 603 
anode refining furnace for, 602 
converters, 601 

industry, classification of refractories 
for, 598 
melting of, 603 

reverberatory matting furnace, 600 
Corundum, occurrence of, 45, 61 
single crystals of, 332 
in slags, 463 

thermal expansion of, 488 
thin section of, 48 

Couples, chromel-alumel, table of, 729 
Coupling efficiency, 267 
Cracks developed, in brick, 449 


Cracks developed, in spalling, 424 
in sphere, 422 
Creep tests, long-time, 408 
values of, 663 
Cristobalite, 190, 191 
Critical point, in drying, 157, 162 
in plastic mixes, 99 
Crown, 700 

Crucibles, in blast furnace, 564 
clay, size of, 533 
early history of, 16 
graphite, size of, 534 
Crushers, gyratory, 84 
hammer-mill, 85 
jaw, 82 
ring-roll, 85 
roll, 82 
Crushing, 82 

Crushing strength of refractories, 553 
Crystal, flow of, 401 
single, 332 

Crystal forms of alumina, 45 
Cupola, 567 

Cupola blocks, tabk' of, 525 
Cutter, wire, 125 
Cylinder, properties of, 74() 

Cylindrical method of nu^asuring thermal 
conductivity, 505 

D 

Daxad, 542 

Day tanks for glass, 670 
Deairing auger, 124 
Deairing dry press, 131 
Deflocculation, 107 
Deflocculents, 109 
Degrees of freedom, 362 
Delaware, early fire })rick manufacturing 
in, 20 

Density, melting-point relation of, 355 
of refractories, 201, 318, 322 
Detrick suspended arch, 733 
Deuterium, 640 
Dialysis cell, 35 
Diamond, 61 

Diaspore, analysis of, 34, 44 
effect of heat on, 182 
Missouri, 43 
occurrence of, 61 
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Diaspore, relation of, to other minerals, 
32 

structure of, 182 
thermal (;urve of, 33 
Diaspon* clay, clefiiiition of, 27 
Diatomaceous earth, 48 
analysis of, 40 
Dickite, 31, 32, ()1 
Die, hot-pressing, 200 
steel, 311 
wear of, 144 

Diffusion pump, boiler fluicls for, 277 
Diffusivity, th(*rmal, 434 
Dilatency, 04 
Dolomite, 51, 59 
Dome, brick for, 731 
calculations of, 720 
stresses in, 720 
Domestic heating, 080 
Door construction, 004 
Dover, 21 
Downtakes, 575 
Dri(‘r, 157 
continuous, 170 
distribution of heat in, 108 
hot floor, 108 
humidity, 170 
temperatures in, 109 
tunnel, 100 
types of, 108 
Dry pan, 84 
Dry press, 130 
deairing, 131 

p)ressure distribution in, 134 
proccvss for, 128 
Dry strength, l()5 
Drying, constant rate period, 157 
efficiency of, 106 
falling rate period, 157 
mechanism of, 157 
moisture gradient in, 160 
Drying rate, maximum, 166 

E 

East Liverpool, 20 
Elasticity, 94 

Elasticoplastic material, 94 
Elasticoviscous material, 94 
Electric-arc furnaces, 585 


Electrical resistivity, measurement of, 555 
values of, 20, 300, 320, 323, 550 
Electrolytes, as effecting viscosity of slips, 
98 

Electron microscope, 177 
FJkH*trostatic separation of minerals, 89 
Pdectrothermic zinc furnace, 610 
Elements, of high rnodtnating ratio, 652 
melting point of, 35(i 
Ellipse?, properties of, 746 
Elutriation, 547 
Emeralds, 333 
Pknission coefficient, 502 
Enamel, high temperature, 661 
Enameling, 681 

lOnd walls of open-hearth furnace, 572 
Equilibrium diagrams, 362 
interpretation of, 363 
list of, 364 

methods of obtaining, 363 
P>osion, of typical glass tank, 471 
P^utectic point, 364 
PJutectics, high melting, 317 
Evaporation chart, 158 
P>xcavators, 77, 78 
I'kchangeable bases, 35 
PJxpanding minerals and shrinkage con¬ 
trol, 203 

Expansion, thermal {see Thermal 
expansion) 

P^xpansion curves, 482-485 
P^xpansion joints, 622, 689 
in arches, 712 
in hearths, 685 
in walls, 692 
width of, 692 

F 

Falling-rate period in drying, 157 
Fayalite, 464 
Pilter-pressed, 112 
Fire travel in continuous kilns, 244 
Pirebrick (see Brick; Insulating firebrick) 
Fireclay, 41 
analysis of, 42 
classification of, 30 
distribution of, 40, 41 
drying shrinkage of, 166 
firing shrinkage of, 186-189 
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Fireclay, flint, 27 
ori^n of, 29 
particle size of, 37 
plastic, 43 
porosity of, 186-189 
production of, 59 
thermal curve of, 176 
Fireclay bricks, early history of, 17 
super-duty, 43, 675 
Fireclay muffles {see Muffles) 

Firestone, 48 

Firing properties of kyanitc minerals, 192 
Firing shrinkage, control of, 202 
Fission, energy of, 635 
Fission power available, 634 
Fission proc'ess, 632 
Fission products, 635 
Plssionable material world sources, 642 
Fizeau interferometer, 479 
Flexibility, 433, 444 
Flint clay, definition of, 17 
Floor openings, in kilns, 237, 241 
Florida, early firebrick manufacturing in, 
20 

Flotation, 89 
Flow, of crystals, 401 
of glass, 401 

of heat through walls, 510, 512 
of mixture of crystals and glass, 402 
of suspensions, 95 
types of, 94 

Flow field of porcelain, 403 

Flow properties, of plastic body, 100 

Flow rate, of refractory, 403 

Flow relation, in kaolin suspension, 95 

Flue, construction of, 697 

Flue arrangements for kilns, 240 

Fluid, definition of, 94 

Flux blocks, 524, 670 

Forge furnace, 590 

Formulas, useful, in calculations, 745 

Forsterite, 53, 62 

Forsterite bricks, 196, 603 

Foundations, 684 

Fourier’s equation of heat flow, 428 
Frederick, 17 
Fritting, enamel, 681 
Frustum, of cone, properties of, 747 
of pyramid, properties of, 747 


Fuel consumption, for compartment kilns, 
244 

expression of, 237 
for periodic kilns, 242 
for tunnel kilns, 252 
Furnace, Ajax-Wyatt, 606 
black-liquor, 629 
boiler, 623, 625, 626, 628 
bright aimealing, 590 
car bottom stress-relieving, 590 
carbon tube, 253 
continuous zinc distilling, 610 
copper alloy imdting, 603 
copper anode refining, 602 
cyclone, 626 
electrics arc, 264 
electrothermic zinc, 610 
floors for, 685 
forging, 590 
foundations for, 684 
for fusion point, 351 
globar, 264 
hearths for, 685 
heat-tieating, 590 

high-frequency, atmospheric pressui'c, 
268 

induction, 264 
vacuum, 239, 282 
quartz, 284 

(See also High-frequency induc¬ 
tion melting furnaces) 
induction melting, 587, 606 
for kilns, 228 
laboratory, 259 
electric heated, 263 
lead dressing, 612 
for load test, 405, 409 
to measure coefficient of expansion, 481 
oxide resistor, 263 
propane-oxygen, 263 
rocking arc, 606 
for shrinkage test, 489, 492 
slag tap, 623 
for slag test, 459 
solar, 264 

for spalling test, 437-439 
stress-relieving, 590 
for thermal conductivity, 503 
walls of, 686 
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Glass erosion of refractories, 471 
Glass furnace, 670-672 
Glass pots, 674 
early history of, 16 
sizes of, 534 
Glass refractories, 670 
testing tanks, 4()0 
Glass tank, 670 
action of glass on, 471 
continuous, 670 
Glass tank blocks, cast, 674 
siz(;s of, 524 

Glass tank bottom, construction of, 670 
Glaze, for high-temperature porcelains, 535 
Goethite, effect of heat on, 182 
Golden, 22 

Graphite, 56, 59, 62, 356, 508 
Great Falls copper conv(‘rter, 601 
Grog, effect of, on spalling, 445 
size, control of, 91, 146 
sizing, 145 
use of, 202 
Gyratory crusher, 84 


Furnace, wire bar, 603 
zinc distillation, 607 
Furnace stone, history of, 15 
Fusion point, of bricks, 36 
determination of, 347 
effect of atmosphere on, 354 
effect of composition on, 354 
furnace for, 351 

specimens of, preparation of, 352 
standard method, 348 
value of, 361 

(See aho Melting point; Softeni 
point) 

Fusion process, 347 

G 

Gallium oxide, 357, 651 
Ganister, mining of, 81 
occurrence of, 46 
properties of, 46 
ramming mixes, 295 
Gas, bubbles of, 143 
natural, 232 

physical properties of, 274 
premixed, 260 
producer, 232 
in refractories, 466 
velocity of, 236 
Gas burners, 259- 260 
Gas turbines, 655 
refractories for, 654 
Gauges, vacuum, 278 
Generators, high frequency, 269, 270 
Gibbsite, analysis of, 44 
effects of, on heating, 182 
occurrence of, 43, 62 
properties of, 43 
structure of, 31, 32 
thermal curve of, 34 
Glass, analysis of, 335, 455 
composition of, 455 
early history of, 16 
flow characteristics of, 401 
high alumina, 335 
metal sealing, 335 
refractory, 335 
soda-'lime, 463 
viscosity of, 335 


H 

Hafnium, 356, 649 
Hafnium carbide, 322, 649 
Hafnium nitride, 326, 649 
Hafnium oxide, 357, 649 
Haigerlock, 646 
Halloysite, analysis of, 39 
occurrence of, 39, 62 
structure of, 31, 32 
Hammer mill, 85 

Hand molding, of shapes, 116-119 
Hand ramming, dry-prt?ss consistency, 
12<3-127 

Hand repress, 120 
Handling methods, 255 
Hanford, 645 

Hardness, of clay, on heating, 178 
of refractories, 201, 318, 322 
relation of, to melting point, 355 
Harmonic-flow method of heat flow meas¬ 
urement, 506 
Headers, 689 
Hearth, 685 
Hearth blocks, 685 
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Heat, absorption of, 209 
balance of, in kilns, 238 
changes in, methods of measuring, 175 
in cylinders, 513 

effect of, on hydrated minerals, 181 
evolution of, in minerals, 170 
quantity of, to fire ware, 209 
specific, 208 
transfer of, 234 

theory of, through porous body, 500 
transmission of, 498 
variable flow of, 5(X) 

Heat conduction, laws of, 4fl8 
Heat flow, computation of, 512 
unsteady, 518 

Heat losses through walls, 514 
Heat-penetration curv^es, 501 
Heat storage capacities f)f wall sf ructures, 
514 

Heat treating furna(‘es, 590 
Hematite, 63, 182 
High-alumina block, 667 
High-aluinina brick, 23, 606, 608, 677 
High-alumina grog, 494 
High-alumina nifractories, history of, 23 
High-alumina shapes, 606 
High-frequency induction melting fur¬ 
naces, 587 
firing cycle for, 272 
generators for, 268-270 
vacuum firing system for, 272 
High-grog (‘asting slip formula, 109 
High-temperature enamel, (ifil 
Hiroshima, f)46 
Homestead, 23 

Horizontal expansion joints, 689-691 
Hot-l)last stove checker brick, 565, 567 
Hot floor, 168 
Hot molding, 149 

Hot-pressed materials, physical properties 
of, 201 

Hot pressing, 198 
Hot tops, 580 

Hydrated materials, effect of heat on, 181 
Hydraulic pusher, 250 
Hydrocarbon gases, action of, on refrac¬ 
tories, 467 

Hydrometer method of measuring particle 
size, 542 


I 

Illite, effect of heat on, 182 
Ilmenite, 55, 63 

Image shift, in n^ading telescope, 482 
Incinerators, 680 

Induction heating, princiiflos of, 265 
Insulating firebrick, 734 
an(*horing of, 693 
in boiler furnaces, 620 
in doiiK's, 730 
as duct lining, (>97 
load-bearing (*apacity, 142 
molding of, 413 
skewbacks of, 702 
sprung archies of, 702 
in suspended arches, 735 
valui' of, in tunnel kilns, 668 
Insulation, bonding of, 691 

of copper reverberatory furnace, 600 

of glass tanks, 674 

of hearths, (>85 

of jet engines, 665 

of kilns, 668 

of ladles, 578 

Interfei’ometor irudhod for measureme/it 
of thermal expansion, 479 
Iridium, 356 
Iron, 651 

Iron and magnesite brick, 464 
Iron oxide, 651 
Iron and silica brick, 464 
Isochromatic bands, 421 
Isoclinic lines, 421 
Isc)thermals, 421 
Isotopes, 631 

J 

Jet-propulsion refractories, 054 

K 

Kaolin, 38 
analysis of, 39 
definition of, 27 
heat changes in, 178 
occurrence of, 38 
origin of, 29 
particle size of, 37, 38 
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Kaolin, production of, 58 
properties of, 38 
residual, 27 
sedimentary, 28 
thin section of, 179 
Kaolin bricks, early history of, 19 
in glass tank construction, 674 
Kaolinite, crystals of, 28 
occurrence of, ()3 
structure of, 31 
thermal curves for, 34 
Kentucky, early firebrick manufacturing 
in, 22 

Key brick, table of, 724 
Kiln, areas for, 241 
burners for, 229 
Chinese, 227 

continuous (iompartment, 243, 244 
fire travel in, rate of, 244 
fuel consumption of, 244 
early history of, 227 
efficiency of, 237 
electric, heating of, 233 
furnaces for, 228 
furniture for, 527, 069 
gas burners for, 232 
g(in(^ral principles of, 228 
globar, 263 
heat balance of, 238 
insulation of, 240 
oil burners for, 229 
oxygen-propane, 262 
periodic, 238 
dimensions of, 241 
down draft, 240 
flue systems for, 240 
fuel consumption of, 242 
heat balance of, 238 
refractories for, 667 
rotary, 253, 677 
setting of, 241 
shaft, 2,53 

Kiln laboratory, 259 
gas burners for, 260 
large, 261 
Kiln tunnel, 244 
capacity of, 251 
car seal, 249 
construction of, 247 


Kiln tunnel, cost of, 253 
dimensions of, 2,50 
fuel consumption of, 252 
Kittanning, 21 
Koppers oven, 677 
Kyanite, 44 
clay mixes of, 204 
effect of heating on, 192 
expansion of, 203 
occurrence of, 44 
in porcelains, 535 
production of, .58 
thin section of, 147 

L 

Ladle mixes, 294 
Ladles, 575 

Lanthanum carbide, 322 
Lanthanum nitride, 326 
Lanthanum oxide, 318, 357 
Lead, manufacture of, 610 
Lead blast furnace, 610, 611 
Lead industry, classification of refractories 
for, 613 

Lead-refining furnaces, 612 
length mean of particles, 548 
Lepidocrocite, 182 
Lightweight concrete, 297 
Lime, burning of, 675 

changes of, on heating, 195 
early history of, 17 
occurrence of, 52 
Lime-kiln brick, 675 
Linear change, permanent, test for, 489 
Linseed oil, 148 
Lithium, 648 
Lithium oxide, 357, 649 
Load-bearing capacity, factors influencing, 
415 

test for, 405 

values of, for firebrick, 412 

for insulating firebrick, 413, 414 
for special refractories, 413 
Load failure, mechanism of, 401 
Load test, standard, scdiedule for, 408 
time-temperature curve, 412 
Load-test furnace, electrically heated, 409 
torsion, 412 
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Load-test results, application of, to design, 
416 

long time, 408 
Ix)ad tests, European, 407 
Los Alamos, 646 

M 

Magnesia, 148, 313 
properties of, 201, 318, 357, 488, 651 
Magnesia ramming mixtures, 295 
Magnesite, analysis of, 51 
blocks of, in lime kilns, 675 
bottom of, in open-hearth steel furnace, 
572 

dense, 313 

firing properties of, 193 
occurrence of, 50, 63 
production of, 58 
Magnesite brick, burning of, 193 
in copper converters, 620 
in lead refining furnaces, 612 
Magnesite ramming mixtures, 549 
Magnesite refractories, early history of, 23 
Magnesium sulphide, 651 
Magnetic separation, 88 
Malleable furnace shapes, 526 
Malleable iron, manufacture of, 580 
reverberatory furnace for, 581 
Malleable iron industry, service of refrac¬ 
tories in, 582 
Manganese, 648 
Manganese oxide, 649 
Marine boiler furnaces, 627 
Marion County, 22 

Maryland, early firebrick manufacturing 
in, 20 

Materials, for reactors at high temperature, 
647 

refractory, location of deposits in U. S., 
302 

Mechanical strength of clay on heating, 
178 

Mellor mean, diameter of particles, 548 
Melted refractories, 207 
Melting point, of aluminates, 358 
of borides, 359 
of carbides, 322, 359 
definition of, 347 
effect of atmosphere on, 358 


Melting point, effect of composition on, 
353 

of elements, 356 

of nitrides, 359 

of oxides, 356 

of phosphates, 360 

of pure materials, 360 

relation of, to atomic structure, 355 

of sili(*ates, 357 

of spinels, 360 

standard method of determination, 348 

sulphides, 328 

of titanates, 359 

value of, 361 

of zirconates, 360 

{See also Fusion point; Softening point) 
Metals, abrasion-resisting, 144 
electrical conductivity of, 556 
melting point of, 356 
refractory, properties of, 306, 356 
Methyl silicate, as bond, 148 
Mica, 333 

Mica schist, 15, 585 

Microscope, measurement of particle sizes 
by, 547 

Mineral-dressing methods, 88 
Mineral wool, 690 
Mineralizers, 191 
Minerals, clay, 30, 32 
expanding, 192 
natural, table of, 60 
price of, 56 

production statistics of, 56 
silica, 46 

sillimanite types of, 43 
Mining, of clays, 76 
cost of, 81 
of ganister, 81 
open-pit methods of, 76 
underground methods of, 79 
Mirrors, sapphire, 411 
Missouri, early firebrick manufacturing in, 
22 

Moderators, 640, 649, 652 
Moisture distribution, in plastic clay, 160 
Molding, hot, 149 
hydrostatic, 136, 143 
methods of, 94 

Molds, for handmade shapes, 115 
plaster, 110-112 
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Molds, rubber, 137, 142 
Molybdenum, melting point of, 356 
production of, 57 
Monkton, 19 

Monolithic construction of hearth, 685 
Montmorillonite, effect of heat on, 182 
Morin, 178 

Mortars, air-setting, 291 
application of, 292 
fireclay, 290 
heat-setting, 290 
production of, in U. S., 6 
refractory tests for, 293 
special, 292 
Mt. Savage, 20 
Mt. Union, 22 
Muffles, 531 
sizes of, 531 
Mullite crystals, 488 
in fired clay, 179, 487 
in glass, 463 
in slags, 401, 462, 465 
tank blocks, 674 
thin section of, 179 
Muscovite, 32, 36 

N 

Nacrite, 32, 64 
Nagasaki, 646 

Naphthalene as pure forming material, 142 
Natural furnace stone, 585 
Natural gas, 232 

Natural minerals, properties of, 60 
Neutron absorption, 636 
Neutrons, 636 
New Brunswick, 17 
New Castle, 16 

New England, early firebrick manufactur¬ 
ing in, 17 

New Jersey, early firebrick manufacturing 
in, 20 

New Milford, 17, 18 
New Orleans, 20 
New York, 17 
Nickel, 651 
melting of, 614 
Nickel oxide, 65 
Niles, 21 

Nitrides, forming of, 327 


Nitrides, melting point of, 359 
use of, 327 

Nomographic chart, Casagrande, 544 
Nonclay refractories, production of, 5 
Nonferrous-metal industry, refractories 
for, 598 
Nontronite, 32 

Nozzle for jet propulsion, 661, 662 
for teeming steel, 579 
Nu(*lear cross section, 636, 648, 650 
Nuclear fission process, 631 
Nuclear fuel, 549, 640 
Nuclear properties of materials, 632, 638 
Nu(4ear reactors, summary of, 646 
Nucleus, properties of, 638 

O 

Oak Hill district, 21 
Oak Ridge, 646 

Ohio, early firebrick manufac^turing in, 20 
Oil for fuel, 229, 230 
Oil burner, air-atomizing, 230 
instaUation of, 231 
mechanical atomizing, 229 
Olivine, 52, 64 
Opal glass, 462 

Open-hearth furnace bottom, 570, 572 
roof brick, 574 
servi(‘e conditions in, 576 
use of oxygen in, 575 
Open vsetting, of ware, 530, 669 
Opti(;al pyrometer, 351 
Ordvician clay, 32 
Organic matter in clay, 36 
Osmium, 350 
Overfiring, 493 
Oxides, melting point of, 356 
properties of, 318 
rarer, 314 
refractory, 304 
Oxygen-propane furnace, 263 

P 

Packing, of spherical particles, 145 
Packing diagrams, three components, 147 
two components, 146 
Panel spalling test, 436-444 
Panel wall construction, 618 
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Paper-mill refractories, 681 
Particle size, distribution of, for beryllia, 
309 

for clays, 37, 38 
interpretation of, 548 
method of measurement, 537 
for packing, 145, 146 
Pebble heater, 254 
Peirce-Smith copi>er converter, 602 
Pennsylvania, early firebrick manufactur¬ 
ing in, 21 
Periclase, 64, 193 
Periodic kilns, 238 
Periodicals, list of, 12 
Permeability, 550 
of firel)ricks, 553 
measurement of, 551 
Permeability apparatus, 551 
Perth Amboy, 20 
Phase, 362 

Phase diagrams, index to, 3()4 
Phase rule, 362 
Philadelphia, 21 
Phosphates, 315 
Phosphides, 331 
Phosphoric acid, 148 

Photo(dastic method of stress determina¬ 
tion, 420 

Physical properties, variation of, with 
particle size, 38 

Pipe tester for thermal conductivity, 505 
Pipette method of particle size measure¬ 
ments, 541 
Pittsburgh, 17 
Plaster of Paris, 110 
Plastic chrome ore, 629 
Plastic flow, 402 
Plastic masses, 98 
Plasticity, definition of, 94 
Plastics, 294 
application of, 295 
fireclay, 294 
ladle mix, 294 
packing of, 296 
special, 294 
testing of, 297 

Platinum, melting point of, 350 
Platinum crucibles, 670 
Platinum glass tank, 670 
Platinum metal, production of, 57 


Plugs, for steel teeming, 580 
Plutonium, 634, 640 
Polygon, regular, properties of, 745 
Porcelain, composition of, 316 
refractory, 315 
tubing, sizes of, 535 
Pore water, 161 

Pores, method of obtaining, 185 
Porosity, changes in, in h(;ating clay, 183 
of clay on firing, 186-190 
control of, 206 
diagram of, 147 
measurement of, 183 
values of, 186 

Porosity determinations, precision of, 186 

Portland cement, 677 

Portland cement clinker, kilns for, 677 

Ports, 694, 697 

Posts, for kiln furniture, 530 

Pot furnace, 261 

Pouring-pit refra(*tories, 575 

Pow(?r piles, design of, 643 

Power plants, aircraft, 655 

Pn'heaters, 254 

Preheating zone, of tunnel kiln, 247 

Pressures in toggle press, 131 

Prevention of segregation in storage, 90 

Produ(‘er gas, 232 

Propeller turbo jet, 655 

Pro\ddence, 16 

Pueblo, 22 

Pug mill, 115 

Pulse jet, 658 

Pulverized coal, boiler fired by, 626 
Pulverizer, 84 
Pycnometer, 554 
P^Tamid, properties of, 747 
Pyrometric cones, for detf^rmination of 
fusion point, 348 
table of, 738 

Pyrophyllite, 31, 32, 44, 58 

Q 

Quartz, density of, 190 
expansion properties of, 507 
occurrence of, 65 
single crystal of, 322 
structure of, 190 
transformations in, 189 
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Quart 46 

(•ii(jmi(;al analysis of, 47 

R 

Radial blocks, size of, 625 
Radial dome ))rick, table of, 730 
Ratiiaiit-heat transfer, 501 
Itadiation (coefficient, 502 
Radiation pyrometer, 574 
Ram jet engine, 658 
Ramnuid linings, 570, 579 
Rar(c (earths, 55 
Rattl(‘r test, 555 
Reactions, rate of, 454 
Rxeactors, heterogeneous, 644 
homog(eneous, 645 

r(‘fractori(es in contact with, 199, 468 
temf)eratures of, 198, 266 
Reburning, on load-bearing properti(\s, 416 
Riecirculation, in kilns and furnaces, 238 
Rcectangle, properties of, 745 
Recuperative action, 238 
Reffectors, 649 
Refractories, abstracts of, 14 
bibli(3graphies of, 13 
books about, 10 
bubble structure in, 144 
cast, 107 

chemical control of, 207 
chrome alumina, 196 
chrome silica, 196 
clay, production of, 4 
dry-prf*ss, 128 
future trends in, 19 
for generation of steam power, 617 
history of, 15 

in iron and steel industry, 563 
load bearing capacity of, 401 
raining of, 76 

mistcellaneous pro}>erties of, 537 

nonclay, production of, 5 

periodicals about, 12 

plastic, 294 

porosity of, 188 

recent developments in, 8 

relation of, to other industries, 3 

strength of {see Strength of refractories) 

structure of, 549 

in turbine buckets, 663 


Rtjfraclories, weight of, 688 
Rcifractories industry, development of, 8 
growth of, 3 
scope of, 3 
statistics of, 4-7 

Refractory bodies, coating of, 298 
firing of, 202 

Refractory concretes, 297, 686 
lightweight, 297 

Refractory elements, abundance of, 54 
Refractory materials, (l(‘.poHits (jf, 40, 41, 
642, 643 

Refractory metals, properties of, 305 
Refraettorv mortars, 290 
application of, 292 
special, 292 
tests for, 293 

Refractory nitrides, 325, 326 
properticis of, 326 
Refractory oxides, 318 
Refractory porcelains, 315 
siz(',s of, 534 
Refractory sulfides, 327 
Refractory systems, heterogeneous, 334 
Regenerative cooling, 661 
Regular triangular prisms, properties of, 
746 

Reheat shrinkage (see Shrinkage, reheat) 
Re-press, 120, 125, 128 
Itein bond, 148 
Retorts, 531 

Reverberatory copper-matting furnace, 
598 

Reverberatory furnace, for malleable iron, 
581 

Rhenium, 356, 649 
Rheology, Society of, 94 
Rheopeesy, 94 
Rhodium, 356, 648, 649 
Rhuthenium, 356, 651 
Rise of arch, 500 
Ro(?kct, fuel combinations, 659 
guide vanes for, 662 
liquid fuel, 658 
solid fuel, 659 
V-2, 658 

Rotary kiln, sizes of, 678 
Rotary-kiln blocks, table of, 525 
Rotary-kiln lining, sizes of, 678 
Rowlock courses, 689 
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Ruby, 332 

Rutile, single crystals, 333 
S 

Saggers, 528 
St. Louis, 22 
Salem, 16 
Sand, 48 

Sand blast test, 555 
Sand seal, 249 
Sandstone, 16, 585 
Saponite, 32 
Sapphire, 488 
Saturation point, 99 
Saugus, 15 

Scattering process, 636 
Scheidhauer and (leissing proc^ess, 135 
Scioto County, 21 
Scraper, 77, 78 
Screen, 87 
Tyler series, 538 
U. S. Standard series, 537 
Screen analysis, i)lotting of, 537, 540 
Screening, 87 

Secondary expansion, theory of, 492 
Sector, properties of, 745 
Segment, properties of, 745 
of sphere, properties of, 747 
Segregation in bins, 90 
Selenides, 33 

Service conditions, in blast furnace, 568 
in by-product coke oven, 679 
in copper industry, 604 
in cupola, 571 
in glass furnace, 672 
in lead industry, 613 
in malleable-iron industry, 582 
in open hearth, 576 
in zinc industry, 609 
Setting in kilns, 241 
methods of, 242 

Settling method of separation, 88 
Shaft kilns, 253 
Shaking apparatus, 539 
Shapes, burning of, 240, 246 
molding of, 128, 135, 140 
special, 524 
standard, 523 
Sharon conglomerate, 47 


Shear, rate of, 96, 101 
Shear failure, 427 
Shear strain, 430 
Shear stresses, 427 

Shrinkage, conversion tables for, 163, 164 
drying, 160 
of clays, 165 
measurement of, 162 
me(Lanism of, 161 
firing, of clays, 186-190 
of kaolin, 177 
of kyanite, 192 
of magnesite, 193 
of silica, 187 
of mortar, 293 
of plasti(!S, 294 
reheat, test for, 489, 490, 492 
test for, 183 
volume of, 183, 185 
Shrinkage water, 161 
Sieve (see Screen) 

Silica, density of, 190 
expansion of, 487 
fused, 335 

polymorphous modifications of, 190 
properties of, 187, 319, 357 
Silica brick, in coke ovens, 678 
in copper refining furnaces, 602 
in copper smelters, 572 
in glass tanks, 674 
history of, 22 
molding methods, 121 
in open-hearth furnaces, 533 
reaction of, with iron slag, 464 
super-duty, 575 
thin section of, 192 
Silica inversions, 191 
Silica minerals, 46 
Silica models, atomic, 190 
Silica refractories, early history of, 15 
Silicate of soda, 148 
Silicates, high temperature, 134 
melting point of, 357 
Silicides, 331 

Silicon carbide, 201, 322, 324 
nitride, 326 
Sillimanite, 43, 66 
effect of heat on, 193 
simple liquid, definition of, 94 
Simulative service tests, 492 
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Size analysis, settling methods, 54 
Size distribution, plotting of, 540 
Sizes, of checker brick, 526 
of clay crucibles, 533 
of cupola blocks, 525 
of fire clay tile, 526 
of flux blocks, 525 
of graphite crucibles, 554 
of kiln furniture slabs, 530 
of malleable furnace shapes, 526 
of muffles, 531 
of porcelain tubiiig, 535 
of radial blocks, 525 
of standard shapes, 523, 524 
Skewback, 702 
construction of, 704 
size of, 702-704 
Slabs, size of, 530 
Slag, analysis of, 455 
coal-ash, 460 
composition of, 455 
Slag acjtion, chemical eflfect of, 453 
physical effect of, 457 
Slag erosion, 468 
Slag penetration, 457 
Slag reaction, products formed in, 4f)0 
Slag resistance of refractories, 4(X) 
Slag-tap type of furnace Ixdtom, 623 
Slag test, laboratory, 458 
Slag wetting of surfaces, 458 
Slake, 37 

Sleeves, refractory, 579 
Slip casting process, 107 
Slug, 115 

Smelters, reverberatory, 598 
Soaking pits, 587 
Soap, soft, 111 
Soapstone blocks, 629 
Society of Rheology, 94 
Sodium hydroxide, 98, 108 
Sodium sulfide, 629 
Soft-mud process, 114 
Softening point, 347 
test for, 348 

(See also Fusion point; Melting point) 
Soldier courses, 689 
Solid, definition of, 94 
deforniation of, 402 
elasticoplastic, definition of, 94 
Solid reactions, 196 


Solubility, 306, 318, 320, 322, 328 
Spalling, cracks developed in, 424 
definition of, 420 
test for, 436 
theory of, 427, 431 

Spalling characteristics of various bricks, 
445 

Spalling fractures in service, 449 
Spalling tendency, 430, 432 
Spalling test, A.S/J\M. panel, 441 
furnace, 439 

Special shajies, design of, 426 
Specific gravity, determination of, 554 
Specific heat, 208 

values of, 210, 306, 320 
Specimens, fusion-point, 352 
Spheres, fracture of, 425 
Spinel, 66, 314 

melting point of, 360 
physical pioperties of, 201 
single crystals of, 333 
Spray slag tests, 458 
Sprung arches, 1)98 
Stacks, 698 
Standard shapes, 523 
Standardized brick unit, 689 
Statistical mean diameter, 548 
Statistics, of refractories industry, 3-7 
Steady flow of heat, 498 
Steam as disintegrating agent, 467 
Steam power, refractori(\s for, 617 
Steel inclusions, 580 
Steelwork, for arches, 703 
for domes, 732 
Stiff-mud process, 123 
Stiff-mud shapes, air ramming of, 126, 140 
Stokers for kilns, 228 
Stokes’ law, 541 
Stone, furnace, 16 
Stopper, for teeming stetd, 579 
Storage, of clay, 89 
Storage bins, 255 
Stourbridge, 17, 20 
Stove linings, 18 
Stoves for blast furnace, 565 
Strength of refractories, 201,318, 322, 553, 
664 

Stress relieving furnace, 590 
Stress-strain diagrams, 103 
Stresses, principal, 421 
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Stretched membrane theory, 104 
Stretcher courses, 687, 689 
Stripping overburden, 77 
Strontium oxide, 357, 651 
Strontium sulfide, 651 
Sulfides, refractory, 327-331 
Sulfite process, 148 
Super-duty fireclay brick, 43, 675 
Susceptor materials, 266 
Suspended arch, firebrick, 733 
blocks for, 733 

insulating-firebrick, construction of, 734 
sizes of block for, 52t> 

Suspended roofs for (*opper reverberatory 
furnace, 600 

Suspension, thixotropy of, 97 
viscosity of, 96 
yield point of, 97 

T 

Tabling, 88 
Talc, 31, 32, 58 
Tamping, hot , 296 

Tank, for testing glass refractories, 460 

Tank blocks, 524 

Tantalum, 356, 649 

Tantalum carbide, 201, 322, 049 

Tantalum nitride, 326, 327, 649 

Tantalum ore, production of, 57 

Tantalum oxide, 318, 357, 649 

Tap holes, 580 

Tap-out block, 526 

Taunton, 20 

Temperature, equalization of, in kilns, 236 
Temperature breakdown, of clay impuri¬ 
ties, 180 

Temperature-conversion table, 737 
Temperature distribution, 427 
temperature equalization, 235 
Temperature gradients in spalling, 429 
Temperature s<;hedule for load tests, 406, 
408, 412 

Temperature stress tests, 421 
Temperature stresses, in arches, 699 
in solids, 420 

Temperature uniformity in kilns, 236 
Temple, 16 
Tensile strain, 431 
Tension failures, 426 
for abrasion, 666 


Test cones, mold for, 353 
Tetrachlorethane, 554 
Textures, 550 
Thermal analysis, 33 

ttiermal conductivity, apparatus for, 503 
conversion factors for, 499 
of crystals, 507 
of glass, 507 

harmonic flow method of, 506 
of insulating materials, 509 
measurement of, 502 
of metals, 306 
Northrup nadliod, 506 
of oxides, 320 
of refra(*tory brick. 508 
of single crystals, 507 
test for, 402 
valiK's of, 506 
Thermal expansion, 479 
of carbides, 323 
cfT(a*t of, on spalling, 432, 433 
furnace for, 479, 481 
of high-fusing crystals, 488 
for hot pressial materials, 201 
measui-(Mnent of, 479 
of oxid(?s, 320 
of rcifractory metals, 306 
of silica minerals, 485, 487 
values of, for bricks, 482-486 
Thermocouple, chromel-alurnel, table of, 
739 

copper-constantan, table of, 743 
platinum, table of, 741 
Thickness, of arches, 702 
of wall, 686 
Thixotropy, 94 
Thoria, 55, 201, 312, 319 
ore production of, 57 
Thorium, 356, 642, 651 
Thorium carbide, 322, 651 
I'horium nitride, 326, 327, 651 
Thorium oxide, 351, 488, 651 
Thorium sulphide, 3^31, 651 
Ties, in compound walls, 691 
Tile, sizes of, 526 
Tin, manufacture of, 614 
Tin oxide, 357, 651 
Titanates, melting point of, 359 
Titania, 55, 319 
dense, 314 
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Titania, effect of heat on, 196 
Titanium, 356 
Titanium carbide, 201, 322 
Titanium nitride, 201, 325, 326 
Titanium oxide, 357, 488 
Tolerances in sizes, 523 
Topaz, 44, 66, 193 
1\)ronto, 21 
IVjrsion tests, 411 
Tractor loader, 80 
Triangle, pro})erties of, 745 
Tridymite, density of, 190 
expansion properties of, 487 
structure of, 190 
Truck, lift, 255 

True density, measurement of, 554 
Tungsten, 356 

melting point of, 306 
Tungsten boride, 319 
Tungsten (!arbide, 201, 322 
Tungsten ore, production of, 59 
Tungsten oxide, 357 
Tunnel driers, 169 
1'unnel kiln, 244 
Turbine buf'kets, 662 
Turbine insulation, 665 
I'urbine nozzle bladc^s, 665 
Turbine rotors, 665 
Turbo jet, 657 

Turbo jet engines, temi>erature of, 657 

U 

IJ. S. Bureau of Standards, electrical resis¬ 
tivity measurements, 555 
University of Chicago, 646 
Unsteady heat flow, 518 
Uranium, 640, 651 
carbide, 322 
compounds of, 648 
nitride, 326, 651 
oxide, 55, 319, 357, 651 
production of, 57 
sulfide, 325, 651 
Uxbridge, 16 

V 

Vacjuum attachment to dry press, 131 
Vacuum duct design, 277 


Vacuum gauges, 278 

Vacuum method of measuring porosity, 
184 

Vacuum principles, 273 
Vacuum pumps, 275 
Vanadium, 356 
Vanadium carbide, 201, 322 
Vanadium nitride, 326, 327 
Vanadium oxide, 319, 357 
Vapor pr(!ssure of ekunents, 303, 3(W) 
Variance, 362 
Viscosimeter, 101 
Viscosity, 96 
definition of, 94 
of kaolin slif)s, 99 
of water, 1()6 
Voids, 144 

Vf)lume flow, of gas(‘s, 236 
Volume shrinkage conversion, 162 
Vycor glass, 335 

W 

Walk, 115 
\\'all, 686 

air-cooled, 617 

anchoring methods for, 692 

boiler, 617-623 

bonds for, 687, 691 

exx)ansion joints for, (>82 

flat stud tube, 622 

heat loss through, 514 

heat storage in, 514 

insulation of, 694 

number of brick in, 687 

safe heights of, 687 

sectionally supported, 617, 618 

stability of, 619 

thickness of, 686 

tube and brick, 619 

water, 621 

Water-cooled door frames, 696 
Water-film thickness, 165 
Water gas generation, 679 
Water-retention values. 293 
Wedge brick, table of, 710 
Wedge roaster, 599 
Weight of refractories, 688 
Weight loss, on heating clay, 175 
Weight loss curves, of minerals, 175 
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West Coast, early firebrick manufactur¬ 
ing on, 22 

West Virginia, early firebrick manufactur¬ 
ing in, 22 
Wet pans, 84 

Wetting of surface by slag, 458 
Willsboro, 19 
Wire-bar furnaces, 603 
Wire cutter, 128 
Woodbridge, 20 

Workability of clays, measurement of, 100, 
101 

m(M‘hanism of, 104 
Y 

Yield point, in plastic masses, 100, 103 
in slips, 97 
Yttrium carbide, 322 
Yttrium oxide, 319, 357 


Z 

Zinc, manufacture of, 607 
refractory service for, 609 
Zinc distilling furnace, 668 
Zinc oxide, 319, 357, 651 
Zinc retort, 607 

Zinc vapor in blast furnace, 566 
Zircon, 55, 66, 195, 488 
Zirconates, melting point of, 315 
Zirconia, 55, 319, 357, 488, 651 
dense, 313 

effect of heat on, 195 
forms of, 195 
Zirconium, 356,651 
Zirconium carbide, 201, 322, 651 
Zirconium minerals, chemical analysis of, 
55 

production of, 57 

Zirconium nitride, 201, 325, 326, 651 






